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INTRODUCTION 

The  adjustment  of  the  fluoride  content  of  comnnunity  water  supplies  to  an  optimal  level  as  a 
method  to  prevent  tooth  decay  began  in  January  1945  in  Grand  Rapids,  Michigan.  At  the  present  time, 
over  121  million  citizens  in  more  than  7,700  communities  throughout  the  Nation  are  receiving  the  benefits 
of  optimally  adjusted  fluoridated  water.  An  additional  9  million  people  in  1,909  communities  are  using 
water  with  naturally  occurring  fluoride  at  levels  of  0.7  parts  per  million  or  higher.  Therefore,  40  years  after 
the  first  water  system  was  fluoridated,  more  than  53  percent  of  the  Nation's  population  has  access  to 
water  with  a  dentally  significant  concentration  of  fluoride. 

The  Centers  for  Disease  Control  (CDC)  contracted  with  Alliance  Technologies  Corporation  to  col- 
lect data  to  determine  the  current  population,  location,  and  status  of  communities  in  the  United  States 
using  optimally  adjusted  or  naturally  occurring  fluoridated  water.  These  data  were  provided  to  Alliance 
Technologies  Corporation  by  State  and  Territorial  Dental  Health  Directors.  The  tabulation  of  the  data,  as 
they  appear  in  this  publication,  revises  and  updates  previous  editions  of  the  Fluoridation  Census. 

Adjusted  fluoridation  is  the  conscious  maintenance  of  the  optimal  fluoride  concentration  in  the 
water  supply  for  preventing  dental  caries.  The  optimal  concentration  may  be  accomplished  by  adding 
fluoride  chemicals  to  fluoride  deficient  water;  by  blending  two  or  more  sources  of  water  naturally  contain- 
ing fluoride  to  achieve  the  optimal  concentration;  or  by  partial  defluoridation,  that  is,  removing  naturally 
occurring  excessive  fluorides  to  obtain  the  recommended  level.  Water  systems  are  considered  to  have 
dentally  significant  natural  fluoridation  if  they  contain  0.7  parts  per  million  (ppm)  or  more  of  naturally  oc- 
curring fluoride.  Water  systems  and  communities  with  optimally  adjusted  fluoride  and  naturally  occurring 
fluoride  in  water  are  listed  in  this  publication.  Adjusted  water  systems  are  fluoridated  at  the  optimal  level 
according  to  the  average  maximum  daily  air  temperature  in  the  community.  (Recommended  concentra- 
tions, according  to  National  Interim  Primary  Drinking  Water  Regulations,  1975,  are  shown  on  Table  A.) 
Although  the  term  natural  fluoridation  has  no  particular  scientific  or  official  connotation,  it  has  been  used 
in  this  publication  for  the  sake  of  simplification. 


TABLE  A 

RECOMMENDED  OPTIMAL  FLUORIDE  LEVEL 

Annual  Average  of 

Recommended  Fluoride 
Concentrations 

Recommended  Control  Range 

Maximum  Daily  Air 

1     /Or- 

Community  Systems 

School  Syst 

ems 

Temperatures   (  F) 

Community 

School^ 

0.1         -        0.5 

20% 

20% 

(ppm) 

(ppm) 

Below             Above 

Low 

High 

40.0  -  53.7 

12 

5.4 

1.1         -        1.7 

43 

6.5 

53.8-58.3 

1.1 

5.0 

10         -         1.6 

4.0 

6.0 

58.4  -  63.8 

1.0 

4.5 

09         -         1.5 

36 

5.4 

63.9  -  70.6 

0.9 

4.1 

08         -         1.4 

3.3 

4.9 

70.7  -  79.2 

08 

3.6 

0  7         -         1.3 

2.9 

4.3 

79.3  -  90.5 

0.7 

32 

0.6         -         1.2 

2.6 

3.8 

^  Based  on  temperature  data  obtained  tor  a  minimunn  of  five  years 

^Based  on  4.5  tinnes  the  optimum  fluoride  level  for  communities 

Source.  Centers  for  Disease  Control,  Center  for  Prevention  Services   Dental  Disease  Prevention  Activity 


METHODOLOGY 

A  computer  printout  of  the  fluoridation  status  for  each  State  as  it  was  collected  for  the  1980 
Fluoridation  Census  was  forwarded  to  the  Director,  Division  of  Dental  Health  (or  the  equivalent),  in  every 
State  health  department  as  a  guide  to  updating  information  for  the  1985  Fluoridation  Census.  They 
were  requested  to  update,  change,  and  verify  the  information  presented  and  to  include  new  fluoridation 
installations  while  deleting  those  that  were  inappropriate  A  request  was  made  to  update  the  population 
figures  to  reflect  1985  census  estimates.  This  information  was  then  submitted  in  a  different  format  for 
the  1985  Fluoridation  Census:  States  were  asked  to  report  each  fluoridated  water  system  and  the  com- 
munities each  system  served;  the  status  of  fluoridation,  adjusted,  consecutive,  or  natural;  the  system 
from  which  water  was  purchased,  if  consecutive;  the  population  receiving  fluoridated  water;  the  date  on 
which  fluoridation  started;  and  the  chemical  used  for  fluoridation,  if  adjusted. 

The  updated  information  was  returned  to  Alliance  Technologies  Corporation  where  a  master  file 
was  created  to  incorporate  the  new  format  and  to  reflect  changes  made  in  the  previous  data  provided 
by  State  health  officials.  The  dental  directors  were  informed  that  unless  they  made  specific  changes  in 
their  State's  printout,  the  data  on  the  existing  printout  would  be  used  in  the  publication  of  the  1985 
Fluoridation  Census.  In  essence,  this  publication  is  a  report  of  the  Status  of  Fluoridation  made  by  the 
States,  and  the  data  herewith  reported  has  been  provided  by  the  individual  States. 


"Fluoridation  Census,  1967,"  Division  of  Dental  Health,  National  Institutes  of  Health,  U.S   Department  of  Health,  Education, 
and  Welfare, 

"Fluoridation  Census,  1969,"  Division  of  Dental  Health,  National  Institutes  of  Health,  U,S,  Department  of  Health,  Education, 
and  Welfare.   Natural  Fluoride  Content  of  Community  Water  Supplies,  Division  of  Dental,  NIH,  DHEW, 

"Fluoridation  Census,  1975,"  Dental  Disease  Prevention  Activity,  Bureau  of  State  Services,  Center  for  Disease  Control,  Public 
Health  Service,  U.S.  Department  of  Health,  Education,  and  Welfare 

"Fluoridation  Census,  1980,"  Dental  Disease  Prevention  Activity,  Bureau  of  State  Services,  Center  for  Disease  Control   P.  •  no 
Health  Service,  US,  Department  of  Health,  Education,  and  Welfare 
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TABLE  I. 

POPULATION  AND  PERCENT  SERVED  WITH  ADJUSTED  AND  NATURAL  FLUORIDATED 

WATER  BY  REGION  AND  STATE  AS  OF  DECEMBER  31,  1985 


TOTAL      POPULATION  SERVED  POPULATION  SERVED 
POPULATION*  BY  PUBLIC  WATER      FLUORIDATED  WATER 
SUPPLY** 

%  PUBLIC  WATER  SUPPLY  RANK 
POPULATION  DRINKING 
FLUORIDATED  WATER 

UNITED  STATES 

243,195,000 

211,730,873 

130,172,334 

61 

REGION  1 

12,699,500 

11,272,500 

6,998,513 

62 

CONNECTICUT 

3,182,000 

2,558,000 

2,365,309 

92 

10 

MAINE 

1,169,000 

804,000 

407,297 

51 

37 

MASSACHUSbUS 

5,826,500 

5,826.500 

3,112,368 

53 

35 

NEW  HAMPSHIRE 

1,013,000 

749,000 

125,367 

17 

47 

RHODE  ISLAND 

971,000 

928,000 

743,319 

80 

20 

VERMONT 

538,000 

407,000 

244,853 

60 

30 

REGION  II 

28,641,500 

27,540,000 

15,364,770 

56 

NEW  JERSEY 

7,593,000 

7,593,000 

1,170,047 

15 

50 

NEW  YORK 

17,770,500 

16,669,000 

11,673,411 

70 

25 

PUERTO  RICO 

3,278,000 

3,278,000 

2,521,312 

77 

22 

REGION  III 

25,233,000 

21,038,000 

14,755,219 

70 

DELAWARE 

627,500 

627,500 

418,593 

67 

27 

DISTRICT  OF  COLUMBIA 

625,500 

625,500 

625,500 

100 

1 

MARYLAND 

4,427,000 

3,361,000 

3,226,818 

96 

5 

PENNSYLVANIA 

11,879,000 

9,883,000 

5,290,153 

54 

34 

VIRGINIA 

5,748,500 

4,774,000 

4,043,125 

85 

15 

WEST  VIRGINIA 

1,927.000 

1,767,000 

1,151,030 

65 

28 

REGION  IV 

42,387,000 

33,893,373 

24,015,862 

71 

ALABAMA 

4,036,000 

3,474,000 

2,925,570 

84 

16 

FLORIDA 

11,529,500 

10,255,373 

4,860,794 

47 

38 

GEORGIA 

6,037,500 

4,235,000 

4,044,438 

96 

6 

KENTUCKY 

3,727,500 

2.967,000 

2,467,378 

83 

17 

MISSISSIPPI 

2,619,000 

2.328,000 

1,093,800 

47 

39 

NORTH  CAROLINA 

6,296,000 

4,448,000 

3,329,736 

75 

23 

SOUTH  CAROLINA 

3,358,000 

2,532,000 

2,357,061 

93 

9 

TENNESSEE 

4,783,000 

3,654,000 

2,937,085 

80 

19 

REGION  V 

45,889,000 

38,090,000 

34,944,342 

92 

ILLINOIS 

11,545,000 

11,407,000 

11,105,505 

97 

2 

INDIANA 

5,502,000 

3,765,000 

3,660,005 

97 

3 

MICHIGAN 

9,114,000 

6,825,000 

6,218,797 

91 

11 

*Based  on  1985  Bureau  of  Census  estimates 

**Federal  Reporting  Data  System  PWS  service  populations  exceeded  the  Bureau  of  Census  estimates  for  CO  DE  DC  KS 
MA,  NV.  NJ,  PR.  UT.  and  TX. 


TABLE  I.  (CONTINUED) 
POPULATION  AND  PERCENT  SERVED  WITH  ADJUSTED  AND  NATURAL  FLUORIDATED 
POPULATION^NU  ^  BY  REGION  AND  STATE  AS  OF  DECEMBER  31,  1985 


— — POPULATION  SERVED  POPULATION  SERVED     %  PUBLIC  WATER  SUPPLY  RANK 

population' BY  P^BUC  WATER      FLUORIDATED  WATER       POPULATION  DRINKING 


SUPPLY^ 


FLUORIDATED  WATER 


MINNESOTA 

OHIO 

WISCONSIN 

REGION  VI 

ARKANSAS 

LOUISIANA 

NEW  MEXICO 

OKLAHOMA 

TEXAS 

REGION  VII 

IOWA 

KANSAS 

MISSOURI 

NEBRASKA 

REGION  VIII 

COLORADO 

MONTANA 

NORTH  DAKOTA 

SOUTH  DAKOTA 

UTAH 

WYOMING 

REGION  IX 

ARIZONA 

CALIFORNIA 

HAWAII 

NEVADA 

REGION  X 

ALASKA 

IDAHO 

OREGON 

WASHINGTON 


4,203,000 
10,748,000 
4,780,000 
28,166,000 
2,366,000 
4,493,000 
1,465,000 
3,306,000 
16,537,000 
11,971,000 
2,866,000 
2,455,000 
5,050,000 
1,602,000 
7,624,000 
3,250,000 
821,000 
682,000 
708,000 
1,655,000 
509,000 
31,925,000 
3,235,000 
26,680,000 
1,058,000 
952,000 
8,660,000 
527,000 
1,003,000 
2,694,000 
4,436,000 


3,689,000 
9,109,000 
3,295,000 
26,253,000 
2,003,000 
3,896,000 
1,178,000 
2,639,000 
16,537,000 
10,050,000 
2,290,000 
2,455,000 
4,364,000 
941,000 
6,912,000 
3,250,000 
567,000 
516,000 
533,000 
1,655,000 
391,000 
29,816,000 
2,980,000 
24,991,000 
893,000 
952,000 
6,866,000 
405,000 
694,000 
1,975,000 
3,792,000 


2,998,883 
8,033,399 
2,927,753 
15,515,286 
1,173,604 
1,978,703 
787,655 
1,576,681 
9,998,643 
6,632,825 
1,990,832 
981,562 
3,097,162 
563,269 
4,453,381 
3,144,949 
164,283 
492,717 
502,739 
33,522 
115,171 
4,913,851 
613,479 
4,140,978 
142,570 
16,824 
2,578,285 
311,547 
234,207 
483,930 
1,548,601 


81 
88 
89 
59 
59 
51 
67 
60 
60 
66 
87 
40 
71 
60 
64 
97 
29 
95 
94 
2 
29 
16 
21 
17 
16 
2 
38 
77 
34 
25 
41 


18 
13 
12 

33 
36 
26 
32 
29 

14 
41 
24 
31 

4 

44 

7 

8 

51 

43 

46 
48 
49 
52 

21 
42 
45 
40 


*Based  on  1985  Bureau  of  Census  estimates 

"Federal  Repo.ing  Data  System  PWS  se.loe  pop.la.ions  exceeded  ,he  Bureau  o.  Census  estimates  for  CO,  DE,  DC.  KS, 

MA,  NV,  NJ,  PR,  UT,  and  TX. 
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TABLE  II. 


iNumoer  or  ^ui 

)iic  Water  Systems,  i 

Communities,  an( 

J  Populations 

Using 

Adjusted  and  Natural  Fluoridation  by  Region  as  of  December  31 , 

1985 

USING  ADJUSTED 

USING  NATURAL 

SYSTEMS* 

COMMUNITIES 

POPULATION 

SYSTEMS* 

COMMUNITIES 

POPULATION 

UNITED  STATES 

8,913 

7,772 

121,425,572 

3,445 

1,909 

9,005,262 

REGION   1 

267 

337 

6,986,286 

9 

16 

12,227 

CONNECTICUT 

37 

88 

2,364,279 

4 

1 

1,030 

MAINE 

75 

90 

407,297 

0 

0 

0 

MASSACHUSbnS 

66 

99 

3,111,971 

3 

0 

397 

NEW  HAMPSHIRE 

10 

8 

114,567 

2 

2 

10,800 

RHODE  ISLAND 

14 

21 

743,319 

0 

0 

0 

VERMONT 

65 

31 

244,853 

0 

0 

0 

REGION  il 

689 

676 

15,249,709 

17 

22 

115,061 

NEW  JERSEY 

28 

64 

1,056,302 

15 

20 

113,745 

NEW  YORK 

622 

570 

11,672,095 

2 

2 

1,316 

PUERTO  RICO 

39 

42 

2,521,312 

0 

0 

0 

REGION  III 

487 

856 

14,750,147 

271 

66 

263,572 

DELAWARE 

9 

11 

413,225 

6 

2 

5,368 

DISTRICT  OF  COLUMBIA 

1 

1 

884,000 

0 

0 

0 

MARYLAND 

88 

121 

3,182,845 

57 

13 

49,973 

PENNSYLVANIA 

140 

445 

5,290,153 

0 

0 

0 

VIRGINIA 

121 

158 

3,828,894 

208 

50 

214,231 

WEST  VIRGINIA 

128 

121 

1,151,030 

0 

0 

0 

REGION  IV 

1,748 

1,301 

22,646,348 

276 

123 

1,369,514 

ALABAMA 

240 

174 

2,865,939 

26 

18 

59,631 

FLORIDA 

75 

97 

4,081,812 

35 

31 

778,982 

GEORGIA 

288 

255 

4,028,398 

5 

4 

16,040 

KENTUCKY 

345 

226 

2,467,378 

0 

0 

0 

MISSISSIPPI 

195 

105 

1,020,704 

43 

13 

73,096 

NORTH  CAROLINA 

237 

148 

3,248,435 

29 

23 

81,301 

SOUTH  CAROLINA 

173 

138 

1,996,597 

138 

34 

360,464 

TENNESSEE 

195 

158 

2,937,085 

0 

0 

0 

REGION  V 

3,485 

2,787 

33,185,724 

901 

538 

1,758,618 

ILLINOIS 

1,338 

972 

10,155,738 

215 

153 

949,767 

INDIANA 

450 

300 

3,397,565 

92 

78 

262,440 

MICHIGAN 

354 

240 

6,094,799 

96 

53 

123,998 

MINNESOTA 

653 

641 

2,994,771 

14 

12 

4,112 

OHIO 

370 

371 

7,791,641 

332 

118 

241,758 

WISCONSIN 

320 

263 

2,751,210 

152 

124 

176.543 

*Note:  System  refers  to  fluoridating  systems  plus  consecutive  systems 
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TABLE  II.  (CONTINUED) 
Number  of  Public  Water  Systems.  Communities,  and  Populations 
Adjusted  and  Natural  Fluoridation  by  Region  as  of  December  31 , 

USING  ADJUSTED 
SYSTEMS*      COMf^UNlTIES    POPULATION         SYSTEMS* 


Using 
1985 


REGION  VI 

ARKANSAS 

LOUISIANA 

NEW  MEXICO 

OKLAHOMA 

TEXAS 

REGION  VII 

IOWA 

KANSAS 

MISSOURI 

NEBRASKA 

REGION  VIII 

COLORADO 

MONTANA 

NORTH  DAKOTA 

SOUTH  DAKOTA 

UTAH 

WYOMING 

REGION  IX 

ARIZONA 

CALIFORNIA 

HAWAII 

NEVADA 

REGION  X 

ALASKA 

IDAHO 

OREGON 

WASHINGTON 


683 

182 
52 
48 
158 
243 
595 
292 
47 
203 
53 
505 
145 
25 
118 
198 
11 
8 
144 
66 
55 
10 
13 
310 
190 
8 
32 
80 


464 
109 
73 
18 
93 
171 
727 
297 
170 
205 
55 
319 
51 
9 
109 
137 
4 
9 
94 
6 
82 
3 
3 
211 
135 
4 
25 
47 


12,345,239 

1,156,799 
1,747,024 
542,042 
1,467,529 
7,431,845 
5,991,585 
1,666,149 
848,348 
2,932,091 
544,997 
3,487,983 
2,382,836 
60,114 
463,370 
460,698 
27,282 
93,683 
4,489,180 
203,816 
4.140,878 
142,570 
1,916 
2,293,371 
311,547 
48,842 
444,230 
1,488,752 


786 

14 
94 
86 
55 
537 
423 
242 
83 
84 
14 
567 
306 
65 
83 
83 
18 
12 
120 
104 
1 
0 
15 
75 
0 
40 
20 
15 


USING  NATURAL 
COMMUNITIES  POPULATION 

405  3,170,047 

7  16,805 

33  231,679 

41  245,613 

36  109,152 

288  2,566,798 

355  641,240 

192  324,683 

85  133,214 

65  165,071 

13  18,272 

287  965,398 

110  762,113 

28  104,169 

63  29,347 

67  42,041 

8  6,240 

11  21,488 

48  424,671 

44  409,663 

0  100 

0  0 

4  14,908 

49  284,914 

0  0 

18  185,365 

19  39,700 
12  59,849 


'Note:  System  refers  to  fluoridating  systems  plus  consecutive  systems 
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TABLE  III. 

SCHOOL  POPULATION  AND  NUMBER  OF  SCHOOLS  USING  ADJUSTED 

AND  NATURAL  FLUORIDATION  BY  REGION  AND  STATE  AS  OF  DECEMBER  31 ,1985 


USING  ADJUSTED* 


USING  NATURAL* 


POPULATION 


NUMBER  OF 
SCHOOLS 


POPULATION 


NUMBER  OF 
SCHOOLS 


UNITED  STATES 

149,243 

456 

20,727 

48 

REGION  1 

8,290 

39 

0 

0 

MAINE 

2,939 

13 

0 

0 

VERMONT 

5,351 

26 

0 

0 

REGION  III 

3,020 

5 

0 

0 

VIRGINIA 

3,020 

5 

0 

0 

REGION  IV 

83,722 

247 

11,903 

36 

KENTUCKY 

39,447 

138 

0 

0 

MISSISSIPPI 

1,500 

1 

0 

0 

NORTH  CAROLINA 

41,658 

103 

585 

2 

SOUTH  CAROLINA 

450 

1 

11,318 

34 

TENNESSEE 

667 

4 

0 

0 

REGION  V 

49,593 

149 

6,719 

2 

INDIANA 

42,332 

106 

0 

0 

WISCONSIN 

7,261 

43 

6,719 

2 

REGION  VI 

1,410 

2 

1,045 

6 

NEW  MEXICO 

1,410 

2 

1,045 

6 

REGION  VII 

1,025 

1 

400 

1 

MISSOURI 

0 

0 

400 

1 

NEBRASKA 

1,025 

1 

0 

0 

REGION  VIII 

1,504 

6 

0 

0 

MONTANA 

300 

1 

0 

0 

SOUTH  DAKOTA 

1,204 

5 

0 

0 

REGION  IX 

195 

2 

660 

3 

ARIZONA 

170 

1 

660 

3 

NEVADA 

25 

1 

0 

0 

REGION  X 

484 

5 

0 

0 

ALASKA 

484 

5 

0 

0 

^Schools  are  fluoridated  at  4.5  times  the  recommended  optimal  levels  for  communities. 
Note:  Schools  include  all  American  Indian  and  Alaskan  Native  Reservation  Schools. 
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TABLE  IV. 

POPULATION,  NUMBER  OF  AMERICAN  INDIAN  AND  ALASKAN  NATIVE 

RESERVATIONS  USING  ADJUSTED  AND  NATURAL  FLUORIDATION,  BY  REGION  AND  STATE  AS  OF 

DECEMBER  31,  1985 


SYSTEMS 

ADJUSTED 
POPULATION            NUMBER  OF 

NATURAL 

POPULATION 

NUMBER  OF 

SYSTEMS 

SYSTEMS 

UNITED  STATES 

181,761 

325 

17,629 

53 

REGION  IV 

4,041 

8 

0 

1 

MISSISSIPPI 

2,280 

3 

0 

0 

NORTH  CAROLINA 

1,761 

5 

0 

1 

REGION  V 

8,137 

11 

0 

0 

WISCONSIN 

8,137 

11 

0 

0 

REGION  VI 

29,035 

26 

8,978 

30 

NEW  MEXICO 

28,495 

24 

8,978 

30 

OKLAHOMA 

540 

2 

0 

0 

REGION  VII 

0 

0 

1,560 

1 

NEBRASKA 

0 

0 

1,560 

1 

REGION  VIII 

30,327 

61 

821 

4 

MONTANA 

7,846 

11 

421 

2 

NORTH  DAKOTA 

5,993 

13 

0 

0 

SOUTH  DAKOTA 

11,794 

30 

0 

0 

UTAH 

3,621 

6 

400 

2 

WYOMING 

1,073 

1 

0 

0 

REGION  IX 

59,132 

78 

6,270 

17 

ARIZONA 

56,996 

64 

6,070 

15 

CALIFORNIA 

245 

2 

100 

1 

NEVADA 

1,891 

12 

100 

1 

REGION  X 

51,089 

141 

0 

0 

ALASKA 

48,689 

140 

0 

0 

OREGON 

2,400 

1 

0 

0 

XVI 


TABLE  IV.  (CONTINUED) 
POPULATION   NUMBER  OF  AMERICAN  INDIAN  AND  ALASKAN  NATIVE 
RESERVATIONS^UsTg  ADJUSTED  AND  NATURAL  FLUORIDATION,  BY  REGION  AND  STATE  AS  OF 
HtbtnvMMui  o  DECEMBER  31 ,  1985 


STED 

NU 
SC 

SCHOOLS* 

ADJU 

NATURAL 

POPULATION 

MBEROF 

:hools 

POPULATION 

NUMBER  OF 
SCHOOLS 

UNITED  STATES 

3,593 

15 
n 

8,824 
6,719 

12 
2 

REGION  V 

0 

0 

6,719 

2 

WISCONSIN 

0 

REGION  VI 

1,410 

2 

1,045 

6 

NEW  MEXICO 

1,410 

2 
n 

1,045 
400 

6 

1 

REGION  VII 

0 

0 

n 

400 

1 

MISSOURI 

REGION  VIII 

1,504 

6 

0 

0 

MONTANA 

300 

1 

0 

0 

SOUTH  DAKOTA 

1,204 

5 

0 

0 

REGION  IX 

195 

2 

660 

3 

ARIZONA 

170 

1 

660 

3 

NEVADA 

25 

1 

0 

0 

REGION  X 

484 

5 

0 

0 

ALASKA 

484 

5 

0 

0 

-Schools  are  fluoridated  at  4.5  times  the  recommended  optimal  levels  for  communities 
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TABLE  V. 

RESIDENT  POPULATION,  NUMBER  OF  MILITARY  INSTALLATIONS  USING 

ADJUSTED  AND  NATURAL  FLUORIDATION.  BY  REGION  AND  STATE,  AS  OF  DECEMBER  31    1985 


Adjusted 

Natural 

Resident  Population 

Installations 

Resident  Population 

Installations 

Using  Adjusted 

Adjusted 
134 

Using  Natural 
44,977 

Natural 
19 

UNITED  STATES 

1,813,906 

REGION  1 

18,325 

7 

0 

0 

MAINE 

10,300 

4 

0 

0 

MASSACHUSETTS 

8,000 

2 

0 

0 

NEW  HAMPSHIRE 

25 

1 

0 

0 

REGION  II 

45,552 

6 

0 

0 

NEW  JERSEY 

35,952 

3 

0 

0 

NEW  YORK 

9,600 

3 

0 

0 

REGION  III 

550,539 

13 

27 

2 

DELAWARE 

8,900 

2 

0 

0 

MARYLAND 

74,200 

6 

27 

2 

PENNSYLVANIA 

0 

0 

0 

0 

VIRGINIA 

467,439 

5 

0 

0 

REGION  IV 

527,153 

44 

4,233 

2 

ALABAMA 

27,594 

3 

0 

0 

FLORIDA 

109,127 

12 

1,072 

1 

GEORGIA 

86,200 

6 

0 

0 

KENTUCKY 

50,000 

1 

0 

0 

MISSISSIPPI 

31,397 

3 

0 

0 

NORTH  CAROLINA 

120,200 

10 

0 

0 

SOUTH  CAROLINA 

44,593 

6 

3,161 

1 

TENNESSEE 

58,042 

3 

0 

0 

REGION  V 

118,995 

10 

1,525 

2 

ILLINOIS 

97,695 

5 

25 

1 

INDIANA 

1,500 

1 

0 

0 

MICHIGAN 

19,800 

4 

0 

0 

OHIO 

0 

0 

1,500 

1 

REGION  VI 

176,371 

21 

6,630 

3 

ARKANSAS 

10,700 

2 

0 

0 

LOUISIANA 

22,100 

3 

1,700 

1 

OKLAHOMA 

14,096 

4 

0 

0 

TEXAS 

129,475 

12 

4,930 

2 
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TABLE  V.  (CONTINUED) 

DPCinFNT  POPULATION   NUMBER  OF  MILITARY  INSTALLATIONS  USING 

ADJUSTED  rNrNAyURTL7L^OB°DATiON.  BY  REGIONAN^SW^ASOFDECEMBER31_19^ 


Adjusted 


Natural 


REGION  VII 

IOWA 
KANSAS 
MISSOURI 
NEBRASKA 
REGION  VIII 
COLORADO 
MONTANA 
NORTH  DAKOTA 
SOUTH  DAKOTA 
UTAH 

REGION  IX 
ARIZONA 

HAWAII 

NEVADA 

REGION  X 

ALASKA 

IDAHO 

WASHINGTON 


Resident  Population 
Using  Adjusted 

68,987 

0 
37,700 
22,500 
8,787 
77,967 
0 
3,000 
65,686 
5,000 
4,281 
142,570 
0 
142,570 
0 
87,447 
30,238 
6,000 
51,209 


Installations 
Adjusted 

5 

0 

3 

1 

1 

5 

0 

1 

2 
1 
1 

10 
0 

10 
0 

13 
9 
1 
3 


Resident  Population 
Using  Natural 

4,250 

250 
0 
4,000 
0 
7,602 
0 
7,602 
0 
0 
0 
20,710 
19,200 
0 
1,510 
0 
0 
0 
0 


Installations 
Natural 


2 

1 

0 

1 

0 

2 

0 

2 

0 

0 

0 

6 

5 

0 

1 

0 

0 

0 

0 
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TABLE  VI 

NUMBER  OF  PUBLIC  WATER  SUPPLY  SYSTEMS  AND  POPULATION  SERVED  BY  EACH 

OF  THE  MAJOR  CHEMICALS  BY  REGION  AS  OF  DECEMBER  31 ,  1985 


HYDROFLUOSILICIC 

SODIUM 

SODIUM 

ACID 

SILICOFLUORIDE 

FLUORIDE 

POPULATION      #  SYSTEMS 

POPULATION      #  SYSTEMS 

POPULATION      #  SYSTEMS 

UNITED  STATES 

68,701,152 

4,721 

34,027,385 

1,331 

10,496,199 

2,221 

REGION  i 

4,458,875 

99 

1,688,891 

30 

838,120 

138 

CONNECTICUT 

1,668,039 

24 

559,500 

5 

136,740 

8 

MAINE 

240,756 

33 

82,600 

5 

83,941 

37 

MASSACHUSETTS 

2,261,838 

21 

357,845 

6 

492,288 

39 

NEW  HAMPSHIRE 

65,942 

4 

0 

0 

48,625 

6 

RHODE  ISLAND 

88,199 

1 

638,946 

13 

16,174 

1 

VERMONT 

134,101 

16 

50,000 

1 

60,352 

47 

REGION  II 

4,456,648 

543 

8,044,038 

65 

2,781,827 

82 

NEW  JERSEY 

645.005 

18 

317,600 

3 

80,697 

6 

NEW  YORK 

3,811,643 

525 

7,726,438 

62 

179,818 

37 

PUERTO  RICO 

0 

0 

0 

0 

2,521,312 

39 

REGION  III 

10,645,156 

198 

2,028,717 

89 

1,503,994 

163 

DELAWARE 

0 

0 

140,000 

1 

42,925 

5 

DISTRICT  OF  COLUMBIA 

884,000 

1 

0 

0 

0 

0 

MARYLAND 

2,839,145 

46 

136,075 

8 

27.700 

7 

PENNSYLVANIA 

4,3704,760 

81 

513,269 

28 

244,069 

24 

VIRGINIA 

2,047,055 

48 

889,141 

36 

892.698 

37 

WEST  VIRGINIA 

504,196 

22 

350,232 

16 

296,602 

90 

REGION  IV 

9,953,176 

542 

7,447,029 

295 

2,149,113 

503 

ALABAMA 

2,791,890 

231 

73,425 

9 

0 

0 

FLORIDA 

1,747,001 

47 

2,097,222 

10 

8,615 

3 

GEORGIA 

2,181,557 

119 

987,270 

45 

853,971 

124 

KENTUCKY 

0 

0 

0 

0 

0 

0 

MISSISSIPPI 

14,851 

7 

351,787 

10 

653,786 

177 

NORTH  CAROLINA 

1,152,672 

57 

1,378,260 

13 

343,607 

126 

SOUTH  CAROLINA 

916,607 

56 

935,125 

91 

141,872 

22 

TENNESSEE 

1,148,598 

25 

1,623,940 

117 

147,262 

51 

REGION  V 

25,356,903 

2,489 

6,037,935 

279 

1,292,787 

661 

ILLINOIS 

9,117,358 

995 

629,527 

84 

408,853 

261 

INDIANA 

1,413,161 

106 

1,274,845 

42 

701,988 

283 

MICHIGAN 

5,267,583 

284 

432,309 

26 

42,199 

11 

MINNESOTA 

2,681,152 

604 

253,599 

19 

57,634 

26 

Note:   Chemical  used  was  not  indicated  for  all  systems,  so  these  data  are  not  consistent  with  other  summary  tables. 
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TABLE  VI.  (CONTINUED) 

NUMBER  OF  PUBLIC  WATER  SUPPLY  SYSTEMS  AND  POPULATION  SERVED  BY  EACH 

OF  THE  MAJOR  CHEMICALS  BY  REGION  AS  OF  DECEMBER  31 ,  1985 


HYDROFLUOSILICIC 

SODIUM 

SODIUM 

ACID 

SILICOFLUORIDE 

FLUORIDE 

POPULATION      # 
4,734,113 

SYSTEMS 
260 

POPULATION      #  SYSTEMS 

POPULATION      #  SYSTEMS 

2,876,911 

82 

45,617 

27 

OHIO 

^  ' 

WISCONSIN 

2,143,536 

240 

570,744 

26 

36,496 

53 

REGION  VI 

7,878,446 

323 

3,811,548 

261 

641,745 

98 

ARKANSAS 

683,416 

78 

466,170 

100 

7,213 

4 

LOUISIANA 

1,747.024 

52 

0 

0 

0 

0 

A  O 

NEW  MEXICO 

399,250 

4 

4,500 

1 

138,292 

43 

OKLAHOMA 

178,503 

29 

1,071,569 

108 

217,457 

21 

TEXAS 

4,870,253 

160 

2,269,309 

52 

278,783 

30 

REGION  VII 

4,554,198 

366 

1,313,430 

100 

305,772 

123 

IOWA 

1,278,111 

263 

369,557 

21 

18,481 

9 

KANSAS 

411,136 

17 

614,760 

27 

18.273 

3 

MISSOURI 

2,367,699 

47 

299,184 

48 

265,208 

109 

NEBRASKA 

497,252 

39 

29,929 

4 

3,810 

2 

REGION  VIII 

276,672 

116 

2,800,322 

159 

368,834 

221 

COLORADO 

77,000 

3 

2,155,496 

109 

108,700 

26 

MONTANA 

0 

0 

40,100 

4 

19,499 

19 

NORTH  DAKOTA 

89,591 

52 

317,522 

18 

56,257 

48 

SOUTH  DAKOTA 

95,530 

58 

190,545 

21 

174,623 

119 

UTAH 

3,004 

2 

15,596 

1 

8,682 

8 

WYOMING 

11,547 

1 

81,063 

6 

1,073 

1 

REGION  IX 

12,973 

2 

135,000 

1 

204,031 

82 

ARIZONA 

12,000 

1 

135.000 

1 

56,816 

64 

CALIFORNIA 

973 

1 

0 

0 

4.070 

6 

0 

0 

0 

0 

142.570 

10 

HAWAII 

\J 

NEVADA 

0 

0 

0 

0 

575 

2 

REGION  X 

1,108,105 

43 

720,475 

52 

409,976 

150 

ALASKA 

0 

0 

0 

0 

256,732 

125 

IDAHO 

0 

0 

48,842 

8 

0 

0 

OREGON 

20,000 

1 

408,980 

26 

15,250 

5 

WASHINGTON 

1,088,105 

42 

262,653 

18 

137.994 

20 

Note:   Chemical  used  was  not  indicated  for  all  systems,  so  these  data  are  not  consistent  with  other  summary  tables. 
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Public  Water  Supply 

Systems  Using 

Fluoridated 

Water 

adjusted  and  natural 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

ID 

NO 


COUNTY 


CHEM 
USED 


STATUS     FLUOR        POP     NATURAL  SYSTEMS 
START    SERVED  NAT       OPT 

DATE  LEVEL    LEVEL 


ABBEVILLE 
BEIHLfHEM 
CAPPS 
WILLS  C80SSRQADS 


ALBEIOVILLE 
BQAZ 
CREMS 
NEW  UNION 
SARDIS  ClTi 


ALEXANDER  ClTi 
HAQCNEWILLE 
JACKSON  GAP 
KELLYTCN 
NEW  SITE 

DAVISTCW 
RAY  OOMUNITY 

RDCKFiORD 
SOUm  TALLAPOOSA 


ALICEVILLE 


ANDALUSIA 
OCMHUNITY 
HEAIH 


ANNISTON 

PORT  WCLELLfH 
H0B90N  aTY 
OXFORD 


ARAB 

JOPPA-HULADO-RYAN 
UNION  (SCNE 


0000657  HEURY  Acid 

0000658  HENRY 
0000660  HENRY 
0000669  HEMIY 


ADJ       11/76 
0»JS 
OONS 
OONS 


TOTAL  TOPULATION  SERVED  BY  SOURCE  WAITER  SYSTBi  -  - 

0000933  MARSHALL  Acid 

0000936  MARSHALL 

0000938  ETOWAH 

0000586  ETOWAH 

00009A7  ETOWAH 


A104 
942 
420 
324 

5790 


ADJ  05/57  32328 

OONS  7650 

OONS  2601 

OONS  405 

OONS  2529 


TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 


45513 


0001265 

TALLAPOOSA 

0001541 

TALLAPOOSA 

0001279 

TALLAPOOSA 

0000352 

OOOSA 

0001283 

TALLSPOOSA 

0001274 

TALLAPOOSA 

0001285 

OOOSA 

0000353 

OOOSA 

0001429 

TALLAPOOSA 

Acid 


ADJ 

10/69 

16200 

OONS 

552 

OONS 

3450 

OONS 

1431 

OONS 

1209 

OONS 

600 

OONS 

795 

OONS 

990 

OONS 

1650 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1"EM  -  - 

0001102      PICKENS  Acid 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  -  - 

0000356  OOVINCTON 
0001499  (XNWCVati 
0000368      (XmVGIOti 


26877 


ADJ   07/78   3177 
3177 


NATL 
OONS 
OONS 


TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 

0000133  CALHOUN 

0001493  CAUKXJN 

0000149  CALHOUN 

0000162  CALHOUN 


13065 
714 
318 

14097 


Acid      ADJ  07/60  56700 

OONS  9950 

OONS  900 

OONS  12600 


TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 

0000934   MARSHALL 
0000409   CULLMAN 
0000951   MARSHALL 


80150 


Acid  ADJ  12/72  21750 
OONS  2835 
OONS        1758 


1.0 


1.0 


1.0 


1.0 


0.8 


1.0 


1.0 


TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 


26343 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALABAMA 

WATER  SYSTEM  and                      EPA       COUNTY           CHEM     STATUS  FLUOR  POP  NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                          USED             START  SERVED    NAT   OPT 

^:iO DATE LEVEL  LEVEL 

ARLEY                          0001A03   WINSTON                   natL  1593     0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTH^ I593 

AIHENS                         000082A   LIMESTONE         Acid      ADJ   02/62  19050          1  0 

ELKhOfr  RURAL  VIL.               0000829   LIMESTONE                 OONS  2A0 

LI>1ESTONE  OXMY                0000833   LIMESTONE                 (ms  14100 

TOTAL  POPULATION  SESVED  BY  SOURCE  WAIHl  SYSTB^ 3339O 

^^™^                         0000553   ESCAMBIA          Acid      ADJ   10/74  10500          1  0 

Pf^IDO                       0001546   BALDWIN                   gqns  600 

TOTEAL  POPULATION  SQIVED  BY  SOURCE  WATER  SYSTO*1 13575 

^^^^^^                        0000804   UE             NaSiF6    ADJ   06/60  21300         1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WA^E  SYSIH«1 21300 

BAY  MINETIE                     0000023   BALDWIN           Acid      ADJ   12/80  8589          1  0 

PINE  GROVE                     0000056   BALDWIN                   qONS  1926 

WmiE  HOUSE                    0000076   BALDWIN                   oONS  1842 

TOTAL  POPULATION  SESVED  BY  SOURCE  WATEK  SYSTEM 12357 

^^^                           0000595   FAYETIE                   natl  465     0.7 

TOTAL  POPULATION  SEEVED  BY  SOURCE  WAIER  SYSTEM 465 

BIRMINGHAM                      0000738   JEFFERSON         Acid      ADJ   09/81  483420  1  0 

BESSEMER                      0000737   JEFFERSON                 CONS  83274 

BRDOKSIDE                     0000741   JEFFERSON                 QONS  3189 

GRAYSVILLE                     0000748   JEFFERSON                 qDNS  9006 

MULGA                        0000755   JEFFERSON                 CONS  6819 

PLEASANI  GROVE                  0000757   JEFFERSON                 qons  8742 

WEST  JEFFERSCN                  0000765   JEFFERSON                 oONS  2505 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5%955 

^CW^,  GA                      0220164   CARROLL                   ADJ    /79  0          10 

RANBURNE                      0000283   CLEBURNE                  qons  624 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 624 

BRA^^LEY                        0000385   CREIJSHAW          Acid      ADJ   10/82  1188          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1188 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

Ai  ARAMA  — 

MU^LJ^ ^ __ STATUS     FLUOR        POP     NATURAL  SYSTEMS 

WATER  SYSTEM  and  ^KA  ouu  ^^^^^    SERVED  NAT       OPT 

CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                                                          D^^yg  LEVEL   LEVEL 

NO ^ - — ~ 

BRDNDIDGE                                                         0001110      PIKE                                                     N^  3750            1.0 

BAHS                                                             0001108      PIKE                                                     CONS  b/O 

TOEAL  roPULATION  SERVED  BY  SOURCE  WJm  SYSTOi ^28 

BUTLEU                                                               0000232      CHOCTAW                           Acid              AEU      01/82  2538                        1.0 

KXKTOTmNG                                          0000240      CHOCIAW                                              OONS  780 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3318 

CAMDEN                                                               000137A      WILOQX                                                 NATL  3600            1.4 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WATER  SYST^ 3600 

CQfjsE                                                              0000188      QffiKOKEE                         Acid              ADJ      01/82  3666                        0.0 

dXlAR  BLUFF                                                  0000187      CHEBOKEE                                              OCNS  1674 

TC7TAL  roPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5340 

CEtmSynUZ                                                     0000092      bibb                                Acid              AOI       10/84  2700                        1.0 

BIBBOOUNIY                                                  0001543      BIBB                                                     OONS  1161 

TCXTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3861 

QjAPMAN                                                             0000121       BUTLER                                                 NA3L  213            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 213 

amXEE                                                          0000311      OOLBERT                           Acid              AEU      05/67  1950                        1.0 

BAKTON                                                           0000308      OOLBERT                                                OONS  1350 

VHITE  PIKE                                                    0000333      OOLBERT                                               OONS  495 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 3795 

CHILDERSBURG                                                    0001228      TALLADEGA                       Acid              ADJ      08/85  7011                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITiM 7011 

CLAY  00                                                             0000266      OAY^.                           Acid              ALU      08/81  32                        1.0 

ASHLAND                                                         0000264      CLAY                                                     OONS  2400 

LINEVILLE                                                     0000268      CLAY                                                    OONS  2400 

MILLERVILLE                                                  0000270      OAY                                                    OONS  55b 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAKR  SYST1EM 5387 

Cuuj^AN                                                             0000398      CULLMAN                           Acid              AIXJ       11/67  20400                        1.0 

CULLMAN  00.  COW.                                       0000394      CULLMAN                                               OONS  29448 


POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EAST  CULLMAN 

HANCEVILLE 

JOHNSOJ'S  CKDSSING 

VAW 

WdJm 


DADEVILLE 
WALNUT  HILL 


DALEVILLE 


DAPHNE 
BELFIOREST 
PARK  CITY 


DECAIUR 
TRINITY 
WEST  MDRGAN 


DEM)POLIS 


DOIHAN 
NAPIER  FIELD 


ENTERHUSE 
BEIHANY 


EUFAULA 


EPA       COUNTY           CHEM     STATUS  FLUOR  POP  NATURAL  SYSTEMS 
ID                          USED             START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0000402   CULLMAN  OONS        7080 

0000406   CULLMAN  QCWS        4050 

0000408   CULLMAN  OONS        1860 

0000413  CULLMAN  OOJS        8250 

0000414  CULLMAN  OONS         810 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 71898 

0001273   TALLAPOOSA         Acid      ADJ   12/67   3600  1.0 

0001289   TALLAPOOSA  OONS        3000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 6600 

0000420   DALE  Acid      ADJ   07/81   3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

0000029   BALDWIN  Acid      ADJ   11/82  12594  1.0 

0000025   BALDWIN  OOJS        1242 

0000028   BALDWIN  OCWS         375 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM „-  14211 

0001084   hfDRGAN  Acid      ADJ   04/66  45153  1.0 

0001091  MORGAN  OONS        1380 

0001092  MDRGAN  OONS  15870 

TOTAL  POPULAirai  SERVED  BY  SOURCE  WATER  SYSTEM 62403 

0000908   MARENOO  N^m.  8100     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8100 

0000681   HOUSTON  Acid      ADJ   04/59  55842  1.0 

0000693   DALE  OONS        1314 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 57156 

00002%   OOFFEE  Acid      ADJ    /74  23400  1.0 

0000287   OOFFEE  OONS         570 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23970 

0000085   BARBOUR  Acid      ADJ   05/72  14490  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 14490 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EUEAW 

GREEJE  OXINTY 


EVEBGREEN 
LYEFFICN 
OWASSA-BROWNVILLE 


FAIRHOPE 


FAYEm: 

CAIN'S  RIDGE 


FDDREMCE 
OnSHOLM  HEicms 
EAST  LAUDERDALE 
LEXINCTON 
WAItSLDO 
WEST  LAUDEKDALE 


FOLEY 
OYSIHl  BAY 


FX»KLAND 


FlORT  DEPOSIT 
LDGAN 


PORT  PAYNE 
C8DSSVILLE 
MENICNE 
NCXITHEAST  ALABAMA 


-— COUNTY CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 

'^Q DATE LEVEL  LEVEL 

0000636   GREENE                    NATL  3600     1.0 

00006A3   GREECE                     OONS  300 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIM 3900 

0000338   OCWECUH           Acid      ADJ   06/85  6411          1.0 

0000341   OONECUH                   CDNS  924 

0000393   OCMnJH                  COiS  1470 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYST^ 8805 

0000035   BALDWIN           Acid      ADJ   03/81  17571          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17571 

0000597   FAYETTE           Acid      ADJ   02/57  7266          1.0 

0000601   FAYETIE                   CONS  66 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7332 

0000783   LAUDERDALE         Acid      ADJ   06/68  47535          1.0 

0000777   LAUDERDALE                 OONS  855 

0001424   LAUDERDALE                 OONS  27% 

0000788   LAUDERDALE                 OONS  1830 

0000793  LAUDERDALE                 OONS  390 

0000794  LAUDERDALE                 OONS  5289 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 58695 

0000036   BALDWIN           Acid      ADJ   10/63  6774          1.0 

0000055   BALDWIN                   OCWS  113 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6887 

0001428   (HEENE                    NATL  843     0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  W/OTR  SYSlIiM 843 

0000846   LOWNDES           Acid      ADJ   06/84  1869          1.0 

0000851   LOWDNES                   OONS  459 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2328 

0000509   DEKALB            Acid      ADJ   02/64  14400          1.0 

0000508   DEKALB                    OONS  1560 

0000515   DEXALB                    OONS  930 

0001422   DEKALB                    OONS  10500 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                   COUNTY                           CHEM            STATUS     FLUOR  POP    NATURAL  SYSTEMS 
ID                                                                USED                                START    SERVED          NAT       OPT 
NO DATE LEVEL   LEVEL 

0001422      DEKALB                                                 CONS  10500 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTO^ 37890 

0001489      Ek\LE                               Acid             ADJ      11/61  15000                       1.0 

TOTEAL  POPULATION  SEKVED  BY  SOURCE  WAIBR  SYSTEM 15000 

0000561      ESGAMBLA                        Acid              ADJ      06/84  1830                        1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTO^ 1830 

0000577      ETCWAH                            Acid              ADJ      09/80  558%                        1.0 

0000572      EnOWAH                                                 CONS  8400 

0001505      ETOWAH                                                 OQNS  855 

0000580      ETOWAH                                                 CONS  2898 

0000588      ETOWAH                                               GCWS  7668 

0000583      ETOWAH                                               CDNS  555 

0000582      ETOWAH                                                 OONS  3405 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTO^ 7%77 

0000123    rnnm                                 natl  2400         1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

0001105   PICKENS           Acid      ADJ   02/65  2532          1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 2532 

0000983   M3BILE            Acid      ADJ   04/82  5700          1.0 

TOTAL  POPUL^IOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5700 

0000125   BUTLER                    NATL  8526     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8526 

0000924   MARION            Acid      ADJ   04/80  3900          1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3900 

0000038   BALDWIN           Acid      ADJ   03/82  15000      *    1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 15000 

0000943   MARSHALL          Acid      ADJ   11/60  9594          1.0 


NORTHEAST  ALABAMA 


Ft»T  RUCKER 


FREEMANVILLE 


GADSffiN 
ATTALLA 
BIG  WILLS 
HIGHLAND 
RAINBOW 
TTLLISON  BEND 
WEST  ETOWAH 


GBORGIANA 


GORDO 


GRAND  BAY 


GREINVILLE 


GUIN 


GULF  SHORES 


GUbmRSVTLLE 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ASBURY 


HARTSELLE 
FALKVILLE 


HEAIX.AND 


HEFLIN 

EDWARDSVILLE 


mULSBORO 


HXTVILLE 


HIKTSVILLE 


UOOALE 


JACKSON 

CLARKE  COLNIY 

MCVAY 

SALITPA 


JAOOCNVILLE 


JASPER 
BOLDO 


^^ COUNTY  CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 

ID                          USED             START  SERVED    NAT   OPT 
f^O    ^ DATE LEVEL  LEVEL 

0000935   MARSHALL  OONS        1734 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11328 

0001086   M»GAN  Acid      ADJ   02/73  14115         1.0 

0001085   K3RGAN  OONS        1320 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 15435 

0000664   HE2JRY  Acid      ADJ   11/68   3618  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^M 3618 

0000279   CLEBURNE  Acid      ADJ   03/81   3300  1.0 

0000277   CLEBURNE  OONS         390 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3690 

0000797   LAWREJICE                  NATL  804     1.3 

TCfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 804 

0000540   ELMORE            Acid      ADJ   03/82  3630          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 3630 

0000882   MADISON           Acid      ADJ   09/59  143000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 143000 

0000751   JEFFERSON         Acid      ADJ   09/82  9000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST-EM 9000 

0000256  CLARKE  Acid      ADJ  02/84   6900          1.0 

0000250  CLARKE  OONS         231 

0000258  CLARKE  OONS         750 

0000260  CLARKE  OONS         579 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 8460 

0000154   CALHOUN  Acid      ADJ   01/81  12000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

0001336   WALKER  Acid      ADJ   10/68  18000  1.0 

0001322   WALKER  OCWS        2100 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


OOPELAb©  FERRY 

aORDWA 

CURRY-IHACH 

QAKMAN 

PARRISH 

PKMEOKE 

TOWNLEY 


LA  FAYETIE 


LINraM 

SCHjm  MARENGO 


LIYINGSTOJ 


UUVERNE 


MACEDCMA 


MADISON  00 


MEADOWBROOKE 


MOBILE 


MMIOEVILLE 


EPA       COUNTY           CHEM     STATUS  FLUOR  POP  NATURAL  SYSTEMS 
ID                          USED             START  SERVED    NAT   OPT 
NO   DATE LEVEL  LEVEL 

0001327   WALKER                    ojtiS  285 

0001326   WALKER                     qDNS  4650 

0001432   WALKER                    cONS  8997 

0001343  WALKER                    OONS  1623 

0001344  WALKER                    oONS  4734 

0001345  WALKER                    oONS  933 
0001353   WALKER                    qonS  2025 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 43347 

0000178   CHAMBERS          Acid      ADJ   01/63  3975          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3975 

0000914   MARE1*X)                   NATL  3300     3.2 

0001439   MAREIWO                   OQNS  1098 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4398 

0001220   SIMIER            Acid      ADJ   10/55  3300          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3300 

0000390   CRENSHAW          Acid      ADJ   10/80  3300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3300 

0000300   DALE             Acid      ADU   10/82  750          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 750 

0000888   MADISON           Acid      ADJ   10/84  28374          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 28374 

0001386   WILOOX                    NATL  141     1.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 141 

0001005   SHELBY           Acid      ADJ   07/58  270000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTliM 270000 

0001052   MONROE           Acid      ADJ   05/82  6600          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6600 
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>;^>s 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MDNIEVALLD 


KKTOCMERY 

EAST  KKTOCMERY 

MDNTOCMERY  NORTH 

PINTLALLA 

RE3XAND 

WALLSBORO-SANHXK 

WEn^MPKA 


KXJLTON 
OOURTLAND 
WEST  LAWRENCE 


MUSCLE  SHOALS 
COLBERT  OOUNIY 
LAGRANGE  MDUNTAIN 
SFRING  VALLEY 


nxcm  MARawi 

SWEARENGIN 
VALLEY 


NORTHEAST  MDRGAN 
SHESBRDOKE 


ONEXKIA 


OPELIKA 
OOLCNY 


^^ COUNTY           CHEM     STATUS  FLUOR  POP  NATURAL  SYSTEMS 

IQ                          USED             START  SERVED    NAT   OPT 
NO    ^ DATE LEVEL  LEVEL 

0001160   SHELBY            Acid      ADJ   05/63  6000          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 6000 

0001070   MDNTOOMERY         Acid      ADJ   05/79  185000  1.0 

0001064   MDMTOOMHRY                 OMJS  2559 

000106A   MDNTOGMERY                 OOJS  2559 

0001073   MDNTOGMERY                 OCWS  2400 

0000535   ELMORE                    CONS  3219 

0000550  ELM3RE                    CONS  11100 

0000551  ELMDRE                    CONS  4878 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH>1 211715 

0000798   LAWRENCE          Acid      ADJ   07/71  5562          1.0 

0000795   LAWRENCE                  OONS  2190 

0000801   LAWRENCE                  OOJS  8466 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 16218 

0000321   COLBERT           Acid      ADJ   02/75  11280          1.0 

0000314   COLBERT                   CONS  5400 

0000318   COLBERT                   CX}NS  750 

0000329   OOLBERT                   CONS  2793 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20223 

0000945   MARSHALL          Acid      ADJ   02/71  5100          1.0 

0000949   MARSHALL                  OCWS  1125 

0000952   MARSHALL                  COJS  1287 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7512 

0001088  MORGAN            Acid      ADJ   09/73  11655          1.0 

0001089  MORGAN                    CONS  510 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12165 

0000103   BLOUNT            Acid      ADJ   02/62  8334          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB-l 8334 

0000816   LEE              Acid      ADJ   07/5^  22857          1.0 

0000803   LEE                      CONS  36 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER  SYSTH>1 22893 
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1            STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

1 

START   SERVED          NAT       OPT 

DATE                           LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALABAMA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM 
CONSECUTIVE  SYSTEMS  SERVED  ID  USED 
NO 

O^'^^B^^^                     0000053   BALDWIN           Acid      ADJ   02/83  5301          1.0 

TOfEAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 5301 

ORRVILLE                        0000484   DALU\S                    NATL  345     1.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 345 

02ARK                          0000441   DALE             Acid      ADJ   08/60  15228          l.Q 

TOrCAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 15228 

P^  ^TY                       0001204   ST.  d^R         Acid      ADJ   12/80  8292          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 8292 

PERDIDOBAY                     0001490   BALDWIN           Acid      ADJ   06/82  2475          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  VIATER   SYSTEM 2475 

™^^  CI"^                     0001142   RUSSELL           Acid      ADJ   02/75  24600          1  Q 

^tl™s                        0000820   LEE                      CX3NS  7950 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 32550 

P^™°*^                        0000164   CLAHOUN           Acid      ADJ   03/85  7593          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7593 

PINE  APPLE                       0001391   WILOQX                     NATL  Wi             1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 444 

PINE  HILL                       0001393   WILOQX            Acid      ADJ   10/82  1275          1  0 

™CMASVILLE                    0000262   CLARKE                    (DNS  5145 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSlIiM 6420 

P^^^™^^                      0000017   AimJGA           Acid      ADJ   01/81  24000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 24000 

PRIOiARD                        0001015   MOBILE            Acid      ADJ   04/83  42375          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTTiM 42375 

RAMER                           0001074   MOWTOOMERY                 NAIL  1305     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYS'JH^ 1305 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1  2/31/85) 

ALABAMA  

WATER  SYSTEM  and EP^       COUTm  CHEM     STATUS  %^^^^    J^.I^'^'^Z'^'pt'"' 

CONSECUTIVE  SYSTEMS  SERVED  l^D^       USED START  SERVED   ^NAT^  ^OPT^ 

REOfflONE  ARSEllAL                  0000899   MADISON           Acid      ADJ   06/56  11280          1.0 

TOLAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11280 

RUSSELLVILLE                     0000610   FRANKLIN          Acid      ADJ   10/67  %00          1.0 

ISBELL                        0000605   FTIANKLIN                  OCNS  879 

ROCKWDOD                      0000609   FRANKLIN                  OONS  195 

Siwm                                                          0000611   raANKLIN                  OONS  A50 

WADO                         0000613   FRANKLIN                  OONS  807 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11931 

SoaiTSBORD                      0000729   JACKSCW           NaSiF6    ADJ   07/61  16530          1.0 

CmBEIlLAND                     0000717   JACKSON                   OONS  2502 

HOLLYWOOD                     0000719   JACKSON                   OONS  1260 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 20292 

SBCnON/DUriDN                  0000728   JACKSON          Acid      AEU   04/65  15900         1.0 

NORTH  JACKSON                  0000723   JACKSON                   OONS  2373 

SANDKXWEAIN                  0000520   DEXALB                    OONS  2298 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20571 

SELLERS  ST/mON                  0001077   MOWTOOMERY                 NATL  1302     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1302 

SELMA                          0000490   DALLAS            Acid      AEU   11/79  25404          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25404 

SHADY  ACRES  SUBD  (CAMDEU)           0001396   WILOQX                    NATL  48     1.5 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'EER  SYSID^ 48 

SHEFFIELD                       0000327   COLBERT           Acid      ADJ   12/52  13080          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13080 

SILVERHILL                      0000065   BALDWIN           Acid      ADJ   07/84  900          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 900 

SOinHSIDE                       0000591   ETOWAH            Acid      ADJ   02/84  5610          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTliM 5610 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1  2/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SLFWERDALE 


SYLACAUGA 


TALLADEEA 
WALDO 


TALLASSEE 
ECLEXnC 
FRIENDSHIP 
WALL  STREET 


THCMASTCN 


TODY 

PIKE  OOIMIY 


TRUSSVILLE 
AROO 


TUSCALOOSA 

CARBDLL'S  CREEK 

OQALING 

ENGLEWOCa>-HULL 

FX)STERS-RALffl 

MITCHELL 

NORTHPCRT 

PETERSCN 

SAND  SraiNGS 


lUSCLMBIA 


EPA        COUNTY           CHEM     STATUS  FLUOR  POP  NATURAL  SYSTEMS 
ID                          USED             START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0000073   BALDWIN           Acid      ADJ   02/83    705  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EW 705 

0001258   TALLADEGA         Acid      ADJ   11/82  23100  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 23100 

0001260   TALLADECIA         Acid      ADJ   02/79  16131  1.0 

0001250   TALLADEGA  QONS         258 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 16389 

0000548   ELMORE  Acid      ADJ   02/67   6972  1.0 

0000533   ELMDRE  QONS        2628 

0000537   ELMORE  QONS        1752 

0001288   TALLAPOOSA  QONS        3240 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 14592 

0000919   MAREM30  NATL         834     0.7 

TOTAL  POPULATTC»J  SERVED  BY  SOURCE  WATER  SYSTEM 834 

0001124   PIKE  Acid      ADU   05/74  13800  1.0 

0001120   PIKE  0C*JS        5445 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19245 

0000761   JEFFERSON         Acid      ADJ   02/82   9000  1.0 

0001431   ST,  CLAIR  QONS        1491 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10491 

0001313   TUSCALOOSA         Acid      ADJ   07/51  97914  1.0 

0001540   TUSCA1J30SA  OONS        3306 

0001298   TUSCALOOSA  CONS        1575 

0001301  TUSCALOOSA  OONS        2190 

0001302  TUSCAIIDOSA  CONS        1320 

0001306  TUSCALOOSA  COtiS  4518 

0001307  TUSCALOOSA  OONS  15201 
0001390  TUSCALOOSA  OONS  1230 
0001430   TUSCALOOSA                 OONS        1725 

TOTAL  POPUIATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 128979 

0000331   OOLBERT  Acid      ADJ   06/63  11721  1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1  2/31/85) 

ALABAMA ^ 

■ F^T COUNTY CHEM  STATUS     FLUOR         POP     NATURAL  SYSTEMS 

^ATER  SYSTEM  and  tPA  l.uuin  ^^^^^    SERVED  NAT       OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^^^  ^^^^^    LEVEL 

NO 

UTTLEVIIJi:  0000320      COLBERT  OONS  2760 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1AA81 

T^jSi^SJEE  0000870  MACON                               Acid  ALU      02/67     22200                        1.0 

OffiHAW  0000857  MAOGN  0»)S  384 

UWHATOUCA  0000814  I^  OONS  2733 

MAOON  GO  0000867  MACON  OONS  32/0 

p^ANKLTN  0000860  MACON  OONS  78 

NOmSUI^A  0000862  MACON  0»jS  995 

SrAR-+tINDINGALL  0000865  MACON  OONS  1188 

TOTAL  roPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31848 

UPPER  BEAR  CREEX  0000927  MARION  Acid              ALU  06/80          32                        1.0 

BEAR  CREEK  0000920  FRANKLIN  CONS                    1434 

DOUBLE  SPRINGS  0001410  WINSTON  CONS                    1968 

HALEYVILLE  0001411  WINSTON  CONS                     8550 

PHIL  CAMPBELL  0000606  ERANKLIN  CONS                    3150 

TOa:AL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 15134 

VEsj«4  0000773      Uim  Acid  ALU      02/81       3900  1.0 

LAMAR  OOUMIY  0000771       LAMAR  OONS  1221 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5121 

WARRIOR  RIVER  AinHORITY  0000763      JEET^ERSON  Acid  AIXJ      06/82     10050  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10050 

WEST  POINT  PEP.  0000184  CHAMBERS  NaSiF6          ADJ  10/58          90                        1.0 

EAST  ALABAMA  0000174  CHAMBERS  CONS                  12042 

HUGULEY  0000177  CHAMBERS  CONS                    6171 

LAMEHT  0000179  CHAMBERS  0»JS                    8190 

LEE-(HAMBERS  0000180  QIAMBERS  CONS                    5340 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl^  SYSTB^ 31833 

WE^  WIUXK  0001371      WIUXK  NATL  1845  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1845 

WINpiELD  0000930      MARION  Acid  ALU       12/72  6000  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^vl 6000 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ALABAMA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


YORK 
CUBA 
SIKIER  COUNTY 


EPA 

COUNTY 

ID 

NO 

0001223 

SLMTER 

0001217 

SLKfEK 

0001222 

SIMTER 

CHEM            STATUS     FLUOR        POP     NATURAL  SYSTEMS 
USED                                  START    SERVED  NAT       OPT 
DATE                           LEVEL   LEVEL 


Acid 


A1\J 

OONS 

OONS 


01/59 


3411 

540 

6000 


1.0 


TOTAL  POPUl^nON  SERVED  BY  SOURCE  WAIEl^  SYSTEM 9951 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA — 

^  —^^7 COUFITT S^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIy  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^  j^  LEVEL     LEVEL 

NO . ^ "~ 

^^j^Qj^                                                               0225003      KODIAK  ISLAND               NaF                ADJ  103                        1.2 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 103 

p^^^j^f^                                                              0226025      ALEUTIAN  ISLANDS          NaF                AOJ  169                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATHl  SYSTEM 169 

^^LA,^^^j^                                                           0227036      WADE  HAMPTON                 NaF               AW  570                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTO1 570 

p^jj^i^p^^                                                        0230020      YUKD^H<DYUKUK  CEMSUS  NaF                ALU  216                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WA3W  SYSTEM 216 

^^j,,gLER                                                               0230021      KDBUK  CEUSUS  AREA        NaF                ADJ  130                        1-2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTO1 130 

p^[2fjlj^                                                        0221090      AN(H)RAGE  BOROUGH        NaF                ARJ                  160000  1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAKR  SYSTOi 160000 

p^^jyj^                                                              0213001      SKAGWAY-YAKUTAT-ANOO  NaF                ADJ  500                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSTEM 500 

^^jjjjgpj^                                                                                PRINCE  OF  WALES            NaF                ADJ  64                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 64 

pjj^^                                                                0228017      YUKON-KOYUKUK  CENSUS                       ATU  104                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 10^ 

ANVIL  KQJ  OORRBC  QUR                                  023A059                                                                  AOJ  92                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 92 

ARCnC  VILLAGE                                                0230022      YUKDN-KDYUKUK  CEMSUS  NaF                ADJ  138                        1.2 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTOl 138 

pj^                                                                  0226005      ALEOTIAN  ISLANDS          NaF                ADJ  93                        1.2 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 93 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

CONSECU^iII^sSfmS  served                                ^^?                     ^==0^^^                           C^EM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
OUNbtOUTIVE  SYSTEMS  SERVED                                    ID                                                                     USED                            START   SERVED           NAT        OPT 

. ^ DATE LEVEL    LEVEL 

A»1AUrLUAK                                                          0227103       BETIHEL  CENSUS  AREA      NaF                ADJ  240                         1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO*! 240 

BADGES  M.H.P.                                                  0231064      FAIRBANKS                                            ADJ  60                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

BARRCW                                                               0232007      NORTH  SLOPE                                        ADJ  2300                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH-l 2300 

BERGSTADS  TRAILER  OOUKT                               0237004      DELTA  JUNCHON                                  ADJ  75                        1.2 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 75 

B™1EL                                                               0227034      BEIHEL  CENSUS  AREA      NaF               ADJ  4800                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4800 

BEIHEL  PHS  HOSPITAL                                      0227108      BETHEL  CENSUS  AREA                          ADJ  100                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

BIRCHVIEW  TRAILER  COURT                               0231083      FAIRBANKS                                            ADJ  69                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 69 

BIRCHMOOD  M.H.P.                                            0237006      NORTH  POLE                                          ADJ  150                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

BREVIG  MISSION                                                0234041      NOME  CENSUS  AREA          NaF               ADJ  159                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 159 

AUCKLAND                                                              0234012       KDBUK  CENSUS  AREA        NaF                ADJ  150                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

CENIRE  PARK  SUBDIVISION                               0237153                                                                  ADJ  80                        1.2 

TOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

f^^ALKYITSIK                                                        0230018      YUKON-KOYUKUK  CENSUS  NaF                ADJ  92                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IH^ 92 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

Ai  ASKA  

"^■^^ r^T coUFIr^ C^^  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         £PA                     UUUiNir                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D pATE        LEVEL     LEVEL 

CHEP^^Ijj^                                                         0227091      BETHEL  CEMSUS  AREA      NaF                ADJ  257                        1.2 

TOTAL  POPULATION  SEIIVED  BY  SOURCE  WAIHl  SYSTO^ 257 

(jjgy^                                                               0227032      WADE  HAMPTON  CENSUS    NaF                ADJ  530                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAM(  SYSTEM 530 

OnCNIK  BAY                                                      0226022      DILLINGHAM  CENSUS                             ADJ  73                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 73 

CHIQJIK  LAKE                                                    0226109      DILLINGHAM  CSHSUS                            AIXJ  138                        1.2 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WAMl  SYSmi 138 

(HJATHBALUK  SOiOOL                                        0227088      BEHHEL  CENSUS                                    AOJ  124                        1.2 

TOIAL  TOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 124 

CLARKS  FOINT                                                    0226020      DILLINGHAM  CENSUS        NaF                ALU  81                        1.2 

TUm.  POPULAnON  SERVED  BY  SOURCE  WATER  SYSIH^ 81 

CLEAR  AIR  EORCE  STAnON                               0239075                                                                  AW  400                        1.2 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WATHi  SYSTEM ^tOO 

COLLEGE  UnUTIES  OORP                                 0231090      FAIRBANKS                                            AOJ  7000                        1.2 

TOTTAL  EOPULAnON  SERVED  BY  SOUkCE  WATER  SYSTEM 7000 

Q^(^                                                                 0212019      PRINCE  OF  WALES            NaF               ADJ  1000                        1.2 

TCTTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYST^EM 1000 

Ofjiy^                                                             0234022      KDBUK  CENSUS  AREA        NaF                ADJ  150                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 150 

DEHALI  NAnONAL  PARK  HQ                               0239058                                                                  AIXJ  50                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 50 

DILLINGHAM                                                          0226019      DILLINGHAM  CENSUS        NaF                ADJ  1841                         1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1841 


19 


POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ALASKA 

WATER  SYSTEM  and  EPA FtTTimtv ^..c.. r.-r.^.,r.     r- _____ 

CONSECUTIVE  SYSTEMS  SERVED  in  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

fin                                                                USED                           START   SERVED  NAT        OPT 
-^^ DATE LEVEL    LEVEL 

^^  ^^^                                                           0238060      SOJIHEAST  FAIRBANKS    NaF               ADJ  83                        12 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 83 

^^^^^^^-^^^                                                  0236001      SOmffiAST  FAIRBANKS    NaF               ADJ  125                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^M 125 

EAGLE  VILLAGE  CLINIC                                      0236029       SOUIHEAST  FAIRBANKS                          ADJ  30                         I.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViNTER  SYSITM 3O 

^^                                                                     0227028      BEIHEL  CENSUS                NaF               ADJ  265                        1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHE  SYSTO1 265 

EIELSCN  AIR  FORCE  BASE                                 0237062      FAIRBANKS  NORTH  ^IM                       ADJ  2000                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYOTW 2OOO 

EXLUTNA  n^^TVII 

u^ZiMi  NaF      ADJ  25  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSmi 25 

ELIM                           0234034   NOME             NaF      ADJ  250          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

ELMENDORF  AIR  E10RCE  BASE            0221142   ANCHORAGE  BOROUGH            ADJ  9000          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSmi 9000 

'^***^*^                        0227029   WADE  HAMPTON       NaF      ADJ  581          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 581 

^^*^^  ^^                     0224046  miPJ.   PEMNSUIA     NaF      ADJ  125          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 125 

FAA  NORTHWAY  0238047 

uzxm/  pjyj  25  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

FAIRBANKS  0231073   FAIRBANKS  NORIH  STAR  NaF       ADJ         26000  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViAim  SYSTEM 26000 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA ^ ---^ STATUS     FLUOR       POP       NATURAL  SYb^h Mb 

^ATER  SYSTEM  and                                                         EPA                     COUNIY                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  DATE LEVEL     LEVEL 

FALSE  PASS                                                       0226031      ALEUTIAN  ISLMIS                              ACU  65                        1.2 

TOEAL  lOPULATION  SERVED  BY  SOURCE  WATEK  SYSmi 65 

m-nm«;                                                                             AiXI  37                            1.2 
FORT  GREELY-BOLIOLK                                      0237075 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 37 

TORT  (SEELYHIAIN  TOST                                  0237078      FAIRBANKS  NORTH  STAR                       AOJ  1000                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1000 

FORT  RICHARDSON                                              0221203      ANOOAGE  BOROUGH                             ADJ  7000                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

FORI  WAINWRIGHT                                              0231091      FAIRBANKS  NORTH  STAR                       ACU  7000                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSHM 7000 

P^jQ.  Yuig^j^                                                       0236025      YUKON-KOYUKUK  CENSUS  NaF                AW  672                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 672 

(^^^LEj^                                                               0236027      YUKOtHCDYUKUK  CENSUS  NaF                AEU  806                        1.2 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 806 

(^;^^£LL                                                             0234030      NOME  CENSUS  AREA          NaF                AEU  550                        1.2 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 550 

OjUJmi                                                            0234021      NOME  CENSUS  AREA          NaF                ADJ  150                        1.2 

TOfTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 150 

gj^YLING                                                           0238021      YUKON-KDYUKUK  CENSUS  NaF                AO]  148                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1^ 

jlQLY  CROSS                                                       0228007      YUKON-KOYUKUK  CENSUS  NaF                AOJ  243                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTH«1 243 

YfXJtm                                                              0213006      SKAGWAY-YAKLTEAT-ANOO  NaF                ADJ  865                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^ 865 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

cSltsl!vmE%yljEm  served  %^  ^^^^  chem      status   fluor     pop     natural  systems 

'7;                                                                used                           start   served  NAT        OPT 
■ ■ ^^^i— DATE LEVEL     LEVEL 

HOOPER  BAY  #1                                                    0227031       WADE  HAMPTON  CENSUS    NaF                ADd  325                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 325 

HOOPER  BAY  #2                                                  0227127      WADE  HAMPTON  CENSUS    NaF               ADJ  326                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 326 

""^™^  "-"-P-                                                0231081      FAIRBANKS  NGRTO  STAR                       ADJ  65                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 55 

"^*^"^                                                               0230027      YUKDN-KDYUKUK  CENSUS  NaF               ADJ  105                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 105 

^^^^                                                              0230019      YUKDN-KOYUKUK  CEMSUS  NaF               ADJ  212                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT©  SYSTEM 212 

™^^^BURG                                                           0212022      PRINCE  OF  WALES            NaF               ADJ  450                        1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSmi 450 

^^^^^                                                             0226081      DILLINGHAM                     NaF               ADJ  33                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTOl 33 

^^^J'^f^                                                               0211034      JUNEAU  BOROUGH              NaF               ADJ  17000                        1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1700O 

•^'^                                                                      0213008      WRANGELL-PETERSBURG    NaF                ADJ  68                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 68 

'^'^'^^'^^                                                           0232024      NORTH  SIDPE  BOROUGH    NaF               ADJ  165                        I.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 155 

'^^"^^                                                               0236014      YUKDN-KDYUKUK  CENSUS  NaF               ADJ  300                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH<  SYSTT5M 300 

KANAKANAK  HOSPITAL                                        0226128                                             NaF               ADJ  35                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSmi 35 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA _ ^ CHEM STATUS     FLUOR       POP  NATURAL  SYSTfcMb 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           ^                                    ^^^^^   3^^^^^^  ^^j        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D DATE LEVEL     LEVEL 

j^^^gjjyK                                                               0225008      KDDIAK  ISLAND               NaF                ADJ  94                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 94 

y^fi^pj^                                                              0212060      PRINCE  OF  WALES            NaF                ALU  75                        1.2 

TOnCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

j^jQjUj^                                                           0227079      BETHEL  CENSUS  AREA      NaF                ALU  328                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 328 

yr^p^                                                                0234023      KDBUK  CENSUS  AREA        NaF                ADJ  270                        1.2 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WAKR  SYSmi 270 

Qp^^^,J                                                               0227073      BEIHEL  CEUSUS  AREA                           ALU  430                        1.2 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^30 

j^jyy^LIj^                                                           0234011      KDBUK  CENSUS  AREA        NaF                ALU  252                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 252 

)Qji^CXX                                                            0212016      PRINCE  OF  WALES            NaF                ALU  300                        1.2 

TOTAL  FOPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 300 

KUjKWAN                                                             0211056      HAINES  BOROUGH              NaF                ADJ  150                        1.2 

TOTAL  lOPULATION  SERVED  BY  SOgRCE  WATER  SYSTH^ 150 

H3BUK                                                                 0234056      KDBUK  CENSUS  AREA        NaF                ADJ  64                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 64 

KDUGANEX                                                            0226004      DILLINGHAM  CE14SUS        NaF                ADJ  130                         1.2 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 130 

KDNGIGANEX                                                       0227101      BEIHEL  CENSUS  AREA      NaF                ADJ  235                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 235 

j^Onjj^                                                               0227013      WADE  HAMPTON  CENSUS    NaF                ADJ  413                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^13 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

WATER  SYSTEM  and  "  "        ppa 'i-m  imtv :^ — 

CONSECUTIVE  SYSTEMS  SERVED                                   in                      COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

^O  ^^^"^  SERVED  NAT        OPT 

^ ■ ^ . DATE LEVEL    LEVEL 

*^°^I^^^^                                                           023A006      KDBUK  CEWSUS  AREA        NaF                AUJ  3250                        1  2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 3250 

"^^                                                                 0234016      NOME  CEMSUS  AREA          NaF                ADJ  207                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 207 

•^^^^^^                                                             0236021      YUKD(H<DYUKUK  CEMSUS  NaF               ADJ  120                        12 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYOTM 120 

*^W™LUK                                                           0227000      BEHHEL  CENSUS  AREA      NaF               ADJ  467                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^^7 

I^UCEVIEW  TERRACE  TRAIUR  CT                       0231039      FAIRBANKS  NORTH                                aDJ  500                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

LAKEVIEW  TRAIUR  COURT                                0231038      FAIRBANKS  NCRTO                                aDJ  150                        1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM I5O 

I^Y'S  APARTMENTS                                        0237087      FAIRBANKS  NORTH                                aDJ  50                        1.2 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 5O 

^^^^^^                                                       0225013      KDDIAKISUND               NaF               ADJ  180                        1.2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 180 

LITTLE  DIGMEDE  02W11A 

"^•^^^^                                           NaF               ADJ  50                       1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5O 

LIVING  WORD  ACADEMY  02380"^? 

UZJOUJZ                                                                                            yjjjj  J2Q                                 ^2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WTER  SYSmi 130 

^^^^'^'^^^^                                                   0227069      BEIHEL  CENSUS  AREA      NaF               ADJ  260                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 26O 

"^^                                                                 0230048                                                                  ^  50                        ^2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYS-^M 5O 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA ^ ^-         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     OOUNIY                                                                 START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D pATE  LEVEL    LEVEL 

M^^jjCKDIAK                                                         0226009      BRISTOL  BAY                   NaF                ADJ  299                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 299 

M^^RIj^R  APIS  #1                                                0231065      FAIRBANKS  NORTO                                 AOJ  25                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m  SYSYm 25 

MARSHALL                                                           0227027                                              NaF                AEU  261                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 261 

lijS^mi                                                             0228015      YUKDN-KDYUKUK  CEMSUS  NaF                AOJ  497                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 497 

MEILAKAILA                                                       0211202      KETCHIKAN  GATEWAY        NaF                AIXJ  1080                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1080 

MiNIO                                                                 0230015      YUKDN-KDYUKUK  CEMSUS  NaF               AIXJ  190                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 190 

MDOSE  CREEK  AITS                                            0237055      FAIRBANKS  NORTH                                ADJ  199                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 199 

hONTAIN  VILLAGE                                            0227015      WADE  HAMPTON  CEMSUS                         AW  667                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 667 

NAKNEX                                                               0226100      BRISTOL  BAY                   NaF                ADJ  317                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 317 

jj^AKIAK                                                            0226012      BEIHEL  CEHSUS  AREA      NaF                ADJ  286                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH<  SYSTEM 286 

NAPASKIAK                                                         0226013      BEIHEL  CENSUS  AREA      NaF                AOJ  278                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 278 

NAVAL  ARCnC  RES  STA                                    0232005                                                                  AW  200                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

C(DnIeCu?ivI'^SYS?eMS  served  ^^f  COUNTY  oT^f^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

OUNbtOUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

^ [ii2 DATE LEVEL    LEVEL 

NQ^JANA  0239006       YUKDN-KDYUKLK  CEUSUS  NaF  ADJ  600  1.2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WAIBR  SYSmi 600 

NEW  SIUYAHOK  0226036      BRISTOL  BAY  NaF  ADJ  337  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 337 

NEWHALEN  SUBDIVISION  0226006  ADJ  1^  12 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 140 

NQ'I^^  0227071       BEIHEL/WADE  HAMPTON    NaF  ADJ  25  1.2 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 25 

NQATAK  0234015      KDBUK  CE14SUS  AREA        NaF  ADJ  300  1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 300 

'^^'E  0234001      NOME  CENSUS  AREA  ADJ  3500  1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

***"^^I^  0226026      BRISTOL  BAY  NaF  ADJ  176  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 176 

^*^^^  0234010      KDBUK  CEUSUS  AREA        NaF  ADJ  500  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

NORTH  POLE  IHTLITIES  0231067      FAIRBANKS  NORTH  STAR  ADJ  823  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 823 

MDRIH  Sm  REOT-MISSICN  0231199      NORTH  SIM  BOROUGH  ADJ  25  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 25 

NORTH  STAR  RE^fT-WYAT^  0231198      NORTH  STAR  BOROUGH  ADJ  25  1.2 

TOrmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 25 

*^Q^^  0232026      NORTH  SLOPE  BOROUGH    NaF  ADJ  319  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTEM 3I9 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  V   31/85) 

ALASKA ^ ^^^ STATUS     FLUOR       POP       NATURAL  SYSTbMb 

WATER  SYSTEM  and                                                         ^PA                     OUUNIY                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D ^^ LEVEL    LEVEL 

^jjlj^  (PHS)                                                      0236043       YUKDN-KDYUKUK  CENSUS  NaF                ADJ  225                         1-2 

TOTAL  roPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 225 

jjULATO  (VSW)                                                    0236013      YUKDtH<DYUKUK  CENSUS  NaF                AIXJ  A50                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 ^50 

jjUf^IIQiuK                                                      0226082      BEIHEL  CENSUS  AREA      NaF                ALU  313                        1.2 

TOTAL  FOPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 313 

OLD  HARBOR                                                       0225006      KDDLAK  ISLAND               NaF                AQJ  355                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 355 

QSCARVILLE                                                       0227006      BEnHEL  CENSUS  AREA                           AEU  51                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51 

OuziMdE                                                           0225005      KDDIAK  ISLAND               NaF                AEU  233                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 233 

PEACEF\JL  MEADOWS  M.H.P.                               0231063                                                                  ADJ  28                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST1EM 28 

PESRYViLLE                                                        0226035      DILLINGHAM                     NaF                AEU  108                        1.2 

TOTAL  POPU^mON  SERVED  BY  SAJRCE  WATER  SYSTEM 108 

PEj^j^BURG                                                       021301A      WRANGELL-PETERSBURG    NaF                AEU  2800                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

PIDOT  STATION                                                  0226016      WADE  HAMPTON  CENSUS    NaF                AIXJ  337                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 337 

PITKAS  JOINT                                                    0227010      WADE  HAMPTON  CENSUS    NaF                ADJ  88                        1.2 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTB^ 88 

j^jjn-  LAY                                                         0232025      NORTH  SIDPE  BOROUGH                         ADJ  9A                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 94 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

^5irElJ?rsSEMS  SERVED  f  ^^^  CH|M         STATUS    PLUOR  ^^POP^    NATURAL  SYSTEMS 

— ^ DATE LEVEL    LEVEL 

PORT  GRAHAM                                                     0224049      KEMAI  PEJIINSULA           NaF               ADJ  162                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 162 

^^"^  ^^^                                                      0225004      KDDIAK  ISUm               NaF               ADJ  291                        1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WA^K  SYSTEM 291 

PTARMIGAN  mans  i/nL                       0231093     Fairbanks  norih  sear                adj  eo                 1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItE  SYSmi 60 

QUINH'^CAK                       0227104   BEfflEL  CEMSUS  AREA   NaF      ADJ  427          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 427 

RAINBOW  VALLEY  M.H.P.              0231087   FAIRBANKS  NORTH  STAR         ADJ  300          1.2 

TOTAL  POPULmON  SERVED  BY  SOURCE  WAIHl  SYSTEM 300 

RIVERVIEW  M.H.P.                  0231086   FAIRBANKS  NORIH  STAR         ADJ  90          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9O 

RUSSIAN  MISSION                  0227016   WADE  HAMPTON  CENSUS  NaF      ADJ  175          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM I75 

^'^^^^^^'S                     0227017   WADE  HAMPTON  CEMSUS          ADJ  584          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^f 534 

SAINT  MICHAEL                    0234033   NOME  CENSUS  AREA            ADJ  240          1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIER  SYSTEM 240 

SAINT  MICHAEL  SCHOOL               0234053                          ADJ  71          5.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSIEl 7I 

^'^^*""  P^^                      0226028   PRIBILOF  ISLANDS            ADJ  551          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 55I 

^^^  ^^^                                                         0226029   ALEUTIAN  ISLANDS    NaF       ADJ  797          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 797 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA  ^_____ - 

ll=-_ E^T COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and           ^    „   ^^                                ^^^                     OOUNIY                           ^                                    START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  IID  ^^      DATE LEVEL     LEVEL 

SAVOONGA                                                           0234018      NOME  CENSUS  AREA          NaF                AEXJ  530                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTOI 530 

S^^XMAN                                                               0212012      KETCHIKAN  GATEWAY        NaF                AEU  460                        1.2 

TOTEAL  POPULATION  SEKVED  BY  SOURCE  WAISl  SYSTEM 460 

SCAifiJH  BAY                                                     0227018      WADE  HAMPTON  CENSUS    NaF                ADJ  251                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 251 

SELAWIK                                                             0234037      KDBUK  CENSUS  AREA                            ACU  650                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 650 

SELDOVIA                                                           0224070      KENAI  PENINSULA                                ALU  473                        1.2 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 473 

SHAffiUJK                                                           0228004      YUB»H<DYUKUK  CENSUS  NaF                ADJ  136                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 136 

SHAKTOOLIK                                                       0234044      NOME  CEMSUS  AREA          NaF               ADJ  177                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 177 

a^ELiXiC  POINT                                                0227020      WADE  HAMPTON  CENSUS    NaF                AEU  107                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 107 

SmaiAREF                                                         0234048      NOME  CENSUS  AREA          NaF                ADJ  432                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM -^32 

SHI91AREF  SCHOOL                                            0234029      NOME  CENSUS  AREA          NaF                ADJ  135                        5.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 135 

SHUNC2NAK                                                           0234036      KDBUK  CENSUS  AREA                            ADJ  201                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIQ^ 201 

SITKA                                                                 0213007       SITKA  B0RDUQ1                NaF                ADJ  9000                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 9000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

c5NrElu\'rsSEMS  SERVED  f  ^^^  CH|M         STATUS     FLUOR  ^^POP^    ^^^^ 'S7^' 

[^ DATE LEVEL    LEVEL 

SMITH'S  GREEN  ACRES  MHP                               0237082                                                                  ADJ  40                        12 

■TOTAL  POPUIAnON  SEEVED  BY  SOURCE  WAKR  SYSTEM ^ 

^^^^^^^^'^^^                                                   0226033      BRISTOL  BAY                   NaF               ADJ  147                        1.2 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAira  SYSTEM I47 

STAN  OROnr  APTS                                            0237034      SOUIHEAST  FAIRBANKS                         ADJ  60                        12 

TOTAL  POPUDmON  SERVED  BY  SOURCE  WAKR  SYSTQi 60 

^"^^^^                                                           0234049      NOME  CEMSUS  AREA          NaF               ADJ  440                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 440 

SIEBBINS  SCHOOL                                                0234035      NOME  CENSUS  AREA                                ADJ  129                         50 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIER  SYSTO^ 129 

STEVEMS  VILLAGE                                              0236044      YUKDN-KDYUKUK  CEMSUS  NaF               ADJ  70                        1.2 

TOTAL  POPUMnON  SERVED  BY  SOURCE  WATER  SYSTEM 7O 

™<^^f^^                                                            0228016      YUKDN-KDYUKUK  CENSUS  NaF               ADJ  48                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOl 48 

'^^^^^^^^^^^S                                                        0238053      FAIRBANKS  NORIH  STAR  NaF               ADJ  90                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM 9O 

'^^^^^^^  ^VSW)                                                    0236010      YUKDN-KDYUKUK  CENSUS  NaF               ADJ  400                        1.2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 400 

"^^^^"^^                                                           0229113      VALDEZ-OORDOVA             NaF               ADJ  68                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 68 

™^LER                                                               0234024      NOME  CENSUS  AREA          NaF               ADJ  62                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 62 

1^™^                                                                  0238063       SOinWEAST  FAIRBANKS     NaF                ADJ  85                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAin<  SYSTEM 85 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA ^ ^  STATUS     FLUOR       POP       NATURAL  SYS  IhMi, 

WATER  SYSTEM  and                                                         ^Pf                     L^UUNiy                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  pATE LEVEL     LEVEL 

THE  VILUVI  M.H.P.                                         0231080                                                                  AHJ  345                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EM 345 

TXXJIM                                                              0226032      BRISTOL  BAY                   NaF                AEU  545                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 545 

.j^j^gOQ,^  g^Y                                                      0227021      BEIHEL  CEMSUS  AREA      NaF                AEU  357                        1.2 

TOTIAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 357 

TOWN  &  OOUmY  TOLR  Cr                                 0231089                                                                  AIXJ  200                        1.2 

TOT:AL  FOPUIAnON  served  by  source  WAIER  SYSTEM 200 

■njUUKSAK                                                           0227022      BEIHEI.  CEIJSUS  AREA      NaF                ADJ  243                        1.2 

TCriAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 243 

T^jNnmjLIAK                                                     0227121      BEIHEL  CENSUS  AREA      NaF                ADJ  233                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 233 

TiMJNAK                                                             0227023      BEIHEL  CENSUS  AREA      NaF                ADJ  302                        1.2 

TCTTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 302 

■jyijj  mUjS                                                        0226003      DILLINGHAM  CENSUS        NaF                AOJ  70                        1.2 

TOfLAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 70 

■ncNEX                                                               0224047      KEMAI  PENINSULA            NaF                ADJ  239                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 239 

U.S.  AIR  FORCE-CALENA                                  0236015      YUKON-KOYUKUK  CENSUS                       ADJ  310                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 310 

U.S.  CU^IOdS  BORDER  STTATION                       0238046      YUKOt^KDYUKUK  CENSUS                       ADJ  28                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 28 

UNALAKLEET                                                       0234038      NOME  CENSUS  AREA          NaF                AIXJ  750                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ALASKA 

SrElJ?rsSBMSSEHVEO  f  ^^^  CHE.         "^^^^     ^tS^SE^^/eO    ^^X^  ^S^  ^ 

— ^ DATE LEVEL    LEVEL 

"^^'^l^^SKA  SOCOL                                                                   AUmANISDMK          NaF                ADJ  25                         5.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTEM 25 

UNIVERSITY  OF  ALASKA                                    0231068      FAIRBANKS                                            aDJ  2000                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

USOG  KDDIAK  SUPPORT  CIR                               0225012                                                                  ADJ  3500                        12 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35OO 

USOG  PORT  CLARENCE  DORAN                             0234008      NCME  CENSUS  AREA                              ADJ  28                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^l 28 

VALLEY  WAim  00                                                0231092       FAIRBANKS  NORTO  Sm                        ADJ  612                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 612 

"^^^^^^^                                                            0230024      YUKOt^KDYUKUK               NaF               ADJ  160                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

W^^LES                                                                 0234019      NCME  CENSUS  AREA          NaF               ADJ  134                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM I34 

WILCWDOD  M.H.P.                                                0231085       FAIRBANKS  NORIH  STAR                        ADJ  219                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 219 

YAKUTAT                                                                0213017       SKAGWAY-YAKlffiM'-ANOO  NaF                AIXJ  700                         1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  Vmm  SYS-I^l 700 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA  — 

-— — r^T COUNTY CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     UUUNIy                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^ p^TE LEVEL     LEVEL 

yUOIMPRDVOO  0410001       PIMA  ^  3000  2.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 3000 

AJO  IMPBDV  00-PD  PU^  0A10221      PIMA  NATL  500  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 500 

/UO-AZWmOO  0410003      PIMA  NATL  2400  2.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

APAQiE  JUNCnON  0411004      PINAL  NATL  12000  0.7 

TOTAL  FOPULATION  SESVED  BY  SOURCE  WATSl  SYSTOi 12000 

pQjj^  0407003      MARIOOPA  NATL  600  1.5 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 600 

ARIZONA  cm  0411008      PINAL  NATL  1200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

AVONDALE  0407088      MARIOOPA  NATL  10000  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

AZ  WAm  OChVHITC  TANK  0407128      MARIOOPA  NAIL  1400  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYS1H«1 1^^ 

QfiCDMi  0413011      YAVAPAI  NATL  1600  2.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYS^W 1600 

BARROWS  RENTAL  PARK  0402327      OOCHISE  NAIL  100  2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 100 

BEHSON  0402005      OOCHISE  NAIL  4500  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM ^500 

BisBEE  0402001      OOCHISE  Acid  ADJ  /73     12000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 12000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

S'S^.fES^rSVS^EMS  SERVED  %'  ^^^'  CHEM         STATUS     PLUOR  JOP^    ..TUP^L  SVS^^^^^ 

NO DATE LEVEL    LEVEL 

BLUE  GAP-TACHEE                                              0400363      NAVAJO                                                 N/ffL  560            0.7 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 560 

BOUSE                                                                 0415038      LA  PAZ                                                 NATL  250            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

BUCKEYE                                                             0407089      MARICOPA                                             MTL  3800            1.4 

•TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTH4 3800 

CAMERON  OC>MJNnY                                          0403010      OOOONIND                                             NAIL  540            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 540 

Ci'^f^^'i                                                      0400080      GIIA                                NaF               ADJ      04/85  1050                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WA3ER  SYSTEM 1050 

CAREFREE                                                           0407015      MARICOPA                                             NATL  2200            1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 2200 

CARRIZO                                                             0400244      GILA                                NaF               ADJ      04/85  220                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 220 

GASA  GRANDE                                                     0411009      PINAL                                                   NATL  16500            1.1 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 16500 

CAVE  CREEK                                                       0407016      MARICOPA                                             NATL  1200            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATO^  SYSTEM 1200 

CE3^  CREEK                                                     0400081      GllA                               NaF               ADJ      04/85  200                        1.0 

"KflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

CHAPARRAL  WC-PCXJNTAIN  HILLS                       0407017      MARIOOPA                                             NATL  3500            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

CHILCHINBETO  OOMJNIT^                                0400290                                             NaF               ADJ  530                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 530 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA  ^___ 

WATER  SYSTEM  and ^PA  COU^^TY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   l^D    ^^^^ DATE  LEVEL     LEVEL 

aUNLE  OChWUNIIY                                            0400174                                              NaF                AOJ  1890                        1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1890 

OJLORIDE                                                           0408005      MDHAVE                                                 NATL  250            0.7 

TOIAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 250 

QBICUE                                                             0400243      NAVAJO                            NaF                ALU      04/85  25                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYST^ 25 

QTIZEUS  UnL  00-TUBAL  SYS                         0412001       SANTA  CRUZ                                          NATL  620            1.2 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 620 

OODDRADO  RIVER  INDIAN  -IRIBES                     0400051      LA  PAZ                             NaF                ALU      06/84  3000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3000 

OONQIO  WIR  00                                                  0401011      APACHE                                                 NATL  168            0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 168 

OONSOL  WIR  00-CITY  QRCLE                           0407112      MARICOPA                                              NATL  252            0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 252 

OOOLIDGE                                                           0411014      PINAL                                                   NATL  6%7             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 6967 

CORNFIELDS  CChWUNITY                                    0400255                                              NaF                AW  180                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 180 

CORNFIELDS  EL  PASO                                        0400325      APACHE                                                 NATL  220            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 220 

COTTONWOOD  OOM^UNITY                                    0403021                                              NaF                AIXJ  190                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYffKM 190 

QA3ELAND                                                           0414003      YUMA                                                     NATL  60            7.4 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 60 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA ^^^^ 

CONlElu^lvl'^c^r^PMo  cpRwpn  ^^  COUNTY  C^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

■ ^ DATE LEVEL     LEVEL 

DEMJEHOTSO  OCmjNITY                                    04002%                                             NaF               ADJ  5A0                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 540 

^ILOCN                                                               0400342      NAVAJO                            NaF               ADJ  435                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 435 

DOUGLAS                                                             0402014      OOCHISE                                               NATL  17300            0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17300 

DRAGOCW                                                             0402015      OOCHISE                                               NATL  152            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 152 

I^UNCAN                                                               0406001      GREEMLEE                                             NAIL  2534            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2534 

ECXXDPAH                                                         0400073      YIWA                                NaF               ADJ      04/85  500                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 50O 

EAGAR                                                                 0401004      APACHE                                                 NATL  4400            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 440O 

^^^  ^^°^                                                         0400246      NAVAJO                            NaF               ADJ      04/85  25                        l.C 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

ELDY                                                                   0411030      PINAL                                                   NATL  7000            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 7OOO 

fl^»QO:                                                           0411017      PINAL                                                   NATL  6500            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6500 

FOREST  LAKE  OChWUNITif                                  0400182      NAVAJO                                                 NATL  225            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIBH 225 

PORT  IHQMAS                                                     0405001      GRAHAM                                                 NATL  708            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 7O8 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

WATER  SYSTEM  and " ^^                      COUi^^^                            CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   ^D                                   USED DATE  LEVEL     LEVEL 

FT  APACHE  JUNCTION                                        (>«)0245      NAVAJO                            NaF                ADJ       04/85  25                        1.0 

TOrEAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 25 

FT  DEFIANCE-WINDOW  ROCK                               0403000                                              NaF                AEU  10650                        1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTQi 10650 

FT  HUACHUGA                                                     0402078      OOCHISE                                               NATL  9000            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSID^ 9000 

FT  MCDOWELL                                                     0400088      MARIOOPA                                             NATL  275            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 275 

FT  MDJAVE                                                         0400300      MOHAVE                             NaF                ADJ       10/80  500                        0.8 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 500 

GANADO  OCMUNIT^                                            0403001                                              NaF                ADJ  1320                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1320 

GAP-CEDAR  RIDGE-BITTER  SPRINGS                  0403009                                             NaF               ADJ  600                        1.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 600 

GARCIA  WC-SWEETWAItR  #  1                             0407036      M/4qoOPA                                              NAIL  80            0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 80 

GARDEM  QTY                                                     0407037      MARIOOPA                                             NATL  200            3.6 

TOOAL  POPULATlOl  SERVED  BY  SOURCE  WATER  SYSTEM 200 

GILA  BEND                                                         0407069      MARICOPA                                             NATL  4600            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAFER  SYSTEM 4600 

GILA  BEND  AFB                                                  0407055      MARIOOPA                                             NATL  700            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

GILBERT                                                             0407092      MARIOOPA                                             NATL  18000            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ARIZONA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED  START    SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


O0CX)YEAR  FARMS 


GREASEWDC© 


HARD  ROCK  WELL  #4-525 


HAVASU  WAIER  00 


HAYDEN 


HOUCK  OOtMJNITY 


IMPERIAL  OASIS  INC 


INDIAN  WEILS 


INSCRIPnCN  HOUSE 


IWti  SWINGS 


JEmiTO  OOKWUNITY 


K  &  V  WIR  00 


0407628   MARICOPA                  NATL  120 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

0436008   NAVAJO                    NATL  1500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 1500 

0400811   NAVAJO                    NATL  50 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 50 

0408015   MOHAVE                    NATL  1500 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

0404054   GILA                     NATL  1205 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1205 


0400280                  NaF      ADJ 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSKM 

0414345   YIMA                     NATL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 

0400378   NAVAJO                    NATL 
TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTEM 

0400283                  NaF      ADJ 
TCXEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 

0413054   YAVAPAI                   NATL 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 

0408100                  NaF      ADJ 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 

0410133   PIMA                     NATL 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 


240 

240 

512 

512 

150 

150 

300 

300 

75 

75 

600 

600 

1000 

1000 


1.4 


0.8 


2.6 


1.6 


1.5 


3.2 


1.4 


2.0 


1.0 


1.0 


1.0 


2.4 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

WATFR  SYSTEM  and "^                            EPA                      COUNTY                            CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECuflVE  SYSTEMS  SERVED  ID  USED  START    SERVED        ,  NAT        OPT 

MO  DATE LbVcL     LbVbL 

KAIBAB                         0AO0274   OOOONINO          NaF      ADJ   07/84  221          1.0 

TOfTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTEM 221 

KAIBETO  OGMHUNITY                 0400348                  NaF      ADJ  420          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^ 420 

KAYENTA                        0433008   NAVAJO                    NATL  500     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 500 

KAYENTA  OQMUNITi'                 0403003                  NaF      ADJ  1600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1600 

KEARNY                         0411031   PINAL                    NATL  2646     1.4 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIHl  SYSTEM 2646 

KDOIAN                        0408020   MOHAVE                    NATL  20000     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

KINLiaiE  OChMJNIT^                0400321                  NaF      ADJ  225          1.0 

TOTAL  PCffllLATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

KITSILLIE  OQMHUNITi:               0400253                  NaF      ADJ  160          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 160 

KLAGEHOH  OCMUNITy                0403026                  NaF      ADJ  470          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 470 

KYKJDTaCVI                      0400105   NAVAJO            NaF      ADJ   08/83  400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 400 

L.  PERIDOT                      0400112   GILA             NaF      ADJ   05/85  800          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIH^ 800 

LAKE  HAVASU  QTY                  0408022   MOHAVE                    NATL  17500     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 17500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

SfElufrsSEMS  SERVED                                ^'                     ^^^'                           CH|M         STATUS     FLUOR  ^^POP^    ^^^^ 'J)'p7"' 
[:!2. DATE LEVEL     LEVEL 

Umi  TSEETRCT                                           041A359      YLMA                                                     NATL  310            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 310 

LEUPP-DIST5                                                    0403033                                             NaF               ADJ  1150                        1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 1150 

LITCHFIELD  PARK                                              0407046      MARICOPA                                             NATL  6000            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 6000 

LITTLE  TUCSON                                                  0400040      PIMA                                NaF               ADJ      10/81  250                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

LITTLEFIELD                                                     0408025      MDHAVE                                                 NATL  50            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

LUKACHUKAI  COMMUNITY                                    0403047                                             NaF               ADJ  860                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 860 

LU^AFB                                                           0407305      MARIOOPA                                             NAIL  6000            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 6000 

LUPTDN  O0^MUNITY                                            0400282                                              NaF               ADJ  420                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSi™ 420 

LUPTCN  SOimi                                                    0400485                                             NaF               ADJ  75                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

LUPTCN  SOimi                                                    0400845      APACHE                                                 NATL  75            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

MA^^IDTH                                                             0411018      PINAL                                                   NATL  1900            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1900 

MANY  FARMS  BIA                                                0435008      APACHE                                                 NATL  2030            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 2030 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

MANY  FARMS  COMUNITY  0400252      APACHE  NATL  1300  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 1300 

MANY  FARMS  ELEM  0403019      APACHE  NATL  A60  0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 460 

MARIOOPA  m™  WIR  00  NORTH  0411322      PINAL  NATL  350  3.8 

TOTAL  P0PULATIC»4  SERVED  BY  SOURCE  WATER  SYSTEM 350 

MOEAL  0402016      OOOUSE  NATL  112  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 112 

MIDKi:  VERES  0400116      YAVAPAI  NaF  ADJ      01/82         115  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAKR  SYSTEM 115 

MDEMCDPI  0400104      GOOONINO  NaF  ADJ       08/83        444  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSItM 444 

MDHAWC  WIR  CO  0411328      PINAL  NATL  200  3.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 200 

M3UMEAIN  VIEW  WTR  00  0401033      APACHE  NATL  150  2.5 

TOTAL  POPULAnON  SERVED  BY  SgURCE  WATER  SYSTEM 150 

NAZLINI  OCMUNIT^  0400397  NaF  ADJ  132  1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 132 

NDGALES  WAIHl  DEPT  0412004      SANTA  CRUZ  NATL  13500  2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSItM 13500 

NDRIH  PORK-DIAMGND  (REEX  0400087      NAVAJO  NaF  ADJ      04/85        600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

OAK  SPRINGS  OChWUNIT^  0403015  NaF  ADJ  180  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 180 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

our  WEST  MDBILE  VILLAGE                               0411320      PINAL                                                   NATL  100            1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

PAIM  SPRINGS  SUB                                            0411039      PINAL                                                   NATL  7000            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTO^ 7000 

PAID  VEKDE                                                       0407412      MARIGOPA                                             NATL  3500            1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

PALO  VEKDE  SUB                                                0407431      MARIOOPA                                             NATL  650            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 650 

PARKER                                                               0415013      LA  PAZ                                                 N/OL  11467            1.4 

TOTAL  POPULATK^  SERVED  BY  SOURCE  WATER  SYSTEM 11467 

PAYSCN                                                               0404032      GILA                                                     NATL  7000            0.7 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

PEACH  SPRINGS                                                  0400108      MDHAVE                            NaF               ADJ      03/81  25                        0.8 

TOTAL  POPULmC»J  SERVED  BY  SOURCE  WATER  SYSTH^ 25 

PIMA                                                                   0405002      GRAHAM                                                 NATL  2783            1.4 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 2783 

PINCN                                                                 0435010      NAVAJO                                                 NATL  120            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

PINON  OCM«JITY                                              0435012                                              NaF               ADJ  200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 200 

RAINBOW  VALLEY                                                0407443      MARIOOPA                                             NATL  50            1.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTB^l 50 

RED  LAKE  OO^MM[1Y                                        0400379                                             NaF               ADJ  560                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 560 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA  

cyqiEM  and EPA         COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 

SsElu?'vf SYSTEMS  SERVED  ^0 USED  SJ^ART  SERVED   ^NAT^  ^QPT^ 

RED  MESA  OOMUNITY                0403017                  NaF      ADJ  120          1.0 

TOEAL  POPULAnON  SEEVED  BY  SOURCE  MATER  SYSTEM 120 

RED  RIVES                       0411356   PINAL                    NATL  150     2.1 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIHl  SYSTEM 150 

RED  VALLEY  OCMUNIT^               0403058                  NaF      ADJ  190          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 190 

RDCX  POINT                      0435011   APACHE                    NATL  450     1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAKR  SYSTEM 450 

ROCK  POINT  OCMMUNITY               0403048                  NaF      ADJ  300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

ROCKY  LAKE  WC                    0405004   GRAHAM                    NATL  400     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 400 

ROUGH  ROCK  OCM^UNIT^               0400396   APACHE                    NATL  150     1.5 

TDOAL  POPULATIOJ  SERVED  BY  SOURCE  WATtR  SYSTEM 150 

ROUCH  ROCK  DEM)  SCHOOL             0435112   APACHE                    NATL  150     1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 150 

ROUGH  ROCK  HIGH  SCHOOL             0435212   APACHE                    NATL  50     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

ROUND  ROCK  OOKHJNIIY               0403023                  NaF      ADJ  175          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

SAFPORD                        0405005   GRAHAM                    NATL  14000     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 14000 

SALT  RIVES                      0400109   MARICOPA          NaF      ADJ   06/82  4000          1.0 

TOTAL  POPUIi^TION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARIZONA 

SrES?rSYS?EMS  SERVED             f        ^^^'                           CH|M    ^^^^^3  PLUOR  JOP^  NATURAL  SV^^^^^^^ 
, !::!2_ DATE LEVEL  LEVEL 

SAN  CARLOS  BIA                   0400060   GILA             NaF      ADJ   05/85  6600          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 6600 

SAN  MANUEL                      0411020   PINAL                    NAIL  5500     2.4 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 550O 

SAN  SIMON                       0402027   OOCHISE                   NAIL  300     4.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 300 

SAWCLL  OQWIUNI'IY                 0403025                  NaF      ADJ  150          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

SOOTTSDALE                      0407098   MARICOPA                  NATL  108000     0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 108000 

SEBA  DALKAI                      0436019   NAVAJO                    NATL  225     0.7 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

SEOCND  MESA  DAY  SCHOOL             0400061   NAVAJO            NaF      ADJ   08/83  170          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

SELLS                          0400042   PIMA             NaF      ADJ   04/84  4000          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 4000 

SHIPAULDVI                      0400107   NAVAJO           NaF      ADJ   08/83  270          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATTR  SYSITM 270 

SHIPAULCVI  MISHCNGNO               0400394   NAVAJO           NaF      ADJ   07/84  25          1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  UATER   SYSItM 25 

SHONID  OC^^lUNITif                  0400322                  NaF      ADJ  200          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSItM 200 

SHCWID  JCE  OC^MUNITY               0400326                  NaF      ADJ  500          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 


44 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

\RIZONA  ^___ 

/ATER  SYSTEM  and EPA                      COUNTY                            CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 

'Sn^I^F^^^i^i^^u^^^^^^o  id         used 'd^Te'  ''""'"   levJl  level 

SOJIH  KEMEUK                     040001A   PIMA             NaF      AOJ   10/81  119          1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 119 

ST  DAVID  WIR  ASSN                 0402039   GOCHISE                   NATL  736     1.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 736 

SroiONIC  FIATS                   04000%   MARICOPA                  NATL  500     0.7 

TOrrAL  POPULAnCW  served  by  source  WATER  SYSTEM 500 

SUE  JUAN  Wm  00                  0402032   COCHISE                   NATL  165     2.1 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 165 

SWEEHWATER  ODhfUNITY               0400399                  NaF      ADJ  195          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 195 

TACNA                          0414018   YUMA                     NATL  420     3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

TALIESIN  WEST                    0407072   MARICOPA                  NATL  75     0.8 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 75 

lEBC  NDS  POS  OChWUNITi'             0403055                  NaF      ADJ  325          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 325 

TEMPE                          0407100   MARIOOPA          NaSiF6    ADJ    /65  135000          0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135000 

THlfB  BUFTE  WIR  ASSN               0408060   MOHAVE                    NATL  100     3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

TCMBSTCNE                       0402033   COCHISE                   NATL  7341     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH«1 7341 

TONID-APACHE                     0400343   GILA             NaF      ADJ   07/84  60          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WACER  SYSTEM 60 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ARIZONA 

c3nIeS?ivI''syS?EMS  served                                  ^^                      ^^^^^^                            ^^^          STATUS     FLUOR  POP       NATURAL  SYSTEMS 

OUNbtUUllVhbYSTEMS  SERVED                                     ID                                                                     USED                            START  SERVED           NAT        OPT 

^ DATE LEVEL     LEVEL 

TSAILE  a>MJNITY  0AO3OO5  m  c 

U4UJUUD                                              liaF               ADJ  1000                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ iqoO 

1UBA  CITY  aM«jnY  0400206  m  p 

wuuzuo                                              MaF               ADJ  5000                        1.0 

TOTAL  POPUL\TION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

US  ARMY-YPG  MAIN  POST                                  0A14403      YUMA                                                     naTL  1500            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

VAUmAWIROO                                              0407078      MARICOPA                                             natl  2000            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYS^M 2OOO 

"°°°°^^                                                         0^^71      YIMA                                NaF               ADa      04/85  500                       0.8 

TOTAL  POPUIvmON  SERVED  BY  SOURCE  WAIER  SYSKM 500 

WEARWAKR  UHL  CO                                          0407019      MARICOPA                                             natL  400            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 40O 

WHEAIFIEU)S  OCmJNITY                                  0400812                                              NaF               ADJ  240                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 240 

WHITE  HILLS  WAnR  00                                    0408039      M3HAVE                                                 mTL  74            I.3 

TOTAL  POPUI^mON  SERVED  BY  SOURCE  WA^R  SYSTO1 74 

WHITE  RIVER                                                     0400079      NAViUO                            NaF               ADJ      06/85  350                        1.0 

TOTAL  POPUL/^ION  SERVED  BY  SOURCE  WAMl  SYSTO^ 35O 

'^^T^ANK                                                       0407084      MARICOPA                                             natl  600            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

WHYl^LOO                                                     0410118      PIMA                                                     nail  75            3.0 

TUm.  POPULAnON  SERVED  BY  SOURCE  WATER  SYSIH^ 75 

WILLOQX                                                             0402035      OOOUSE                                               NATL  6937            1.1 

TOTAL  POPUD\TI0N  SERVED  BY  SOURCE  WATER  SYSTEM 6937 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ARIZONA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED  START    SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


WDKELMAN 


YUCCA 


0404003      GIIA 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WA1"ER  SYSTEM 

0408042      MOHAVE 
TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 


NATL 


NATL 


1389 

1389 

50 

50 


1.1 


1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

COnIeCu?iI'I^sSems  <^FRVFn  ^^        ^^^^^  ^^^^         STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

!^!2 DATE LEVEL  LEVEL 

ALTOEIMEK  0000271   JEFFERSON         Acid      ADJ   07/69   1500  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO«1 1500 

ARBOR  00  WAiro  SYS  0000456   POINSETT  Acid      ADJ    /79    50  0.8 

TOTEAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSI^I 50 

ARKADELPHIA  0000085   CLARK  NaSiF6    ADJ   06/63  10600  0  8 

CADDO  VALLEY  0000515   CURK  OONS         500 

aw  SPRINGS  0000086   CLARK  CONS         900 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 12000 

A^I^n;l^  0000441   POPE  NaSiF6    ADJ   05/76   3147  0.8 

PO'ITSVILLE  0000455   POPE  (xms  420 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3557 

AUGUSTA  0000597   WOODRUFF  Acid      ADJ   09/70   3906  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 39O6 

^^*^^  0000584   WHITE  Acid      ADJ    /61   4400  0  8 

BALD  KNOB  NORTH  0000689   WHITE  OONS        1920 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6320 

BATES  LAPILE  WIR  IHTL  0000622   UNION  NATL         622     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 622 

^A^^^^SVILLE  0000250  INDEPENDENCE  NaSiF6    ADJ  04/56   8263          0.8 

BETHESDA  0000627  INDEPENDENCE  oONS         857 

DENNY  HILL  ASSN  0000079  INDEPEIJDEHE  OONS         700 

PFEIFER  ASSOC  0000251  INDEPEM)E1CE  OONS        2200 

RUDDLEHILL  WAIER  ASSOC  0000253  INDEPENDENCE  OONS         700 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12720 

^^^^^^^^  0000401   OUACHITA  Acid      ADJ   03/85  1800  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

BENNETT  ACRES  0000455   SALINE  NATL         100     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

WATER  SYSTEM  and EPA  C6(m^  CHEM         STATUS     FLUOR       POP       NATUF^L  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED DATE  L^EL     LEVEL 

BEXKU                                                               0000484      SALINE                             NaSiF6          ADJ       11/58  2A90                        0.8 

SALEM  WIS  ASSN                                            0000492      SAUNE                                                 OONS  6930 

soum  WEST  warn  assoc        0000495  saline              ocns  3800 

"lULL  WAIER  ASSOC                0000220   SALINE                    CONS  1200 

WEST  BAUniE  ASSOC               0000497   SALINE                    OONS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTH"! 14920 

BIG  FLAT                        0000026   BAXTER                    NATL  189     1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 189 

BLYTHEVILLE                     0000365   MISSISSIPPI        NaSiF6    AEU   12/68  25844          0.8 

DELL                         0000367   MISSISSIPPI                OONS  1602 

NE  MISSISSIPPI  00  WATER  ASSOC      0000673   MISSISSIPPI                OONS  750 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  28196 

PLYTHFVTTJF  AFB                  0000364   MISSISSIPPI        NaSiF6    AOJ   12/68  3700          0.8 

TOOY^  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3700 

BOIS  D'ARC                       0000178   HEMPSTEAD                  NATL  100     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

BRADLEY                        0000294   LAFAYETTE                  NATL  550     0.9 

WALNUT  mUL                    0000298   LAFAYETTE                  OCWS  250 

TOflAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 800 

BRDKLEY                        0000384   M3NRDE            Acid      ADJ   02/84  5000          0.8 

EAST  MDNROE  OOUNIV               0000715   MONROE                    OONS  1460 

MADISON                       0000534   ST.  FRANCIS                OONS  1800 

ItniED  Wm  USERS                000065A   MDNROE                    OCWS  819 

VHEATLEY                      0000535   MONROE                    OONS  1250 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10329 

CABOT                          0000338   LONOKE            Acid      ADJ   03/70  4900          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

CAMDEN                         0000404   OUACHITA          NaSiF6    ADJ   07/53  21000          0.8 

BUENA  VISTA-OGEMAW               0000737   OUACHITA                  OONS  400 

FREIJCH  FORT                    0000636   OUACHITA                  OONS  1552 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22952 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ARKANSAS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CARLISLE 


CLARKSVILLE 
COAL  HILL 
HAR3MAN 

HORSHiEAD  WATEK  ASSOC 
KNQXVILLE 
LAMAR 

LUDWIG  WATER  ASSOC 
SPADA  GOOSE  GAMP  ASSOC 


GLIMTOJ 

BEE  BRANCH  WA 

BURNT  RIDGE  WA 

DAMASCUS 

DENNARD  WA 

VAN  BURQJ  GO  WATER  ASSOC 


GOWAY 


OCMJAY  GO  REGIONAL  WD 
PLLWERVILLE 


CROSSEIT 


DES  ARC 


DIESKS 


DIMAS 

GARRETT  BRIDGE  WA 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
'°                         USED           START  SERVED    NAT   OPT 
!^!2 . DATE LEVEL  LEVEL 

0000339   LONOKE            Acid      ADJ   07/82  2600          0.8 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2600 

0000289  JOHNSON           NaSiF6    ADJ   03/55  5327          0.8 

0000290  JOHNSON                   OONS  1505 

0000286  JOHNSON                '    gONS  1260 
0000617   JOHNSON                   oONS  1763 

0000287  JOHNSON                   QONS  240 

0000288  JOHNSON                   cOtiS  1088 

0000292  JOHNSON                   oONS  850 

0000293  JOHNSON                   OJNS  490 

TOriAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 12523 

0000564   VAN  BUREN         NaSiF6    ADJ   05/82  5440          0.8 

0000462   VAN  BUREIJ                  QONS  1984 

0000729   VAN  BUREU                 QONS  352 

0000190   VAN  BUREN                  OONS  688 

0000461   VAN  BUREN                  OONS  528 

0000727   VAN  BUREN                 OOIS  1549 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIIR  SYSTEM 10541 

0000189   FAULKNER          NaSiF6    ADJ   06/68  16500          0.8 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 16500 

0000119   OOfWAY            NaSiF6    ADJ   05/82  9000          0.8 

0000121   OMWAY                    oONS  800 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9800 

0000017   ASHLEY            NaSiF6    ADJ   02/58  8500          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 8500 

0000449   PRAIRIE           NaSiF6    ADJ   05/81  2100          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

0000243   HOWARD           NaSiF6    ADJ   09/82  1400          0.8 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WAIHl  SYSTEM 1400 

0000171   DESHA            Acid      ADJ   06/84  6240          0.8 

0000692   DESHA                    OONS  980 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

AntVA _ COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIY  ^  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^^  ^^j^  L^^gL     LEVEL 

NO . ■ 

PEMXinDN-PEA  RIDGE  0000649      DESHA  OONS  860 

TOEAL  EOPULATION  SERVED  BY  SOURCE  WA3HI  SYSTO1 8080 

Q^CI^  0000341      UMKE  NaSiF6  AOJ      02/82  3100  0.8 

•TOTAL  FOPUlAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 3100 

^^j^  0000083      OnCOr  Acid  mj      03/85      3840  0.8 

READD^NIMSAND  DyCE  WA  0000084      CHIOOT  OONS  J:)U 

TOEAL  EOPULATION  SERVED  BY  SOURCE  WAlTO  SYST^ ^190 

FAYETimii^  0000569      WASHINOION  Acid  ^      05/82     ^09  0.9 

gLKiNs  0000567      WASHHOON  OONS  4:)U 

FARKINCTION  0000568      WASHBOON  OONS  1428 

(smmm  0000570    washdoon  (^  ^ 

^  OLIVE  0000688      WASHINGTON  OONS  iOUU 

WASHENCTION  WATER  Ainu  0000574      WASHINGION  OONS  2700 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WAlffi  SYSTO1 51637 

KRDYCE  0000164      DAU^  NaSiF6  mJ      09/73      6500  0.8 

[T»DYCE  RURAL  0000635      DALLAS  OONS  129a 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 7798 

TORR^  CIIY  0000004  ST.  ^ANCIS  Acid              ADJ  03/55     15870                        0.8 

CALDWELL  0000532  ST.  FRANCIS  OONS                     iiUU 

NEWCASILE  RD  ASSOC  0000541  ST.  FRANCIS  OONS                     420 

PAl£SnNE  0000536  ST.  FRAICIS  OONS                    1050 

ST  FRANCIS  ASSOC  0000537  ST.  FRANCIS  OONS                    1150 

WiDEllER  0000538  ST.  FRANCIS  OONS                      65U 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20240 

GRAVEFIE                                                           0000051       BENTON                                                 NATL  2187             1.2 

TOIAL  FOPUDmON  SERVED  BY  SOURCE  WA1"ER  SYSI^ 2187 

GURIXW                                                               0000087      CLARK                                                   NATL  3000            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3000 

HAMBURG                                                             0000015      ASHLEY                             Acid              AIXJ      02/58  3391                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 3391 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

SIeIuT^vI'^SyS'tEMS  served  ^^        ^^^^  CH|M    STATUS  FLUOR  ^  TOP^  NATURAL  SYSTEMS 

— !^^ DATE LEVEL  LEVEL 

"'^^^  0000062   BOONE  NaSiF6    ADJ   05/5A  14300  0.8 

lOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 14300 

HEBER  SPRINGS  0000104   CLEBURNE  NaSiF6    ADJ   04/59  8400  0  8 

NOMEAIN  TOP  WAIER  ASSOC  0000454   CLEBURNE  cONS  2086 

HWBLING  SHOALS  0000579   CLEBURNE  cONS  1732 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WAIER  SYSTO«1 12218 

HELENA  0000419   PHILLIPS  Acid      ADJ   12/85  10000  0  8 

I£NG  LAKE  WAm  ASSOC  0000274   PHILLIPS  OONS         150 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 10150 

HOPE  0000230   HEMPSTEAD         Acid      ADJ    /82  10290  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSIH^ 10290 

"°^^  0000301   LAWREUCE  NaSiF6    ADJ   09/82  2%1  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 2%1 

HWY  15  WAIER  ASSOC  0000107   CLEVELAND         Acid      ADJ   05/83  4550  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4550 

JONESBORO  0000124   CRAIGHEIAD         NaSiF6    ADJ   10/51  31530  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 31530 

JUDSOJIA  0000582   WHITE  NaSiF6    ADJ   12/53  3097  0.8 

NORTH  WHITE  00  0000583   WHITE  OONS  1885 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4982 

^^^  VILU^  0000081   anoOT  NaSiF6    ADJ   07/83  3310  0  8 

anooT  jUNcnoN  0000661     anoor  qons  875 

LAKE  CmoOT  0000080   CHIOOT  oqnS  330 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTB^ 4515 

^^^  0000218   GRANT  Acid      ADJ    /78  800  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViATER   SYSTEM 800 

L^SVILLE  0000297   LAFAYETIE         Acid      ADJ   10/81  1720  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAra<  SYSTEM 1720 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS - 

-— — ^^7 COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

VATER  SYSTEM  and                                                         tPA                     UUUNIy                           ^                                                  SERVED  NAT        OPT 

:ONSECUTIVE  SYSTEMS  SERVED  ^D  USED date      LEVEL     LEVEL 

UTILE  ROCX  0000465  PUI^KI                           Acid  ADJ      04/51  211500                        0.8 

CENISAL  ARKANSAS  WA  000072A  PUUSKI  OOIS  1763 

JACKSCWVILLE  0000466  PUIi^  O^S  24100 

DICK-JEnS  0000246  PUUSKI  OO^S  330 

PTJRLOW  0000645  PULASKI  OONS  192 

UTIli:  ROQC  AFB  0000690  PUUSKI  OOJS  7000 

NDKffl  UTILE  RDCK  0000453  PUI^KI  C»IS  116800 

NDKffl  PULASKI  WAIHl  ASSOC  0000728  PUUSKI  OONS  1978 

TOTAL  roPULATION  SERVED  BY  SOURCE  WATffi  SYSTO^ 363663 

IjajCKE  0000343      U3N0KE  NaSiF6  ADJ      03/70      4445  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM ^tA45 

^^y^Sa  0000237  HOT  SPRINGS  NaSiF6          ADJ  02/59     11300                        0.8 

HOT  SPRING  00  WAI^  ASSOC  0000236  HOT  SPRINGS  OONS                    2200 

MA(3Er  BUrnRFTELD  0000241  HOT  SPRINGS  OONS                    1600 

PERM  WAIER  ASSOC  0000623  HOT  SPRINGS  OONS                    1589 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16689 

MARiAjjNA  0000310  LEE  Acid  AEU  09/54      6220  0.8 

GARRETT  GRCVE  0000312  LEE  OONS  200 

LEE  OOWIY  ASSOC  0000313  LEE  OONS  4200 

M3B0  0000314  LEE  OONS  327 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 10947 

MARION  0000152  CRITIQIDEU  Acid              ADJ  02/77      4200                        0.8 

CLARKDALE-JERICH)  0000148  CRITim)EU  OONS                      990 

HIOILAND  PARK  0000750  CRITIQ^EIJ  OONS                      225 

HIGHWAY  64  ASSOC  0000749  CRITIM)EM  OCWS                        50 

HICHWAY  77  ASSOC  0000751  CRITTENDON  OONS                      250 

SUNSET  0000472  CRITTEMXW  OONS                      660 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6375 

MARKED  TREE  0000430      POINSETT  Acid  AOJ       08/82       3325  0.8 

NORTH  OHIO  WATER  ASSOC  0000175      POINSET  OONS  1550 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTQ^ ^75 

MAU^ELLE  NEWTOWN  WW  0000463      PULASKI  Acid  AOJ      01/84       2000  0.8 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYS'TEM 2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

cSSliml\%ylTEMS  SERVED             ^^f        ^^^^^                           ^^^         STATUS  FLUOR  POP   NATURAL  SYSTEM! 
OUiNbbUU  I  iVbbYblEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 

Li2 . DATE LEVEL  LEVEL 

MCCSDRY                        0000599   W30DRUFF          Acid      ADJ   02/62  2000          0  8 

PATIERSON                     0000598   WOODRUFF                  coNS  975 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2975 

MOGEHEE                        0000170   DESHA            Acid      ADJ   04/72  5664          0.8 

WKhW  WATEK  ASSOC                0000700   DESHA                    OONS  560 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 6224 

MELBOURNE                       0000256   IZARD            Acid      ADJ   10/83  2750          0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2750 

MINERAL  SPRINGS                  0000242   HOWARD                    natL  936     0.9 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 936 

MITC21ELLVILLE                    0000169   DESHA            Acid      ADJ   10/84  618          0.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 618 

MCWnCELLD                      0000184   DREW             Acid      ADJ   09/83  10000          0.8 

Q*ON                         0000183   DREW                     OONS  300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10300 

"°"*^^^^^  H°ME                    0000025   BAJOTR            NaSiF6    ADJ   03/55  12840          0  8 

LAKEVIEW  MIEWAY                 0000027   BAXTHl                    OONS  2500 

NE  WAim  ASSOC                  0000033   BAJCKR                    oONS  2653 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 17993 

^''^SHVILLE                       0000244   HOWARD           NaF      ADJ   01/82  5554          0.8 

IDEAL  POPULAHON  SERVED  BY  SOURCE  WAHR  SYSTEM 5554 

*^^^'"^T                        0000264   JACKSON           NaSiF6    ADJ   01/82  8400          0.8 

CAMPBELL  STAnON                0000261   JACKSON                   oONS  297 

DIAZ                         0000269   JACKSON                   OONS  1192 

JAOCSON  PORT                   0000263   JACKSON                   OONS  288 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 10177 

OSCEDLA                        0000375   MISSISSIPPI        NaSiF6    ADJ   10/82  8881          0.8 

DRIVER-GRIDER  WA                0000369   MISSISSIPPI                OONS  410 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  9291 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

Water  SYSTEM  an. EPA        CoU^y  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              \D^ USED DATE  LEVEL  LEVEL 

PARAOOULD                       0000222   (31EE1JE            NaSiF6    ALU   06/83  15214          0.8 

OAK  GROVE                     0000221   GREENE                    OONS  765 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 15979 

PARKIN                         0000160   (EOSS            Acid      ADJ   12/82  2065          0.8 

PARKIN  RURAL  WAIHl  ASSOC          0000662   CROSS                     OONS  1225 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 3290 

PIGOQIT                        0000090   OAY             Acid      ADJ   02/83  3762          0.8 

EASimi  CU^  OOUNIY              0000733   CLAY                     OONS  800 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A562 

PINE  BLUFF                      0000272   JEFFERSON         Acid      ADJ   03/69  64000          0.8 

HARDIN                        0000273   JEFFERSON                  OONS  3325 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 67325 

POCAHOMEAS                      0000474   RANDOLPH          NaSiF6    ALU   08/67  6800          0.8 

SHA»CN                       0000478   RANDOLPH                  OONS  310 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7110 

FCRTLAND                        0000018   ASHLEY            NaSiF6    ADJ   08/70  850          0.8 

MDWrnOSE                      0000020   ASHLEY                    OONS  600 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A50 

PRESOCm                        0000394   NEVADA                    NATL  4000     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 4000 

RUSSELLVILLE                     0000446   POPE             NaSiF6    ADJ   02/60  21000          0.8 

LONDON                        0000443   POPE                     OONS  540 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21540 

SEARCY                         0000590   WHITE            NaSiF6    ADJ   12/53  13720          0.8 

FXXF  MILE  HILL                  0000586   WHITE                     OONS  2079 

KENSETT                       0000588   WHITE                     OONS  2100 

SE  VHITE  OOUNEY  ASSOC            0000594   WHITE                     OONS  4200 

SW  V«ITE  COUNTY  ASSOC            0000185   WHITE                     OONS  2700 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24799 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ARKANSAS 

SIeIu?iII^SYS?emc5  qpRVFn                                  ^                      BOUNTY                            C^m         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 

!::!0 DATE LEVEL    LEVEL 

SHERIDAN                                                           0000215      GRANT                              NaSiF6          ADJ      02/70  A844                       0  8 

LITTLE  CREEK                                                0000214      GRAbfT                                                   OONS  1400 

Sam  SHERIDAN                                            0000219      GRANT                                                   qOns  1750 

TOTAL  POPULmOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7994 

SPARKMAN                                                           0000166      DALUS                                                 NATL  663            0.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 663 

SFRINGDALE                                                       0000575      BEMDN/WASHINCTION        NaSiF6          ADJ      09/78  34013                       Q  9 

CAVE  SPRINGS                                                0000043      BENTON                                                 oONS  480 

JOHNSOJ                                                         0000571      WASHTMCTOJ                                          QCWS  564 

LCWELL                                                           0000050      BENT»J                                                 CONS  923 

TCNITCWN                                                       0000566      WASHINCTTON                                          CONS  564 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36544 

ST  PAUL                                                             0000347      MADISOJ                                               NATL  158            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 158 

SI^^TTCART                                                         0000013      ARKANSAS                         NaSiF6          ADJ      02/69  11000                       0.8 

GRAND  PRAIRIE  REGIONAL                             0000738      ARKANSAS                                              CONS  9912 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20912 

mwm                                                            0000435      POINSETT                         NaSiF6          ADJ      06/62  6044                       0.8 

TRIMANN  RURAL                                              0000434      POINSETT                                             CONS  1910 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7954 

WALNin-  RIDGE                                                    0000309      I^MIENCE                         NaSiF6          ADJ      01/52  5000                       0.8 

I^^WREWCE  00                                                  0000688      IAWRE2CE                                             OONS  1500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 6500 

WARREN                                                               0000066      BRADLEY                           Acid              ADJ       10/61  10000                       0.8 

BRADLEY  OOUNTY                                            0000054      BRADLEY                                               CONS  900 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10900 

WEST  HELENA                                                     0000416      PHILLIPS                         NaSiF6          ADJ      09/54  11370                       0.8 

BARTCN-LEXA                                                 0000415      PHILUPS                                              OONS  2400 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13770 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ARKANSAS 

VATER  SYSTEM  and ?PA        COUFIT^?  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

:ONSECUTIVE  SYSTEMS  SERVED  ID         USED SIARJ   SERVED   ^NAT^  ^QPT^ 

WE^  MEMPHIS                     0000156   CRITTEMDEW         Acid      ALU   04/62  281A0          0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTO-l 281A0 

WHITE  HALL                      0000285   JEFFERSON         Acid      AOJ   07/83  2214          0.8 

TtJEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 2214 

VftUTE  RIVER  RURAL                 0000578   WASHINGTON                 NATL  2800     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

WILSCN  0000370   MISSISSIPPI        NaF      ADJ   08/82   1300  0.8 

CRAINE  00  0000457   MISSISSIPPI  OONS  72 

MARIE  WAItR  ASSOC  0000382   MISSISSIPPI  CONS         287 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1659 

WOODLAND  HILLS  WAIHl  ASSOC  0000491   SALINE  NATL  1250     1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 1250 

WYbWE  0000163   CROSS  Acid      ADJ   03/55  7805  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7805 

YELLVILLE  0000356   MARION  Acid      ADJ   08/82  2000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CALIFORNIA 

COnIeCu?ivI''sYS?EMS  served  ^^f  ^°^^^  ^^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

t^UNbtOUnvtbYblEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

■ ■ '^ DATE LEVEL     LEVEL 

ALAMEM  OOUNIY  WD  0110001       ALAMEE^  ADJ       06/71  203477  1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTH^ 203477 

ANnOCH  0710001      OONIEA  OOSTA  ADJ      08/52     34950  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 34950 

ARCATA  1210001      HLMBOLDT  ADJ      01/64     17500  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 17500 

BEMEjCIA  iniLITIES  4810001       SOLANO  ADJ      05/71     17339  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 17339 

BEVERLY  HILLS  1910156      LOS  ANGELES  ADJ      03/74    43000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 43000 

BIG  PINE  0600120      INYO  NaT  ADJ      08/84        200  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 200 

CALIFORNIA  WATHl  SERVICE  0410005      BLTTTE  ADJ      04/58     11200  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAMl  SYSTEM 11200 

CITIZENS  iniL  OO-ROSEMDNT  3410034      SACRAMEMK)  ADJ       12/56     18721  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18721 

OGNIRA  OOSTA  WD  0710003      OOMIRA  OOSTA  ADJ      05/65  158839  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  158839 

CRESCENT  CITY  0810001      DEL  NORTE  ADJ       11/69      7500  1.0 

TOTAL  POPULATTC*!  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

DUBLIN-SAN  RAJCW  SERVICE  0110009      CONTRA  OOSTA  ADJ      04/80     15642  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 15642 

EAST  BAY  MUD  0110005      ALAMEDA  ADJ      06/711050000  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1050000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CALIrUnN ^ ^       status   fluor     pop     natural  systems 

WATER  SYSTEM  and                                                         EPA                     UUUNIt                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  qatE LEVEL     LEVEL 

^^^^  mom    HLMBOiijr  adj     02/72   25000  1.0 

TOm.  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 25000 

PAiRFIEU)  A810003      SOl^  ^      ^2/67     59711  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOl 59711 

r^  -V^inrViq      ORANGE  ADJ      06/73     5A500  1.0 

POUNTAIN  VALLEY  JOlUOby      UKAt*.c 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WMER  SYSTEM 5A500 

reESNO  00  WAimCRKS  11  1000003      ERESNO  NaF  AOJ       10/63  630  1.0 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSTO«1 630 

E^ESNO  00  WAiraWORKS  14  1010038      FRESNO  Acid  AOJ       10/68  973  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 973 

FRESNO  00  WAHRWORKS  19  1010033      FRESNO  NaF  AOJ      09/54  1866  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  mm  SYSIH^ 18^6 

^ESNO  00  WA:IIRWDRKS  27  1010048      FRESNO  NaF  AOJ      03/71  1029  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1029 

FRESNO  00  WAimJDRKS  28  1000037      FRESNO  NaF  AW       11/79        300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

FT  INDEPENDQ*!  0600129      INYO  NaF  AHJ      05/85  45  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTI=M ^5 

C^DIHY  0410004      BUTTE  AW      05/54  4188  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM ^188 

HAVASU  I^^  TR  PK-(HEMEHJEVI  0600124      SAN  BERNARDINO  NATL  100  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMM  SYSTH^ 100 

HAYWARDWS  0110006      AL^  AIXJ      03/58  96000  1.0 

TOTAL  roPULATION  SERVED  BY  SOURCE  WATTO  SYSTOl 96000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CALIFORNIA 

ZZliumTsyllEm  SERVED  ^^  ^^^^  CH|M         STATUS     FLUOR  ^^POP^    NATURAL  SYSTEMS 

'^ —^ DATE LEVEL    LEVEL 

HEAUKBURG  4910005      SONOMA  aDJ       11/53       7217  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTO«1 7217 

mirmjmEEMn  3010053    orange  aw     07/73170505  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA3BR  SYSmi 170505 

1^  BEACH  WD  1910065      U)S  ANGEIES  ADJ      06/71  361334  1.0 

TOfTAL  POPUIATION  SERVED  BY  SOURCE  WA3ER  SYSTOl 361334 

I^BAHaS  2410005      MERCED  aDJ      03/58     10341  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3TR  SYSTEM 10341 

I^YALTON  4610001       SIERRA  aDJ      05/68       1030  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 1030 

MARIN  MUNICIPAL  WD  2110002      MARIN  aDJ      12/73  149093  1.0 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH*1 149093 

MARTINEZ  0910006      OONIRA  OOSTA  ADJ      01/65     27000  1.0 

TOOIAL  POPULAnON  SERVED  BY  SOURCE  WA^R  SYSTEM 27000 

MERCED  CITY  WS  2410009      MERCED  aDJ      06/66     36499  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTO^ 36499 

MORGAN  HILL  4310006      SANTA  CLARA  ADJ      11/56     20000  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 20000 

PACIFIC  UMBER  00  1210010      HIMBOLDI  aDJ       10/62       1200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

PAID  ALTO  4310009      SANM  CLARA  ADJ      06/56     58000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 58000 

PITTSBURG  MUNICIPAL  WAm  0710008      OONIRA  OOSTA  ADJ      04/65     35036  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTO  SYSTEM 35036 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CALIFORNIA    _^ 

WATER  SYSTEM  ana " f  COUF^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYS^T^EM. 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^° DATE  LEVEL     LEVEL 

py^CERVILLE  0910003      ELDORADO  ADJ       10/56       5600  1.0 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5600 

PLEASAbTON  0110008      AUy^EDA  ADJ      03/54  35160  1.0 

TUEAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 35160 

BOSEVILLE  3110008      PIV^CER  AOJ       10/67  31000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTItM 31000 

SAN  FRANaSOO  WD  3810001  SAN  FRANCISCO  ACU      08/52  678974                        1.0 

BRISBANE  4110002  SAN  MAIBO  CONS  3034 

BiELINGAME  4110003  SAN  MAT0O  CONS  27515 

CALITORNIA  WAHR  SERVICES                       4110009  SAN  MATED  CONS  58644 

CALIFXJRNIA  WAKR  SERVICES                       4110007  SAN  MATEO  CONS  36400 

CALIFX»NIA  WATER  SERVICES  4110008  SAN  MAIBO  OONS  102700 

CALIEX«NIA  W/OTR  SERVICES  4110009  SAN  MATEO  CONS  58644 

i;^Y  ClTi  4110013  SAN  MAIH)  CONS  82400 

HILLSBOROUGH  4110016  SAN  MATEO  OONS  11375 

MILLBRAE  4110018  SAN  MAIBO  OCNS  20058 

NORTH  CQA^T  CWD  4110025  SAN  MATED  CXWS  38000 

S^  BRUNO  4110023  SAN  MAIBO  OONS  35417 

WEHTBORDUGH  CWD  4110027  SAN  MATEO  OONS  10400 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA3BR  SYSTEM 1163561 

S^  JOSE  4310020      SANTA  CLARA  AEU      09/65  53336  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH(  SYSTEM 53336 

SAN  LUIS  OBISFO  4010009      SAN  LUIS  OBISPO  ADJ      08/54  52000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 52000 

STANFORD  UNIVERSITY  4310013      SANTA  CLARA  ADJ       04/ /O  19000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 19000 

VACAVILLE  A810008      SOLANO  ADJ      02/75  45000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 45000 

VALLEJO  A810007      SOUNO  AOJ       11/54  95000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 95000 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

cS^llcuilfsTsTEm  SERVED  ^T  ^^^^  ^^  STATUS     FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

!1° DATE LEVEL    LEVEL 

A  &  B  WAm  ASSN  0055954      PROWESS  NATL  160  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wam  SYSTEM 160 

AA  MOBILE  HOME  VIUAJE                                 0054205      ADAMS                                                   nail  95            2.3 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 95 

AGA3E                                                                 0055855      ELBERT                                                 nATL  100            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

AKRON                                                                 0070193      WASHItOON                                          NATL  1701            0.8 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIHl  SYSIH^ I7OI 

AI^^MOSA                                                             0049403      ALAMDSA                           NaF               ADJ      06/83  6850                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSIH^ 6850 

AtWMTO                                                           0049486      OONEJOS                           NaF               ADJ      06/81  1150                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 1150 

APOUiD  ESTA3ES  WA                                          0073684      BOULDER                                               NATL  25            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  UATES.  SYSTEM 25 

ARAPAHOE  EST/^IES  WD                                      0185017      ARAPAHOE                                             NATL  IQG            2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 100 

ARAPAHOE  WAKR  00                                          0070466      CHEYEMNE                                             NATL  110            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM HO 

ARISTOCRAT  RANCHETTES                                   0055350      WELD                                                     NATL  350            I.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35O 

^^^^                                                               0054684      JEETERSON                       NaSiF6          ADJ      06/80  90000                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 900OO 

ASGARD  SUED  WIR  ASSN                                                         GARFIELD                                               NAIL  80            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and EPA                   COUNTY                           CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

ASPEM                                                                 00509A8      PITKTN                             NaSiF6          ADJ       12/80  7000                        1.0 

TOTAL  POPULATK*!  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

ASPEN  MESA  ESTA3ES                                        0050625      EAGLE                                                   NATL  75            0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 75 

AlBORA                                                               005487A      ADAMS                               NaSiF6          ADJ      08/8A  160000                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 160000 

ALFDRA  MHP                                                       005A122      ADAMS                                                   NATL  150            0.9 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 150 

AVONDALE  W&S  DIST                                          0052555      PUEBLO                                                 NATL  1175             1.3 

TOTAL  POPULAITCN  SERVED  BY  SOURCE  WATER  SYSTEM 1175 

BEEHIVE  WATHl  00                                            0056390      OTERO                                                   NATL  175             1.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 175 

BELLVIEW  COLLEGE                                            0053%7      ADAMS                                                   NATL  300            1.2 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 300 

BENCHMARK  W&S  DIST                                        0073635      BOULDER                                               NATL  28            1.6 

TOTAL  POPULATION  SERVED  BY  SOORCE  WATER  SYSTEM 28 

BEltET                                                               0053744      ADAMS                                                   NATL  994            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 994 

BENT  COUNTY  MEM  NIKSING  HCME                     0070482      BENT                                                     NATL  65            2.3 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 65 

BElfrS  EORT  WAIHl  00                                      0056309      OTERO                                                   NATL  1400            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1400 

BERIHXJD                                                           0055145      LARIMER                           NaF                ADJ      06/60  3200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

CONlErn?iLI''c,Yq?PM.  .PPVPn  !r  ^^^^^  ^^^  STATUS     FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

— ^ . DATE LEVEL   LEVEL 

B™^"NE  0069781      KIT  CARSON  NATL  300  0.8 

TOEAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 300 

BEVERLY  HILLS  MUT  WAT  00                             0055053      DOUGUS                                               natL  65            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 65 

BIG  SPRINGS  TP                                                oi%501      CHAFFEE                                               natL  50            0.7 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

BLUE  MOUNTAIN  WD                                            0196600      JEFFERSON                                           NATL  180            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTQi 180 

BOONE                                                                 0052571      PUEBLO                                                 nATL  450            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 450 

BOULDER                                                             0053397      BOULDER                           NaSiF6          ADJ       12/65  96000                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 96000 

BRANDON  WIR  ASSN                                            0191478      KIOWA                                                   NATL  35            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 35 

^^^'^^^^                                                   0050328      SIFMIT                            NaF               ADJ      11/85  7000                        1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WAKR  SYSIH^ 7000 

BRIGGSDALE  WAim  00                                      0055384      WELD                                                     NATL  75            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

BRIOnON                                                           0053751      AEV^                                                   N/^L  13000            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 13000 

BRIGHTON  MHP                                                    0053934      ADAMS                                                   NATL  50            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 50 

BRISTOL  W&S  DIST                                            0055947      PROWERS                                               NATL  250            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO        

WATER  SYSTEM  and                                              ~~        EPA                   COUNTY                           CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                 USED                                START    SERVED          NAT       OPT 

MO  DATE LEVEL   LEVEL 

BROOK  FOREST  WD                                              0045676      JEFFERSON                                            NATL  400            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

BROCMFIELD                                                       0053405      BOULDER                           Acid              ADJ       10/81  20000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO"! 20000 

BROWNSVILLE  W&S  DIST                                    0053413      BOULDER                                               NATL  500            1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 500 

BUENA  VISTA  OORRECTIO^AL  FAC                     0052811       BOULDER                                               NATL  625            0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 625 

BUFFALO  ^fXJNIAIN  MEM)  DIST                       0050419      SUMMIT                                                 NATL  1500            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

BUFFALO  PARK  ASSN                                          0054569      JEFFERSOJ                                            NATL  500            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 500 

BURLINCTON                                                        0069765      KIT  CARSOJ                                          NATL  4000            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

BYERS  W&S  DIST                                                0054858      ARAPAHC*:                                              NATL  1000            0.9 

TOTAL  POPUI^^nOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

CALHAN                                                               0052084      EL  PASO                                               NATL  647             1.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 647 

CAMPO                                                                 0056051       BACA                                                     NATL  185             1.2 

TCITAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 185 

CASCADE  PUB  SERV  00                                      0052019      EL  PASO                                               NATL  700            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

CASCADE  VILLAGE                                              0186916      SAN  JUAN                                              NATL  25            1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

cS^TJujlT^yTrF^A^  .PPV/Pn  ^T  ^^^^^  ^^^  STATUS     FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

— J:!P DATE LEVEL  LEVEL 

CASTLE  PINES  METRO  DIST  0187674   DOUGUS  mTL  100     0.8 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 100 

CEMHi                         0050211   SAGUACHE          NaF      ADJ   01/81  1600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 

CHAMBERS  ADDITION  IMPROV                    WELD                      NATL  55     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSmi 55 

CHARUXJ  PARK  MUT  WC               0054759   ARAPAHOE                  Nm.  80     1.5 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 80 

OlfSAW                         0056291   CrnRO                    NATL  200     1.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSHM 200 

CUFTONWD                      0051516   MESA             Acid      ADJ   04/80  15000          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 150OO 

OOLBRAN                        0051524   MESA                     NATL  350     I.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 35O 

OOIX»ADO  SPRINGS                  0052258   EL  PASO                   NATL  264000     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 264000 

O0^nC*W0OD  MHP                   0054106   ADAMS                    NATL  90     1.3 

TCXCAL  POPULAnON  SERVED  BY  SOURCE  WAI5R  SYSTEM 90 

OOnONWOOD  SPRINGS  MHP                     GARFIELD                  NATL  80     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 80 

OOUMIRY  GARDEWS  MHP               0054197   ARAPAHOE                  NATL  100     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 100 

^^^^                                                                0051490   M3FFAT           NaSiF6    ADJ   04/53  12000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 12000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

:OLORADO 

/ATFR  SYSTEM  and EPA                    COUNTY                             CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

ONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

f^Q  DATE LbVbL    LbVcL 

CRAWFORD                                                            0O56A73      DELTA                                                    NATL  300            0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

CRIPPLE  CREEK                                                   0052381       TELLER                                                  NATL  600            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

CRIPPLE  CREEK  WOJ  ESTS                                 0192260      TELLER                                                  NATL  600            0.0 

TOTAL  POPULATIC»l  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

(ROWLEY                                                              0186908      CROWLEY                                                NATL  100             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

CROWLEY  OOUNTy  WA                                           0055913      CROWLEY                                                NATL  2650             1.1 

TOTAL  POPULATTCXJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2650 

DEER  TRAIL                                                        0054541      ARAPAHC*:                                               NATL  493            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 493 

DEL  NORTE                                                           0050138      RIO  GRANDE                      NaF                ADJ       09/82  1800                         1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSIH^ 1800 

DENVER  0054940      DENVER  NaSiF6  ADJ      05/541000000  1.0 

ALAMEDA  W&S  DIST                                                            DENVER                                                  OONS  1274 

AMES  STREET  WA                                                                DE3MR                                                  OONS  45 

BANCRDPI-CLCVER  W&S  DIST                                             COJVER                                                  OCWS  22946 

BEAR  CREEK  W&S  DIST                                                         EtMVER                                                     OONS  5383 

BElWEn  BEAR  CK  FARM  WSD                                               DENVER                                                     COtiS  276 

BERKELEY  W&S  DIST                                                          DENVER                                                  OCWS  3286 

BONVUE  W&S  DIST                                                              DENVER                                                  OONS  556 

BOW  MAR  W&S  DIST                                                            DENVER                                                  OCWS  1046 

BRDOKRIDGE  HETCWTS  WD                                                  MNVER                                                  OC»JS  1015 

BROQMFIELD                                                                        DENVER                                                  OONS  7287 

CANITCC  W&S  DIST                                                            DENVER                                                  OONS  35 

CASTLEWOOD  WD                                                                     E*NVER                                                     OONS  2810 

C£mR  CREST  WD                                                                DENVER                                                  OCWS  570 

CHERRY  CREEK  VALLEY  WD                                                DENVER                                                  0»iS  3559 

CHERRY  CREEK  VIL  WD                                                      C*NVER                                                  OONS  1564 

CHERRY  HILL  HCTTS  WD                                                         DENVER                                                     03tiS  168 

CHERRY  HILLS  NW&S  DIST                                                   E*NVER                                                     OONS  504 

CHERRY  HILLS  PARK  WC                                                    DENVER                                                  OONS  59 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR   POP  NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START  SERVED    NAT   OPT 
DATE           LEVEL  LEVEL 

OIEKRY  HILLS  SUBD  WD 
CHEKRY  MDOR  WD 
CHERRYMDOR  SOUffl  WD 
CHBRRYRIDGE  W&S  DIST 
CHERRYVILLE  HEIGHTS  WD 
OOLUMBIA  GAREtHS 
OOLLMBINE  W&SD 
OCNSOLIDATED  ML/T  WC 
CRESIVIEW  W&S  DIST 
EAST  CHERRY  HILLS  WUA 
EAST  WARREN  WA 
EAST  WHEA3RIDGE  ASSN 
EDGEWATER 
FEHLMANN  SUB  WA 
GREEN  MIN  H(  W&S  DIST 
GREENWOC©  HILLS  MUT  WC 
HAVANA  W&S  DIST 
HIGH  VIEW  WD 
HIGHLINE  PARK,  INC 
HILLCREST  W&S  DIST 
HOLLY  HILLS  W&SD 
KEUm  HCTS  WD 
KEN  CARYL  RANCH  WD 
KING,  LLOYD  J. 
LAKEHURST  W&S  DIST 
LAKEWOOD 
LITTLEm^I 
LOOMMR  W&S  DIST 
LCRETID  HGTS  RE  SUB  WA 
MANSFIELD  HGTS  W&S  DIST 
MARY  LCXJ  WD 
MEADE  LANE  WD 
MEADOWBROCK  WD 
MIUJER  HGTS  WD 
MDUNTAIN  VIEW 
N.WASHINGIW  ST  WSD 
NORIH  LINCOLN  W&S  DIST 
NORTH  PEOOS  W&S  DIST 
NORTORIDGE  MET  DIST 
NORIHSIDE  W&S  DIST 
PANOIAMA  PARK  WA 
PIAITE  CmffM  W&S  DIST 
RQXY  STCNE 
S  SHERIDAN  W&S  DIST 
S.UNIVERSITY  PL  WA 
SHERIDAN 
SOUIH  CLARKSOJ  W&S  DIST 


0054668 
0053736 


DENVER 
ESNVER 
DENVER 
DENVER 
DENVER 
ItNVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
CtNVER 
DENVER 
DENVER 
DENVER 
E*NVER 
DENVER 
DENVER 
DENVER 
DENVER 
ESNVER 
DENVER 
DENVER 
ESENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
MNVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 
DENVER 


CONS 

49 

CONS 

59 

OONS 

192 

CONS 

259 

OONS 

329 

CONS 

1228 

OONS 

1697 

OONS 

10500 

OONS 

20000 

OONS 

164 

OONS 

444 

OONS 

563 

OONS 

4826 

OONS 

52 

OONS 

21360 

CONS 

262 

OONS 

5225 

OONS 

2586 

OONS 

42 

OONS 

920 

OONS 

2800 

OONS 

784 

OONS 

2621 

OONS 

42 

OONS 

11991 

OONS 

2516 

OONS 

27128 

OONS 

182 

OONS 

91 

OONS 

647 

OONS 

1764 

OONS 

44 

OONS 

1424 

OONS 

588 

OONS 

801 

OONS 

19415 

OONS 

472 

OONS 

864 

OONS 

598 

0»1S 

3689 

OONS 

42 

OONS 

17605 

OONS 

17 

OONS 

4301 

OONS 

91 

OONS 

4357 

OONS 

136 
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STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

START    SERVED           NAT       OPT 

DATE                             LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

^ATER  SYSTEM  and  ~  ^^  COUNTY  CHE^ 

CONSECUTIVE  SYSTEMS  SERVED  ID  UbtU 

N0_ 

SOLTIH  EAST  WHEATRIDGE  WA                                              DENVER                                                    OONS  290 

90UIHEAST  E2JGLEW00D  WD                                                DENVER                                                 OONS  31A05 

SOinHGAIE  WD                                                                   mmR                                                 OONS  21861 

SOimMST  MET  W&S  DIST                                                DENVER                                                 OONS  16978 

SIEBBINS  SUED  WC                                                              DEJJVER                                                    OONS  136 

STHWEST  CHERRY  HILLS  WD                                              DENVER                                                 OOJS  840 

TAMARAC  W&S  DIST                                                              MNVER                                                    OONS  56 

VAT  T  FY  WD                                                                        DENVER                                                  OONS  3269 

VILLAGE  HTS  ADD  WD                                                          DENVER                                                    OONS  1001 

WELLMAN'S  SUED                                                                  DENVER                                                    OONS  112 

WESTLAND  WD                                                                        DENVER                                                    OONS  157 

WHEAT  RIDGE  WD                                                               DENVER                                                 OMJS  1A357 

WILLOWBRDOK  W&S  DIST                                                   DENVER                                                 OONS  2824 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1321436 

DILLON                                                               0050336      Sll«MIT                             NaF                ADJ       12/82  600                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

DOMAIN  W&SD                                                     0052043      EL  PASO                                               NATL  300            1.0 

TDIAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 300 

DUKES  MHP                                                         0054478      JEFFERSON                                            NAIL  250            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 250 

DURANOO                                                             0049809      LA  PLATA                         NaF                ADJ      05/57  16000                        1.0 

TODVL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSItM 16000 

EADS                                                                   0056101      KIOWA                                                   NATL  900            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 900 

EAGLE                                                                 0050666      EAGLE                               NaF                ADJ       12/80  1400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

EAST  ALAMDSA  W&S  DIST                                  0074419      ALAMOSA                                               NATL  700            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 700 

EAST  CHERRY  (REEK  VALLEY  WD                       0199661      ARAPAHOE                                              NATL  4100            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EAST  END  WATER  00 


EAST  VALLEY  W&S  DIST 


EASTLAKE  WD 


EASTODC©  ESTATES  WD 


ECKLEY 


ENGLEWOOD 


EUREKA  WATER  00 


EVEKGREEN 


FAYETTE  WATER  00 


FEMEAL  HEIGHTS  WD 


FESSLEKS  MHP 


FLEMING 


^p^ COUNTY  CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 

IP)                          USED             START  SERVED    NAT   OPT 
I^Q DATE LEVEL  LEVEL 

0056A16   OIERO                    NAIL  80     2.0 

TOTAL  FOPULATICN  SERVED  BY  SOURCE  WATEK  SYSTEM 80 

005A882   ARAPAHCE                  NAIL  150     1.5 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYS1B4 150 

0053769   ADAMS                    NAIL  142     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 142 

0054114   ADAMS                    NATL  900     3.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSmi 900 

0070730   YLMA                     NAIL  162     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATOR  SYST^ 162 

0054833   ARAPAHOE                  NATL  37000     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 37000 

0056325   OTORD                    NATL  430     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 430 

0054650   JEFFERSON         NaF      ADJ   10/76  6000          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSi™ 6000 

0056440   OrraRO                    NATL  110     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM HO 

0054890   ADAMS                    NATL  8000     1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

0031377   CHAFFEE                   NATL  130     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 130 

0070540   LOGAN                    NATL  400     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ ^*^ 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR         POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START    SERVED           NAT       OPT 
DATE                             LEVEL    LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

ER  SYSTEM  and 
ISECUTIVE  SYSTEMS  SE 

FLDRISSAMT  ESTAIES  WIR  SBRV                       0192294      TELLER                                                 NATL  60            1.9 

TDTEAL  POPULATION  SEKVED  BY  SOURCE  WAKK  SYSTEM 60 

FOREST  VIEW  ACRES  WD                                    0070615       EL  PASO                                               NATL  400            1.5 

TQfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

PORT  MORGAN                                                      0070714      MORGAN                                                 NATL  9000            0.7 

TDTEAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

FOKTAIN                                                           0052241       EL  PASO                                               NATL  6500            1.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH4 6500 

FXXKEAIN  VALLEY  AUIH                                     0186064      EL  PASO                                               NATL  35000            0.7 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH>1 35000 

FXMiR                                                               0056283      OIERO                                                   NATL  2000            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

FXKHILLS  HCMBOWNER'S  ASSN                           0187807      WELD                                                     NATL  35            1.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 

FXKRIDGE  FARM  hHP                                          0054817      ARAPAHOE                                              NATL  1400            3.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1400 

FREDERICK                                                         0055475      WELD                                                     NATL  1500            0.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

FT  COLLINS                                                        0055236      LARIMER                           NaSiF6          ADJ       12/67  65000                        1.0 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAIffi  SYSTEM 65000 

FT  OOUINS-LDVELAND  WD                                 0073619      LARIMER                                                ADJ  13000                        1.0 

EAST  LARIMER  00  WD                                    0073593      LARIMER                                                OONS  15000 

NORTH  WELD  OaWFY  WD                                 0055616      WELD                                                     OONS  3240 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHd 31240 

fT  LUPTCN                                                         0055467      WELD                                                     NATL  4000            1.2 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4000 


> 


s 

I 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and EP^       COU^^^V           CHEM     STATUS  FLUOR  ^0^  N.^URAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  10^  ^^^° START  SERVED   ^NAT^  OPT^ 

FT  LYONS  VA  HOSPITAL               0070490   BENT                      NATL  1100     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

GALAMB  MHP                      0161125   ADAMS                    NATL  80     3.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 80 

GALEnON  WTR  00                   0055483   WELD                     NATL  112     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 112 

GARCIA  DCMESnC  WUA               0049585                          NATL  80     0.6 

TOTEAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTOd 80 

GARDEN  VALLEY  W&S  DIST             0052209   EL  PASO                   NATL  1350     2.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1350 

GARDNER  W&SD                     0053017   HUERFAN3                  NATL  170     0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

GATEWAY  CAMPC50UND                0187815   WELD                     NATL  80     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 80 

GILCREST                        0055491   WELD                     NATL  382     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 382 

GLEMiALE                        0054825   ARAPAHOE                  NATL  2500     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSI^ 2500 

OOLDEM                         0054643   JEFFERSON                 NATL  13800     0.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 13800 

GRACE  MAR  WUA                    0053447   BOULDER                   NAIL  50     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYST^ 50 

GRANADA                        0056010   PROWERS                   NATL  450     1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 450 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and       '  '  §^7 pp.,  .■.-p^ . 

CONSECUTIVE  SYSTEMS  SERVED                                 in                      ^uuiniy                            CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

NO                                                                  ^^^°                                  START  SERVED          NAT       OPT 

'^^^'^  ^56028      «M^ ^^ ST^'rf^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SY^m^l 1400 

GRAND  JLNCnCN  OOSISftl       mpqa 

0051581      MESA                                NaSiF6          ADJ      07/51  20000                        l.o 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATQl  SYSIH^ 20000 

(^^^^^^^i^  0199175      FT   PAon 

UI99175       EL  PASO                                                  NATL  120             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTHvl 120 

OlANDVIEW  MTIEL  &  MHP                                   0041269      U  PIAEA                                              NATL  50            0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTO^ 50 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

"^^^                                                       ^55???      I:!^                               "^'^^         ^      ^2/54  65000                       i.Q 

0055715      WELD                                                   CONS  2000 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSmi 670oo 

(REEU  ACRES  MHP-AURORA  0053959      AHAMQ 

uu:)jy:)y     ADAMS                                           j^^^  35^          ^^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYOTM 35O 

(Smi  MXMEAIN  FALLS  007106ft      ft   paqh 

UU/lUba      EL  PASO                                               NAIL  458            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSTEM 453 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAItR  SYOTM 100 

"^"^                                                             0055%2      PRCWERS                                                NAIL  129             1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ I29 

HASIY  WAHR  00  0070508      RF>/r 

UU/u:)U8      BEM-                                                     NAIL  250            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYOTW 250 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and ^^ COUT^^^  CHEM  STATUS     FLUOR    ^/^O/^^  NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID^  USED START    SERVED        ^NAT^   ^OPT^ 

HASWELL                                                             0056119      KIOWA                                                   NATL  140            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

HAXnjN                                                               0069948      PHILLIPS                                              NATL  1009            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYS1B1 1009 

HAYDQJ                                                               0051250      ROUTT                              NaSiF6          ADJ      01/60  1800                        1.0 

TOTAL  POPULATICW  SESVED  BY  SOURCE  WATER  SYSTEM 1800 

HATtn.TTTJR  HTS  W&S  DIST                                0053884      ADAMS                                                   NATL  250            2.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 250 

m-LAND  ACRES  W&S  DIST                                 0158915      ADAMS                                                   NATL  325            1.7 

TOTEAL  PCMJLATICN  SERVED  BY  SOURCE  WATER  SYSTEM 325 

Hiai  PLAINS  Wm  USERS  ASSN                         0053777      ADAMS                                                   NATL  350            1.6 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 350 

HIGH  VALLEY  ESTATES  MHP                               0191874      ALAMDSA                                               NATL  36            0.7 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

HIGHLAND  LAKES  WD                                          0052332      TELLER                                                 NATL  160            1.7 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 160 

HILLCREST  VILLAGE  MHP                                  0054189      ADAMS                                                   NATL  1500            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

HILLTOP  WATHl  GO                                            0056275      OTERO                                                   NATL  450            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

HOLBROOK  GENKR  WA                                        0056374      OIERD                                                   NATL  80            1.6 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTQ1 80 

HOLLY                                                                 0056002      PROWERS                                               NATL  1050            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1050 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  ' §^7 rr^nKi-r^ ?^ - 

CONSECUTIVE  SYSTEMS  SERVED                                 ID                      ^UUNIY                           CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

NO                                                                  ^^^°                                  START  SERVED           NAT       OPT 

mijv  MimiAT    ur  " ~ ■ ^^^^ - LEVEL   LEVEL 

HOLLY  MinUAL  WC                                              0054767      ARAPAHOE                                              ^  ~            ~ 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYOTW 175 

^""^                                                             ^9^55      ™^^                                              NAIL  2200            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  mm  SVSYm 2200 

^^^I^^^^STEAD  SUED  nift^7^A  K^Dn^v^ 

0183756   M3RGAN                    jl^  40     1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 4q 

«^^^^^^S                                          (K)75267      j™^                                           ^  ^3^            ^^^ 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYfflTW ^30 

HOCVER  HILLS  W&SD  BO^^^ 

BOULDER                                                  j,^^  25             1,0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 25 

''"^''                                                         "^^'^      ^^                              NaF                ADJ      06/84  1100                        i.o 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSTB^ 1100 

^^^'^                                             0128561      HUB..^                                          ^  ^^           ^_^ 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM JOO 

"^^^^^  0055525   WELD  ^.^ 

NATL  540            0.9 

TOTAL  POPUbmON  SERVED  BY  SOURCE  WArtR  SYSmi 5^ 

•«»                                                                   0055806      LINOOU^                                                ^^  ^^            ^^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 99O 

HHJNianr  WAKR  SUPPLY                                 0056168      OmD                                                  NAIL  55             19 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 55 

'"^^^^                                                           0054627      JEFFERSON                                            ^  330            ^^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYOTM 35O 

INSPIRAHCW  VAU^  MHP                                 0054460      JEFFERSON                                            ^  3^3             ^^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYOTM 325 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO  ^ 

WATER  SYSTEM  and EPA COLmV  CHEM  STATUS     '^^^^^    J^^l^'^''^'^' 'l';,'"^' 

CONSECUTIVE  SYSTEMS  SERVED  10^  ^^^° START    SERVED        ^NAT^     OPT^ 

IRONDALE  MHP                                                    01409A7      ADAMS                                                   NAIL  100            1.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

JOHNSONS  VILLAGE  MHP                                    00315A2      CHAFFEE                                               NATL  100            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYS^M 100 

JOHNSTOWN                                                         0055533      WELD                                NaSiF6          ADJ      09/82  1200                        1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

JOSEPH  WATER  OORP                                          0070607      PUEBID                                                 NATL  200            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^l 200 

KEENSBURG                                                         0055541      WELD                                                     NATL  550            3.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 550 

KING'S  TRAILER  CT                                         0187617      LOGAN                                                   NATL  95            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB4 95 

KIT  CARSCW                                                       0069526      CHEYENNE                                             NATL  305            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTH«1 305 

KREJMLING                                                         0051656      GRAND                              NaF                AOJ      09/82  1500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

LA  JUNTA                                                           0056333      OTERO                                                   NATL  9000            1.3 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

LA  PLATA  VISTA  HOMEDWNERS  ASSN                                      LA  PLATA                                               NATL  25             1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^I 25 

LA  SALLE                                                           0055566      WELD                                                     NATL  1890            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1890 

LAFAYETIE                                                         0053488      BOULDER                          NaSiF6          AW      08/52  10800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  ~      cpT pp,i  imtv " ;^7-;= 

CONSECUTIVE  SYSTEMS  SERVED  in  ^UUNTY  CHEM  STATUS     FLUOR        POP     NATURAL  SYSTEMS 

^Q  USED  START    SERVED  NAT       OPT 

i^H^nnm.^  ois^i     ^ ^^^ -^    ''""l^'^'' 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIHI  SYSTEM 35 

I^^  PORK  -ffi  cr  0052951       JMO^ 

UU5^y51       UKE  NATL  100  0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSmi 100 

"^                                                                00559%      PROWERS                           NaF               ADU      06/84  10500                        1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTEM 10500 

^^^^^WD                                            (X)53504      mnm                                             N^  29            0.9 

TOTEAL  POPUIAnON  SERVED  BY  SOURCE  WAIHl  SYSIH^ 29 

0069443      BENT                                                     ^^^  ^^            ^.q 

TOTEAL  POPUDmON  SERVED  BY  SOURCE  WATER  SYSTQi 3O00 

^^^^                                                       0070748      m.V.                                                NML  60            0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 60 

LAZY  DAYS  MHV  0079871       FT    P&^ 

UU/ya/i      EL  PASO  NATL  95  0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 95 

Ii™M)WSSDI^  «>72603      mSU^  NML  180  0.8 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIER  SYSmi 180 

"^  0055780      LINCOLN  ^  2000  0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2000 

UTILE  GEM  mP  OTiMm-i      to  t  v^ 

0068023      TELLER  NATL  26  1.7 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIBR  SYOTM 26 

UTILE  THCMPSCN  /  CElfiRAL  WELD  0055244       LARTMFR  mcc-^ 

^mALw^oD^  S    iT^  '^'''       Z      '''   '^° 

NDRIH  CARm  lAKE  W  &  SD                         0070391      U^MER                                                Zl  ^ 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WA3ER  SYS-IIM 24975 

0055574      WELD                                                     NAT!.  895             1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYfflH^ 395 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LOG  LANE  VILLAGE 


LONCMCWr 


LCWGS  PEAK  WD 


LOUISVILLE 


LOUVIHRS  MLJr  SVC  00 


IXMLAND 


MANITOU  SHIINGS 


MANZANOLA 


MAPLE  (SOVE  WD 


MASOJS  TOLR  PARK 


MAY  VALLEY  WAIER  ASSN 


MCCLAVE  WA3ER  ASSN 


i^  COUNTY  CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 

10                         USED            START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0070698   MORGAN                    NATL  550     0.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 550 

0053520   BOULDER           NaSiF6    ADJ   09/58  53500          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 53500 

0053538   BOULDER           NaF      ADJ   07/84  2500          1.0 

TDflAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIQI 2500 

0053546   BOULDER          NaF      ADJ   09/82  9400         1.0 

TOflAL  POPULATICW  SERVED  BY  SOURCE  WAIHl  SYSTEM 9400 

0055095   DOUGLAS                   NATL  300     1.6 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 300 

0055251   LARIMER           NaSiF6    ADJ   07/54  38250          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB«4 38250 

0052191   EL  PASO                   NATL  4500     2.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 4500 

0056267  CfYm)                                                  NATL  438     1.6 

TOTAL  POPUtAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 438 

0053561   BOULDER                   NATL  50     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

0054353   JEFFERSOJ                  NATL  30     3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB1 30 

0055988   PROWERS                   NATL  1600     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 1600 

0070524   BENT                     NATL  375     2.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 375 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  "  EPA  rr^ntJrv T^H^T, ^-..^    ^ ■ 

CONSECUTIVE  SYSTEMS  SERVED  ,D  n^^n  ^      ^^^     ^^^°"        ^°^     NATURAL  SYSTEMS 

'7,  USED  START    SERVED  NAT       OPT 

■ — DATE LEVEL    LEVEL 

ME^^D  0705656      DDGAN  NAIL  307  0.9 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATffi  SYOTW 3O7 

"^^^^^^^  ""P  0068916     mnmsE  natl  70         0.6 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSmi 70 

"n^^^J  0050690      EAGIi:  NaF  ADJ      OA/81  1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYm 1500 

MDDEL  Wm  USERS  ASSN  0052720      LAS  ANIMAS  NATL  50  3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITW 50 

M3»A>1Q^  0052183      EL  PASO  NATL  690  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 690 

MOORE'S  MHP  0083626      BEOT  NATL  40  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITiM 40 

M31KEAIN  MimiAL  Wm  ASSN  0192260      lELI^  NATL  600  2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSIB>1 600 

MDIKEAIN  SHADOW  MDBILE  ESTAIE  0052472      PUEBip  NATL  160  0  8 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WAHR  SYSmi 160 

"^^^''^^  VIEW  WUA  0053785      ADAMS  NATL  384  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYS^M 334 

MDUMEABJ  VILLAGE  MEHRD  DIST  SAN  JUAN  NATL  158  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 158 

'"''^"^  0054437      JEFFERSON  NATL  600  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 600 

STEAMBOAT  SPRINGS                                      0051367      ROJIT                                                   OqNS  4600 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7IOO 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and ^^A                   COlH^IT^                           CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED        ^NAT^   ^OPT^ 

MIN  FUELS  SUPPLY-POWDEH  WASH                     0056986      NDFFAT                                                 NATL  75            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

MIN  MEADOWS  MHP  &  CAMPGROUND                     0183806      TELLER                                                 NATL  80            1.8 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTDd 80 

MTN  VIEW  VILL  MHP                                          0054387      LAKE                                                     NATL  45            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 

NAVAJO  WESTEBN  WD                                          0171462      HUERFANO                                             NATL  90            0.6 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 90 

NEWQALE-(SAND  VALLEY  WC                               0056259      OTERO                                                   NATL  625             1.1 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 625 

NORAD  VIEW  TRLR  PK                                        0079863      EL  PASO                                               NATL  45            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 

NORTH  GLENN                                                     0184044      ADAMS                                                   NATL  32000            0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32000 

NORTH  HURON  WD                                                0055608      WELD                                                     NATL  80            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 80 

NORTH  WASHXNGTON  WUA                                    0053793      ADAMS                                                   NATL  140             1.9 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 140 

NUNN                                                                   0055624      WELD                                                     NATL  300            0.8 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 300 

OAK  OlEEK                                                         0051276      ROUTT                              NaF               ADJ      07/85  1000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQd 1000 

OLNEY  SPRINGS                                                  0055905      CROWIiiY                                               NATL  350            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  '  era miiMTV ^^^,, ^^^^    ^    

CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                 ncfn             ^^^^^^     ^^^^^  ^^^     NATURAL  SYSTEMS 

'  Q  USED  START    SERVED  NAT       OPT 

■ DATE LEVEL    LEVEL 

ORCHARD  (SDVE  TP                                            0053603      BOUl^                                               ^  ~            ~ 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 43O 

OROIARD  HILLS  M/r  WC                                    005A734      ARAPAHOE                                              NATL  125            1.3 

lOLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 

CROWLEY                                               NATL  1800            0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 1800 

O^S                                                                   0070185      WASHINGTON                                          NATL  550            0.8 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 55O 

OVERLAND  WC  npuv/ro 

DEMVER                                                    NATL  75             1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 75 

(f^^^i^^^                                             0051995      EL  PASO                                               NATL  50            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 50 

^°                           0070151   SEDGWICK                  NATL  435     0.6 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 435 

PAGEI^TRIR  CT                                                0141^^      MK^                                                 ^  250            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 250 

^^^^                                                          0051565      MESA                                NaSiF6          ADJ       12/52  2500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2500 

PAIMERUKE                                                      0052142      EL  PASO                                               NAIL  1130            I.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM II30 

PALMER  UUCEMHP                                              0052068      EL  PASO                                               NAIL  190            0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAItR  SYSIIM I9O 

PAtCRAMA  PK  MJT  WAT  USERS                           0053611       BOULDER                                               NATL  130            0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYSTO1 130 
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CHEM 

STATUS     FLUOR        POP     NATURAL  SYSTEMS 

USED 

START    SERVED          NAT       OPT 

DATE                             LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  EPA  COUNTY 

CONSECUTIVE  SYSTEMS  SERVED  ID 

NO 

PANC«AMIC  MESA  SUBD               0117093   GARFIELD                  NATL  60     0.8 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

PfOU                                                                                   PHILLIPS                  NATL  92     0.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 92 

PADNIA                         0049650   DELTA            NaF      ADJ   09/82  2500          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WJm  SYSTEM 2500 

PARADISE  ACRES  MHP                0195A20   (HAFTEE                   NATL  50     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

PARK  CENTER  WAIHl  DIST             0052670   FREMONT                   NATL  2200     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2200 

PARK  FOREST  WD                   0052092   EL  PASO                   NATL  500     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

PARK  WAIER  00                    005A692   JEFFERSON                 NATL  125     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 125 

PARKDALE  WATER  00                 0056192   OTERO                    NATL  50     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBd 50 

PARKER  W&SD                     0055046   DOUGLAS                   NATL  1200     1.5 

TOTAL  P0PULATia4  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

PATIERSCN  VALLEY  WAT  00            0056424   OTERO                    NATL  115     1.1 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 115 

PEAKVIEW  MH  CT                   0053918   ADAMS                    NATL  80     2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 80 

PEEE                          0070573   LOGAN                    NATL  220     0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 220 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

SnIeCUt'ivI'sYs'tEMS  served                                   f^                    ^^^^                             ^^^            STATUS     FLUOR  POP     NATURAL  SYSTEMS 

CONbECUTIVE  SYSTEMS  SERVED                                   ID                                                                    USED                                  START  SERVED           NAT       OPT 

■ — DATE LEVEL    LEVEL 

Pf**IOSE  WD                                                       0052662      FTIEMOMT                                               NATL  3000            1.6 

TDfEAL  POPUlvmON  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

PERRY  PARK  W&SD                                              0055061       DOUGIAS                                                NATL  650            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 650 

PB4E  DRIVE  WD                                                  0052415      PUEBLO                                                 NATL  225             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

PIONEER  imaDin*  WD                                        0191023      el  PASO                                               NATL  30             1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 30 

PiJ^nWIUE                                                     0055640      WEU)                                                     NAIL  1620             1.5 

lOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 1620 

PCNCHO  SPRINGS                                                0186767      CHAFFEE                                               NATL  360            3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 360 

PGNDEROSA  SOUIHERN  BAFT  ASBLY                   0055020      DOUGUS                                                N/m.  40            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM AO 

PRAIRIE  VIEW  SUBD                                                             ADAMS                                                   NATL  85            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 85 

PRICE  EAST  ALAK)SA  WC                                   0183608      AU^MDSA                                               NATL  400             1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

Pf™<=^I^  CLUB                                                  0052860      CHAFFEE                                                NATL  40            9.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

P^'I^C"^^                                                         0056069      BACA                                                     NATL  120             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

PROJECT  7  WATM  AUIH(MDNIROSE)                  0183822      MOWIROSE                         NaSiF6          ADJ      04/53  31000                        1  0 

aHPEHA  WATER  00                                        0050039      NCNTRDSE                                              OONS  2100 

DELIA                                                             004%27      DELTA                                                   OONS  6000 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT       OPT 
DATE                           LEVEL   LEVEL 

POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

R  SYSTEM  and 
ECUTIVE  SYSTEMS  SE 

MEWCKEN  WATER  CD                                        0050047      MONIBDSE                                              OONS  1500 

MSfmOSE                                                       005005A      KKIROSE                                              COJS  15000 

OLAIHE                                                           0050070      MDMTROSE                                              OONS  900 

■nU-KIXJNTY  WAT  COttS  DIST                         0050088      MI»rotDSE                                             COtiS  5600 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAHR  SYSTH*! 62100 

PRDSSERS  TRLR  CT                                            0063768      MESA                                                     NATL  40            0.7 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WATER  SYSTEM 40 

PUEBDO                                                               0052514      PUEBLD                            NaSiF6          ADJ      08/82  110000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110000 

PUEBLO  WEST                                                     0052506      PUEBDD                            NaF               ADJ      09/82  3500                        0.9 

TOTAL  P0PULATIC»4  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

RPFim  J                                                           0186312      LAPLATA                                               NATL  210            0.9 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 210 

RANGELY                                                             0051433      RIO  BLANCO                                          ADJ       11/81  2000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

RAYMER  WAim  00                                              0055657      WELD                                                     NATL  70            2.6 

TOTAL  POPULAn»i  SERVED  BY  SOURCE  WATER  SYSTEM 70 

RED  ROa<  VALLEY  WD                                        0070623      EL  PASO                                               NATL  140            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

RED  TABLE  HGMEIOWNERS  ASSN                                                EAGLE                                                     NATL  100             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 100 

RED  WING  MHP                                                      0192104      ALAMOSA                                                 NATL  35             3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 

REDHILL  PCMWGA                                                0192328      PARK                                                     NATL  25            1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 


84 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

COnIpCu?ivI''s?s?em^  c;po^pn                                   f^                    CO^^^                             ^^^            STATUS     FLUOR  POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                 USED                                START   SERVED          NAT       OPT 

— ^ , DATE LEVEL   LEVEL 

REOCOD  ARMS  HJYEL  &  IR  CT                         0033688      DELTA                                                   NATL  100            0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

RIDGEim)WD                                                    0052357      TELLER                                                 NATL  100            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

RIPLE                                                                 0051938      GARFIELD                                              ADJ      06/56  4000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 4000 

RIVERSIDE  WATER  00                                        0056200      OTm)                                                  NATL  130             1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 130 

ROARING  FORK  MHP                                            0051045      EAGLE                                                   NATL  150             1.4 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 150 

RDOC  (SEEK  MESA  WD                                        0052001       EL  PASO                                               NATL  850            1.6 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYS-IH^l 850 

f'^^^^WALE                                                           0022285      FREM3WT                                               NATL  350            1.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 350 

^^^^^  P°^                                                       0056242      OTERO                                                   NATL  4800            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

ROCKY  MEADCWS  MP                                            0079327      CLEAR  CREEK                                        NATL  27            0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 27 

ROSEWOOD  mils  SUED                                      0184887      TELLER                                                 NATL  25            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

ROUND  MOUNTAIN  W&SD                                      0184010      CUST^                                                 MIL  600            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYSTEM 600 

KCKBOROUCH  PARK                                              0054973      DOUGUS                                                NATL  125            0.8 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 125 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START    SERVED          NAT       OPT 
DATE                             LEVEL   LEVEL 

SALIM 


SAN  LAZARD  TP 


SCHLEEEL  WC 


SEXURITY  MHV 


SECURITY  W&S  DIST 


SEIJALIA  W&SD 


SEDGWICK 


SHADOtWOOD  ARTS 


SHADY  ACRES  MHP 


SHADY  LANE  TOLR  CT 


SHANOU  LA  TR  CI 


SHANNCW  ESTAIES  W&S  DIST 


0052803 
TOTAL  POPULATICW  SERVED 

0053652 
IDEAL  POPULATI(»I  SERVED 

0199315 
TOTAL  POPULATION  SERVED 

0079798 
TOTAL  POPULATION  SERVED 

0052233 
TOTAL  POPULATION  SERVED 

0055087 
TOTAL  POPULATION  SERVED 

0070136 
TOTAL  POPULATION  SERVED 


TOTAL  POPULATION  SERVED 

0053678 
TOTAL  POPULATION  SERVED 

0054098 
TOTAL  POPULATIOJ  SERVED 

0104406 
TOTAL  POPULATIO)  SERVED 

0053686 
TOTAL  POPULATIOJ  SERVED 


CHAFFEE                   NATL  6300     0.9 

BY  SOURCE  WATER  SYSTEM 6300 

BOULDER                   NATL  725     0.9 

BY  SOURCE  WATER  SYSTH«1 725 

OIERO                    NATL  40     1.5 

BY  SOURCE  WATER  SYSTEM 40 

EL  PASO                   NATL  100     2.3 

BY  SOURCE  WATER  SYSTEM 100 

EL  PASO                   NATL  8000     1.6 

BY  SOURCE  WATER  SYSTEM 8000 

DOUGLAS                   NATL  275     0.7 

BY  SOURCE  WATER  SYSTEM 275 

SEDGWICK                  NATL  257     0.6 

BY  SOURCE  WATER  SYSTEM 257 

PITKINS                   NATL  30     1.0 

BY  SOURCE  WATER  SYSTEM 30 

BOULDER                    NATL  70     1.5 

BY  SOURCE  WATER  SYSTEM 70 

ADAMS                     NATL  125      2.2 

BY  SOURCE  WATER  SYSTEM 125 

CHAFFEE                   NATL  100     0.7 

BY  SOURCE  WATER  SYSTEM 100 

BOULDER                   NATL  500     1.5 

BY  SOURCE  WATER  SYSTEM 500 


86 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

cSNlECU?ivfs?s?EMS  SERVED                                 ^T                   ^^^^                           ^^            STATUS     FLUOR  POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                    USED                                  START    SERVED          NAT       OPT 

■ ^ DATE LEVEL    LEVEL 

SHEPHEKDSMHP                                                  0194084      AD^MDSA                                               NAIL  135            1.4 

TOTAL  POPUlAnON  SEKVED  BY  SOURCE  WATEH  SYS1H>1 I35 

SHHRIDAN  LAKE  WC                                            0056093      KIOWA                                                   Natl  IGQ            2.I 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAT^  SYSTH^ lOQ 

SHERII^MHP                                                    0054452      JEFmsON                                            NATL  210            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 210 

SHESWDOD  FX»EST  IMPRDV  ASSN                       0052324      lELIiK                                                 NATL  70            2.2 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAUR  SYSTEM 70 

SIERRA  VISTA  HCMBCWNERS  ASSN                     0132530      DOUGUS                                                NATL  45             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 

SIERRA  VISTA  TP                                              0055376      WEU)                                                     NATL  180            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 180 

SILVER  CREEK  W&SD                                                             GRAND                                                   NATL  250            1.2 

TDTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 250 

SILVER  PUM:                                                    0053256      OEAR  CREEK                                        NATL  160            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

SILVERTHORNE                                                    0050401       SUBMIT                            NaF               ADJ      08/81  1200                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

SILVERTON                                                         0050229      SAN  JUAN                         NaF                ADJ       10/81  900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IH^ 9OO 

SIMLA                                                                 0055863      ELBERT                                                 NAIL  525            0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 525 

S»»«ANCE  MANOR                                                0189522       SLM^T                                                   NATL  35             Q.g 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 
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^                   COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

USED 

START   SERVED          NAT       OPT 
DATE                            LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  EPA 

CONSECUTIVE  SYSTEMS  SERVED  ID 

NO     

SNCMiASS  WSD                     0050%3   PITKIN            NaSiF6    ADJ   09/82  1000          1.0 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

SOUIH  ADAMS  COUNTY  W&SD            0053801   ADAMS                    NATL  25000     0.8 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 25000 

SOUIH  SIDE  WATER  00               0056408   OTERO                    NATL  80     1.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 80 

SOUIH  SWINK  WATER  00               0056234   OTERO                    NATL  610     1.4 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATES  SYSTEM 610 

SOiriH  VALE  WD                    0184937   BOULDER                   NATL  30     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30 

SOUIHGATE  MH  SUBD                 0071316   WELD                     NATL  100     1.4 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SHIING  VALLEY  SUBD                0191163   TELLER                    NATL  25     1.6 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 25 

SPRINGFIELD                     0056077   BACA                     NATL  1750     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT"ER  SYS'TEM 1750 

ST  CHARLES  MESA  WW-PUEBID           0052548   PUEBLO            NaF      ADJ   10/84  9900          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9900 

STARWOOD  WD                              PITKINS                    NAIL  30     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIDI  SYSTEM 30 

STRASBURG  W&S  DIST                0053942   ADAMS                    NATL  850     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 850 

STRATIOI                        0069757   KIT  CARSOJ                 NATL  800     0.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

cnlllcmlT^yTrF^^  c^frvph  ^T  ^°^^^  ^^^  STATUS     FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

^ DATE LEVEL    LEVEL 

SUGAR  CT-IY  0055921      CROWLEY  NATL  400  1.6 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 400 

SIMUSE  RANCH  -  DIVINE  LIGHT                     0070409      LARIMER                                               NATL  200            1.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

SUCErr  VIEW  Wm  ASSN                                    0063826      PUEBLO                                                 NATL  65            0.7 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 65 

SUNVIEW  TRAILER  RANCH                                   0079467      EL  PASO                                               NAIL  50            2.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO-l 50 

SWAN'S  NEST  imLITY  00                                                   sumij                                                ^^^  35             ^^^ 

TOIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 35 

SWUK                                                                 0056226      OTERO                                                   NATL  680            1.6 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 680 

SYLMARMANDR                                                   0055681      WELD                                                     Nm.  326            2.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 326 

lELLER  OOLNIY  W&S  DIST                                 0052316      TELLER                                                 NATL  750            1.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 75O 

™RNrCN                                                           0053819      ADAMS                                                   NATL  49064            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 49O6A 

TWfffiERBIRD  W&S  DIST                                    0055038      DOUGLAS                                                NATL  300            1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

TDWN-OXinRY  m  DODGE                                  0049445      A1^M)SA                                               NATL  375            6.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 375 

TRANQUIL  ACRES  WSC                                        0052308      TELLER                                                 NATL  200            1.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 


89 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START    SERVED          NAT       OPT 
DATE                             LEVEL   LEVEL 

TRINIDAD  00526% 

TOTAL  POPULATIOI  SERVED 

TWO  BimES  00564A9 

TOTAL  POPULATION  SERVED 

UPreR  EAGLE  REGIONAL  WIR  AUIH 
AVON  0050633 

TOTAL  POPUIAnOJ  SERVED 

UTE  WAItR  OOeERVANCY  DIST  0051599 

TOTAL  POPULATION  SERVED 

VML  VALLEY  OCNS  WD 

TOTAL  POPULATION  SERVED 

0050906 
TOflAL  POPULATICW  SERVED 

0052878 
TOTAL  POPULATION  SERVED 

0054486 
TOTAL  POPULATI»J  SERVED 

0056432 
TOTAL  POPULATICW  SERVED 

0184689 
TOTAL  POPULATIOJ  SERVED 

0052290 
TOTAL  POPULATTOJ  SERVED 

0054965 
TOTAL  POPUIATICW  SERVED 


VAIL  W&S  DIST 


VALLEY  MHP 


VALLEY  MOBILE  MANMl 


VALLEY  WATER  00 


VANESMBURG  SUED  HQA 


VICIOR 


VIEW  RIDGE  WD 


LAS  ANIMAS         NaSiF6    ADJ   12/72  3835          0.9 

BY  SOURCE  WATER  SYSTHd 3835 

BACA                     NATL  80     0.9 

BY  SOURCE  WATER  SYSTEM 80 

EAGLE            NaF      ADJ  11000          1.0 

EAGLE                    CONS  1000 

BY  SOURCE  WATER  SYSTEM 12000 

MESA             Acid      ADJ   09/82  42000          1.0 

BY  SOURCE  UKim  SYSTD^ 42000 

EAGLE                    NATL  25000     0.9 

BY  SOURCE  WATER  SYSTH4 25000 

EAGLE                    ADJ   09/82  3000          1.1 

BY  SOURCE  WATER  SYSTEM 3000 

CHAFFEE                    NATL  101      0.7 

BY  SOURCE  WATER  SYSTEM 101 

JEFFERSOJ                  NATL  350     1.2 

BY  SOURCE  WATER  SYSTEM 350 

OTERO                    NATL  250     1.4 

BY  SOURCE  WATER  SYSTEM 250 

LAPLATA                    IvlATL  63     0.9 

BY  SOURCE  WATER  SYSTEM 63 

TELLER                    NATL  265     2.2 

BY  SOURCE  WATER  SYSTH«1 265 

DOUGLAS                    NATL  80     2.2 

BY  SOURCE  WATER  SYSTEM 80 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and                                                          EPA                   COUNTY                           CHEM            STATUS     FLUOR  POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                 USED                                START    SERVED          NAT       OPT 
NO DATE LEVEL    LEVEL 

VILAS                                                                 0070433      BACA                                                     NATL  150            1.4 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 150 

VRCMAN  WAKR  00                                              0056317      OITO)                                                   NATL  150            1.4 

TOrmL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

WAGON  WHEEL  MHP                                              0049452      ALAMDSA                                               NATL  275            0.7 

TOTAL  POPUL/mON  SERVED  BY  SOURCE  WATER  SYSTEM 275 

WALDEN                                                               0051730      JACKSON                           NaT                ADJ      09/58  800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 800 

WALS°®URG                                                        0052993      HUERFANO                         NaF                ADJ      06/81  4800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

WAnaffiURG  IMPRDVMENT  ASSN                         0055707      WELD                                                     NATL  272             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 272 

WEBER  TR  CI                                                     miWlbl      OIERD                                                   NATL  50            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 50 

WEST  GRAND  VALLEY  WA                                    0056341      OnTRD                                                   NATL  100            1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

WEST  HOLBRDOK  PIPELINE  00                           0056366      OTERO                                                   NATL  25            2.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 

WEST31EEX  LAKES  WD                                        0055004      DOUGUS                                                NA'TL  60            2.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIIR  SYSTEM 60 

WESTLAKE  W&S  DIST                                          0053835      ADAMS                                                   NATL  180            3.9 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WAIER  SYSTEM 180 

WESTMINISTIR                                                    0070839      ADAMS                                                   NAIL  60000            0.6 

SHAW  HEIOffS  WD                                          0054213      ADAMS                                                   CONS  4W0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 64440 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


COLORADO 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START    SERVED          NAT       OPT 
DATE                           LEVEL   LEVEL 

WESTUXX)  LAKES  WD 


WmSPERING  PINES 


WIDEFTELD  WJm  00 


WIESNER  WAISl  00 


WIGGENS  W&S  DIST 


WIKIUP  MHP 


WILSCN'S  SCFT  WIR 


WINDCLIFF  ESTA3ES 


WINSDDW  W&S 


WOODLAND  ACHES  TP 


WDCOLAND  PARK 


WDCDLAND  VILLAGE 


0052282   TELLER                    natL  225     1.8 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTH-l 225 

0184085   TELLER                    MIL  25     1.0 

TOTAL  POPULAHOI  SERVED  BY  SOURCE  WATER  SYSTEM 25 

0052225   EL  PASO                   NATL  18000     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 18000 

0053843   ADAMS                    NATL  115     2.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSHM 115 

0070722   MDRGAN                    NATL  512     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 512 

0028498   ADAMS                    NATL  1200     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 1200 

0056366   OTERO                    NATL  140     1.6 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAKR  SYSIQl 140 

0055335   LARIMER                   NATL  35     0.6 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTH-1 35 

0070805   MORGAN                    NATL  120     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 120 

0052266   TELLER                    NATI.  80     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

0052274   TELLER                    NATL  4000     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 4000 

0052266   TELLER                    NAIL  80     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 80 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

COLORADO 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR         POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

NO DATE LEVEL    LEVEL 

WOODLAND  WEST  WIR  USEHS  ASSN  0192179      TELLEK  NATL  280  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 280 

WRAY                                                                   0070268      YUMA                                                     NATL  2300            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

^^f*^EY  WC                                                       0191189      PUEBLO                                                 NATL  759            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 759 

YI*1A                                                                   0070276      YIMA                                                     NATL  3200            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 3200 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CONNECTICUT 

WATER  SYSTEM  and                      EPA       COUNTY           CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                          USED             START  SERVED    NAT   OPT 
NO    DATE LEVEL  LEVEL 

ANSONIA-DERBY  W  C                 0020021   NEW  HAVEN         Acid      ADJ    /79  33548          l.o 

TOTAL  POPUIAnai  SERVED  BY  SOURCE  WAIER  SYSTEM 33548 

BERLIN  W  AND  S  COtfi                                      0070021   HARTFiQRD          Acid      ADJ    /50  1228          1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 1228 

BRIDGEPORT  HYDRAULIC  GO            0150011   FAIRFIELD         Acid      ADJ    /67  336185          1.0 

TOOAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 336185 

BRISTOL  Wnm  DEPT                0170011   HARIEORD          Acid      ADJ    /60  57177          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB«1 57177 

CROKWELL  FIRE  DIST                0330011   MIDDLESEX         NaF      ADJ    /51  6000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 6000 

Cr  W  C-GUILF-CHESTEH  DIV            0270011   MIDDLESEX         Acid      ADJ    /67  55456          1.0 

TOnAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 55456 

cr  W  C-NAUGAIUGK  DIV               0880011   NEW  HAVEU         Acid      ADJ    /68  30127          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30127 

cr  W  C-WESTERN                   0490011   HARITORD          Acid      ADJ    /67  58633          1.0 

TOTAL  POPULATIOvl  SERVED  BY  SOURCE  WATER  SYSTEM 58633 

BANBURY  WATER  DEPT                0340011   FAIRFIELD         NaSiF6    ADJ    /68  35500          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 35500 

EAST  L1ME  WAIER  00                0450011   NEW  LONDON         NaF      ADJ    /74  16688          1.0 

TOTAL  POPULAIIMJ  SERVED  BY  SOURCE  WATER  SYSTEM 16688 

GREENWICH  WAIER  00  0570011   FAIRFIELD         Acid      ADJ   03/67  55846  1.0 

PORT  CHESTER  W  INC. ,  NY  0003456   FAIRFIELD  OONS  0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 55846 

GRDTON  WAIER  DEPT  0590011   NEW  LONDON         Acid      ADJ    /68  33200  1.0 

NQANK  FIRE  DIST  0590031   NEW  LONDON  OONS        2500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 35700 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CONNECTICUT 

ColTJurlT^yl^^^  <;p«^/P^  f^  ^O^NTY  ^^^  STATUS     FLUOR         POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

'^ DATE LEVEL    LEVEL 

HARITORD  MEm)  DIST  0640011       HARTTORD  NaSiF6  ADU  / 60  401000  1.0 

1UEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 401000 

LAKEVIEW  TERRACE                                            0320021      TOLLAND                                               NATL  530            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 530 

LLYhWDC©                                                              0120021       TOLLAND                                                  NATL  290             0.7 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 290 

MANOIESTHl  WAKR  DEFT                                  0770021      HARTFXM)                         Acid              ADJ          /68  51760                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51760 

MANSFIELD  STA  TOAIN  SOI                                0780011       TOLLAND                            Acid              ADJ           /50  2700                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

MERIDEN  Wnm  DEPT                                        0800011      NEW  HAVEN                       NaSiF6          ADJ           /68  60000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 60000 

MIDDLErKWN  WATER  00                                        0830011       NEW  HAVEN                        Acid              ADJ           /60  42000                         1.0 

TOTAL  POPUL/mON  SERVED  BY  SOURCE  WATER  SYSTEM 42000 

MYSnC  VALLEY  WAITR  00                                 1370011      NEW  LONDON                     NaSiF6          ADJ           /53  14000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14000 

NA™AN  HALE  WS                                                0320031      TOLLAND                                               NATL  160            1.9 

TOTAL  P0PUL\1T0N  SERVED  BY  SOURCE  WATER  SYS'ItM 160 

NEW  BRITAIN  WATER  00                                      0890011       HARTFORD                          Acid               ADJ           /50  90677                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 90677 

NEW  CANAAN  WAITO  00                                      0900011       FAIRFIELD                       NaF                ADJ          /58  17845                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 17845 

NEW  HAVEU  WAIHR  00                                        0930011      NEW  HAVEM                       Acid              ADJ          /67  379975  l.Q 

TOTAL  POPUFATION  SERVED  BY  SOURCE  WAlTiR  SYSTEM 379975 
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CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

USED 

START    SERVED          NAT       OPT 
DATE                           LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CONNECTICUT 

WATER  SYSTEM  and  EPA  COUNTY 

CONSECUTIVE  SYSTEMS  SERVED  ID 

NO 

NEW  LONDON  WATER  DEPT  0950011   NEW  LONDON         NaSiF6    ADJ    /68  49000  1.0 

TOTEAL  POPULATI(*l  SERVED  BY  SOURCE  WA3ER  SYSl'EM 49000 

NOROTON  Wnm  00  0350011   FAIRFIELD         NaF      ADJ    /67  19280  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 19280 

NORWALK  1ST  TAXING  DIST  1030011   FAIRFIELD         Acid      ADJ    /68  40000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40000 

NORWALK  2ND  TAXING  DIST  1030021   FAIRFIELD         Acid      ADJ    /68  38000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSim 38000 

NORWICH  WATER  DEPT  1040011   NEW  LONDON         Acid      ADJ    /69  32000  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 32000 

ORCHARD  HILL  ESTATE  0320171   TOLLAND  NAIL         50     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

PLAINVILLE  1100011   HARTFORD  NaF      ADJ    /82  15480  1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTB1 15480 

ROCKVILLE  WATER  AND  AqUEDUCT         1460011   TOLLAND  Acid      ALU     /67  28007  1.0 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 28007 

SanHBURY  1RAINING  SCHOOL  1300011   NEW  HAVEN         NaF      ADJ    /45   3000  1.0 

TOTAL  POPUL^ION  SERVED  BY  SOURCE  WATER  SYS'l'EM 3000 

SOUIHINGiaJ  WATER  DEPT  1310011   HARTFORD  HaF  ADJ     /b8  3fa747  1.0 

"  TOTAL  POPUlAnON  SERVO)  BY  SOURCE  WA'IER  SYSTEM 36747 

STAMFORD  WA3HI  00  1350011   FAIRFIELD         Acid      ADJ    /67  101638  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 101638 

TORRINGTON  WATER  00  1430011   UTCHFIELD         Acid      ADJ     /58  30982  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS'l'EM 30982 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

CONNECTICUT 

WATER  SYSTEM  and                                                             EPA                    COUNTY                             CHEM            STATUS     FLUOR         POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                    USED                                  START    SERVED  NAT       OPT 
NO DATE LEVEL   LEVEL 

LWIV  OF  OONNECnan-                                        O78OO2I       TOLLAND                            Naf'                ADJ           /50  21700                         1.0 

"lUrAL  POPULATION  SERVED  BY  SOURCE  WA'IW  SYSTEM 21700 

WALLINGPORD  WAITO  DEPl'                                  1A80011       NEW  llAVQJ                        Acid              ADJ           /67  A2000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTW A2000 

WAIHIBURY  WAItR  DEFT                                      1510011       NEW  HAVEU                        Acid               ADJ           /68  108000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  108000 

WILLIMANnC  WATER  DEPT                                 1630011      WINDHAM                           Acid              ADJ           /58  16400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

DELAWARE 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
^ NO DATE LEVEL     LEVEL 

ARTESIAN  WATER  (XMPANY  0000552      NEW  CASTLE  HF  ADJ      04/73  150000  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 150000 

CAME01-WYOMING  SEWER  &  WD  0000563      KENT  NATL  2700  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

CLAYKW  1  0001565      KENT  NATL  720  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 720 

CLAYTCN  2  0002565      KENI  NATL  A80  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM A80 

DEL  OCKRECTICWAL  CENTER  0000011       NEW  CASILE  NATL  1400  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

DOVER  AIR  FORCE  BASE  0000579      KENT  NaF  ADJ  774      8000  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 8000 

DOVER  AIR  FXDRCE  BASE  HOUSING  0000474      DOVER  NaF  ADJ  /80        900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  900 

DUCX  CHEEK  TRAILER  PARK  0000631       NEW  CASTLE  NATL  30  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSHM 30 

LEWES  WD  0000602      SUSSEX  NaF  ADJ      02/64      2600  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS'TEM 2600 

MILPORD  WD  0000616      KENT  &  SUSSEX  HF  AIXJ       11/73      5300  1.0 

TOTAL  POPULAllOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5300 

NEWARK  WD  0000630      NEW  CASTLE  NaF  ADJ  /51  30000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSITM 30000 

SELBYVILLE  WD  0000654      SUSSEX  NaF  ADJ      05/56       1425  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1425 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

DELAWARE 

SNlEluT^rsyrTEMS  SERVED  %'  ^^^  CH|M         STATUS     FmOR  JOP^    NATUF^L  SYSTEMS 

NO  DATE LEVEL     LEVEL 

STRIMELS  TRAILER  PARK  0000492      KEl^  NATL  38  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38 

WILMINC7IDN  0000663      NEW  CASTLE  NaSiF6  ADJ      01/60  140000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1D«1 140000 

WILMDOON  SUBURBAN  W  OORP  0000564      NEW  GASILE  HF  ADJ      03/72     75000  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 75000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


DISTRICT  OF  COLUMBIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


WASHINGIDN  AQUEDUCT-ORPS  QC 
ARLINGTC»I  00  W&SD,  VA 
FALLS  CHURCH,  VA  (PART) 


0000001      DISTRICT  OF  OOLUMBLA  Acid  ADJ      06/52  884000 

6013010      ARLDJGTDN  CONS  0 

6610100      FAIRFAX  OONS  0 


1.0 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 


884000 


100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

ALACHUA  NaF  AUJ       06/80  3703  0.8 

BY  SOURCE  WATER  SYSTEM 3703 

MANATEE  NATL  1664  0.0 

BY  SOURCE  WATER  SYSl'EW 1664 

FRANKLIN  NAIL  2613  0.0 

BY  SOURCE  WAl-ffi  SYSTEM 2613 

DE  SCTK)  NATL  6105  0.0 

BY  SOURCE  WATEK  SYSTEM 6105 

HIGHLANDS  Acid  ADJ       06/81  8800  0.7 

BY  SOURCE  WATER  SYSTEM 8800 

OKALOOSA  NATL  1575  0.0 

BY  SOURCE  WATER  SYSTEM 1575 

PALM  BEACH  Acid  ADJ       12/56  16928  0.7 

BY  SOURCE  WATER  SYSTEM 16928 

CALHOUN  NATL  2701  0.0 

BY  SOURCE  WATER  SYSTEM 2701 

MANAIEE  NATL  1730  0.0 

BY  SOURCE  WATER  SYSTEM 1730 

BROWARD  Acid  ADJ       08/76  6700  0.7 

BY  SOURCE  WATER  SYSIIM 6700 

BROWARD  Acid  ADJ      08/76  170900  0.7 

BY  SOURCE  WATER  SYSTEM  170900 

LEE  NATL  45777  0.0 

BY  SOURCE  WATER  SYSTEM 45777 


ALACHUA 


ANNA  MARIA 


APALACHIOOLA 


ARCADIA 


kMOti  PARK 


BAKER 


BELLE  GLADE 


BLDUMTSTOWN 


BRADQWDN  BEACH 


BROADVIEW  PK  WC 


2010017 
TOTAL  POPULATION  SERVED 

TOTAL  POPULiOlON  SERVED 

1190150 
TOTAL  POPULATION  SERVED 

6140314 
TOTAL  POPULATIOJ  SERVED 

5280049 
TOTAL  POPULAnOi  SERVED 

1460043 
TOTAL  POPULATION  SERVED 

4500105 
TOTAL  POPULATION  SERVED 

1070685 
TOTAL  POPULATION  SERVED 


TOTAL  POPULAHON  SERVED 
4060155 

TOTAL  POPULATION  SERVED 
BROWARD  OOUNPY  imUTY  4060162 

TOTAL  POPULATION  SERVED 
CAPE  CORAL  5360325 

TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

Acid  ADJ       11/55  102903  0.7 

SYSTEM 102903 

Acid  ADJ       11/55  102903  0.7 

SYSTHEW 102903 

ADJ    /57   5000  0.8 

SYSTEM 5000 

Acid      ADJ   04/85   7945  0.8 

SYSfEM 7945 

Acid      ADJ   01/78  15000  0.7 

SYSTEM 15000 

Acid      ADJ   01/78  21500  0.7 

SYSTEM 21500 

NaSiF6    ADJ   01/66  75000  0.8 

SYSTEM 75000 

NATL        6322     0.0 

SYSTEM 6322 

ADJ        10000  0.8 

SYSTEM 10000 

Acid      ADJ   05/84  10055  0.8 

SYSTEM 10055 

NATL         514     0.0 

SYSTEM 514 

NATL        1161     0.0 
SYSTEM 1161 


oxm 


axm 


OORRY  NAVAL  STATIOJ 


CRESTVIEW 


DANIA 


DAVIE 


DAYTOJA  BEIACH 


ESSTIN 


EELIN  AFB 


Eusns 


EVERGLAECS 


FELLSMERE 


3050223   BREVARD 
TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER 

3050233   BREVARD 
IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

1170814   ESCAMBIA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

1460182   OKALOOSA 
TOfEAL  POPUIAnON  SERVED  BY  SOURCE  WATER 

4060253   BROWARD 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

4060344   HiOWARD 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAl^ 

3640275   VOLUSIA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

1460202   OKALOOSA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1460828   OKALOOSA 
TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAITS 

3350346   LAKE 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

5110089   OOLLIER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

INDIAN  RIVER 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


FBRNANDINA  BEAOi 


FESNCREST 


FLORIDA  KEYS  AQUEDUCT 


PORT  MYEES 


FX]RT  PIERCE 


FCRT  WALTCN  BEACH 


FX}RT  WHITE 


FT  LAUDEKDALE 


GAINESVILLE 


GREATER  PUE  ISLAND 


GREEN  OCVE  SPRINGS 


HALLANDALE 


EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

2450364      NASSAU                                                 NATL  8491  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 8491 

4060419      BROWARD                           Acid              ADJ       01/78      5000  0.7 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYST-EM 5000 

5444047      MONROE                            NaSiF6          ADJ       11/81     60000  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 60000 

5360102      LEE                                 Acid             ADJ      01/75     37709  0.7 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 37709 

4560490      ST.  LUQE                       Acid              ADJ       06/63    45000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45000 

1460144      OKALOOSA  NATL  22308  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 22308 

COLUMBIA                                             NATL  386  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 386 

4060486      BROWARE)                           Acid              ADJ      05/81  237350  0.7 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 237350 

2010946      ALACHUA                           Acid              ADJ       10/49  111000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  W/\TER  SYSTEM 111000 

5360322      LEE                                                       NATL  4613  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 4613 

2100437      CLAY                                Acid              ADJ       12/82      4486  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4486 

4060573      BROWARD                          Acid              ADJ           /75     55000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 55000 


t 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


HASTINGS 


HAWnOlNE 


Hiai  SPRINGS 


HILLSBORO  BEACH 


HOLLYWOCX) 


HOLMES  BEACH 


HOMESTEAD 


HOMESTEAD  AFB 


HURLBURT  FIELD 


JACKSOJVILLE 


KISSIhWEE 


LAKE  ALFRED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

2550476   ST.  JOINS                  NATL         999     0.0 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSie^ 999 

2010477   ALACHUA           NaF      ADJ   06/81   1300  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSKW 1300 

2010201   ALACHUA           NaF      ADJ   01/79   3612  0.8 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 3612 

4060615   BBCWARD           Acid      ADJ   02/82   1586  0.7 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 1586 

4060642   BROWARD  Acid      ADJ   06/77  130600  0.7 

TOTAL  FOPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 130600 

MANATEE                    NATL        4023     0.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4023 

4130645   DAE*:             Acid      ADJ   01/85  22062  0.7 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WAIER  SYSTEM 22062 

4131631   DADE                     ADJ        13953  0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 13953 

1460782   OKALOOSA  NATL        1072     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  mVER   SYSTEM 1072 

DUVAL                    NATL      569455     0.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM  569455 

3490751   OSCEOLA           Acid      ADJ   05/81  18320  0.7 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 18320 

6530321   POLK             Acid      ADJ   11/82   3316  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM 3316 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LAKE  CITY 


LAKELAND 


LAUE«»HILL 


LEESBURG 


LIVE  OAK 


LONG  BEACH 


LDNGWDCX) 


MACCLQMY 


MACDILL  AFB 


MADISCN 


MAITLAND 


MARGATE 


EPA                      COUNTY                            CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID  .                                                               USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

2120630      COLUMBIA                         NaSiF6          ADJ       12/82  18000                        0.8 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 18000 

6531014      POLK                                Acid              ADJ      03/82  94000                        0.7 

TO'L'^  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 94000 

4060787      BROWARD                          Acid              ADJ      03/75  44000                        0.7 

TOTAL  POTULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 44000 

3350745      LAKE                                NaSiF6          ADJ          /62  13476                        0.8 

TDfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 13476 

2610203      SIWANEE                           Acid              ADJ      04/82  7463                        0.8 

TOEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7463 

BAY                                                       NATL  167            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 167 

3590202      SEMINOLE                         Acid              ADJ      06/82  10811                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 10811 

2020204      BAKER                                                   NAIL  3935            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3935 

HILLSBOROUai                                      ADJ          /59  8000                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

2400205      MADISON                           Acid              AIjJ       05/85  6640                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6640 

3480203      ORANGE                            Acid              ADJ      03/78  9166                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9166 

4060845      BROWARD                           Acid              ADJ       11/77  48000                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 48000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                      COUNTY                            CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                     USED                            START    SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

2160734      DUVAL                                                   ADJ  2702  0.8 

TOrrAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2702 

3051447       BREVARD                          NaSiF6          ADJ       11/66  103771  0.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 103771 

1030467      BAY                                                       NATL  1124  0.0 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1124 

4130871      DADE                                NaSiF6          ADJ      04/521462000  0.7 

TOfEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTH^ 1462000 

1570146      SANTA  ROSA                     Acid              ADJ      05/85     11500  0.8 

irnAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^M 11500 

4060925      BROWARD                          Acid              ADJ          /75     37200  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 37200 

5110198      COLLIER                                               ADJ      01/59    47944  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 47944 

2160795      DUVAL                                                   ADJ  6070  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6070 

1170548      ESCAMBIA  ADJ  /57     15000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

WtMM                                                ADJ  6092  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6092 

1570489      SAMEA  ROSA                                         ADJ          /57      4088  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 4088 

1170590      SPmA  ROSA                                         NATL  950  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 950 


MAYPORT  NAVAL  STA 


MELBOURNE 


MEXICO  BEACH 


MIAMI 


MILTON 


MIRAMAR 


NAPLES 


NAV  AIR  STA  -  CECIL 


NAV  AIR  STA  -  ESCAMBIA 


NAV  AIR  STA  -  KEY  WEST 


NAV  AIR  STA  -  WHITING 


NAVARRE 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

3640876      VOLUSLA                           NaSiF6          ADJ      06/83  20500                        0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20500 

1460147      CKADOOSA                         Acid              ADJ       07/81  10000                        0.8 

TOEAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

4060976      BROWARD                           Acid              ADJ       10/76  22000                        0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 22000 

4130977      dam:                                                     ADJ  65903                        0.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 65903 

3420922      MARION                             Acid              ADJ       11/56  38497                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38497 

4470257      OKEECHCBEE                     Acid              ADJ      05/82  16965                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 16965 

MANATEE                                                NATL  3246            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3246 

3480962      ORANGE                             NaSiF6          ADJ       11/56  300000                        0.7 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 300000 

ORANGE                                                 ADJ       11/56  20000                        0.7 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITiM 20000 

3640963      VOLUSIA                           Acid              r\DJ       08/61  35000                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 35000 

2550866      ST.  JOHNS                                            NATL  450            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 450 

MANAIEE                                               NATL  1745            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAl'ER  SYSTB^ 1745 


NEW  SMYRNA  BEAOi 


NICEVILLE 


NORTH  LAUDERDALE 


NORTH  MIAMI 


OCALA 


OKEECHOBEE 


ONEOO 


ORLANDO 


ORLANDO  NAVAL  TOG 


OBMOND  BEACH 


PALM  VALLEY 


PALMA  SOLA 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

FLORIDA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

PALMBTID  6410322   MANATEE  NATL  8741     0.0 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 8741 

PA3RI(X  AFB  BREVARD  ADJ   11/55  12722  0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS1H«1 12722 

PLAMIAnON  4061121   BROWARD  Acid      ADJ   01/78  5000  0.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

PCWTE  VEDRA  BEACH  2550908   ST.  JOHNS  NATL  2000     0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIHl  SYSTEM 2000 

PORT  ORANGE  3641044   VOLUSIA  Acid      ADJ   06/82  28765  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28765 

PORT  ST  JOE  1230545   GULF  NATL  3984     0.0 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTH^ 3984 

RQADVIEW  OOUNIY  UHL  CORP  4060158   BROWARD  ADJ  6000  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3'E»  SYSTEM 6000 

SAINT  CLOUD  3491373   OSCBOIA  Acid      ADJ   03/75  9000  0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIHi  SYSTEM 9000 

SANFXM)  3590205   SEMINOLE  NaSiF6    ADJ   01/66  32475  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 32475 

SARASOTEA  6580326   SARASOTA  NATL  50000     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 50000 

SEBRING  5280250   HIGHLANDS         Acid      ADJ   11/79  20474  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20474 

SNEADS  1320689   JAQCSON  NATL        2000     0.0 

TOTAL  POPULATIC*J  SERVED  BY  SOURCE  WATER  SYSTEM 2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

FLORIDA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                  USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SLMUSE  A061410      BROWARD  Acid  ADJ       05/83  77400  0.7 

TOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 77400 

TAVARES  3351333      LAKE  Acid  ADJ      08/83  5239  0.8 

TOTAL  POPULATICW  SESVED  BY  SOURCE  WATER  SYSTEM 5239 

TOmE  TERRACE  imLITY  6291791      HILLSBOROUGH  Acid  ADJ  16324  0.7 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16324 

TfSRA  CFTA  MANA3EE  NATL  550  0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 550 

TITUSVILLE  3051367       BREVARD  Acid  ADJ      06/83  37500  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 37500 

TYNDALL  AFB  BAY  ADJ  5500  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

UMATILLA  3351402      LAKE  Acid  ADJ      08/84  1919  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1919 

UNTVERSITY  UnUTTES  4061517      BROWARD  Acid  ADJ  /75  2000  0.7 

TXJEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

US  SUGAR  OGRP  5260297      HEUDRY  NaSiF6  ADJ       10/51  12000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

VENICE  6581901       SARASai'A  NAIL  12153  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTT=M 12153 

VERD  BEACH  3310206       INDIAN  RIVER  Acid  ADJ      09/84  17075  0.7 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 17075 

WAUCHULA  6250329      HARDEE  NATL  2986  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2986 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


FLORIDA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


WEiJAHITCHKA 


ZOLFD  SPRINGS 


1230734      GULF 
•TOTAL  POPULA'nCW  SERVED  BY  SOURCE  WAIER  SYSTEM 

6250332      HARDEE 
■TOTAL  POPULATKaJ  SERVED  BY  SOURCE  WATER  SYSlTiM 


NATL 


NATL 


1742 
1742 
1700 
1700 


0.0 


0.0 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0080028  BAR'IOW  NaF      ADJ    /79   2700  1.0 

0080029  BARTCW  0»IS        9800 

"lOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 12500 

0470437   DOUGHERTY         NaSiF6    ADJ   09/53  92000          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 92000 

0030010   BADON            Acid      ADJ    /74  9200          1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 9200 

1291148   SUMIER            NaF      ADJ    /74  18000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

0400403   CRISP            Acid      ADJ    /53  400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

0190149   CALHOUN           NaF      ADJ    /79  1800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 1800 

1091781   OGLETIHORPE         NaF      ADJ    /79  96          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM % 

1421242   -njRNE^            Acid      ADJ   09/72  5200          1.0 

TOTCAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

0290292   CLARKE            NaSiF6    ADJ   05/51  53000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 53000 

0600593  FULTW  Acid  ADJ   07/69  289000  1.0 

06005%  FULTOJ  CONS  3600 

0560515  FAYETIE  CONS  13800 

0560517  FAYETTE  OONS  5200 

0310309  CLAYTON  OONS  16500 

0600597  FULTON  CONS  14200 
0600592  FULTOI  OJtiS  4600 

0600598  FULIOJ  COtiS  4800 
0600602  FULTOJ  OMiS  4800 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 356500 


ADAIRSVILLE 
BARTOW  OOUNIY 


ALBANY 


ALMA 


AMERICUS 


ARABI 


ARLINGTON 


ARNOLDSVILLE 


ASHBURN 


AIHEIB 


ATLANTA 
FAIRBURN 
FAYETTE  OOUNIY 
FAYETIEVILLE 
FOREST  PARK 
FULTCW  00  (PART) 

ALPHARETTA 
HAPEVILLE 
IKEOJ  CITY 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and                      EPA 
CONSECUTIVE  SYSTEMS  SERVED             ID 

NO 

AUBURN 

0070023 

lUllAL  POPULATION  SERVED 

AUGUSTA 

1211072 

TOTAL  POPULATION  SERVED 

BADONION 

1010%9 

TOTAL  POPULATIOI  SERVED 

BAINBRIDGE 

0430416 

TOTAL  POPULATION  SERVED 

BALL  GROUND 

0280279 

.  '1U1:AL  POPULATION  SERVED 

BARNESVILLE 

0850819 

MILNER 

0850820 

TOTAL  POPULATIOJ  SERVED 

BAXLEY 

0010001 

TOTAL  POPULATION  SERVED 

BEKRY  SCHDOLS 

0570529 

"lUlAL  POPULATION  SERVED 

BLACKSHEAR 

1131039 

"iUllAL  POPULATION  SERVED 

BLAIRSVIT.TJ\ 

1441256 

'lUrAL  POPULAllOJ  SERVED 

BLAKELY 

0490466 

'lUi:AL  P0PULA3T0N  SERVED 

BLUE  RIDGE 

0550509 

•1U1:AL  POPULAITON  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

BARROW            NaF      ADJ    /79  674          1.0 

BY  SOURCE  WATER  SYSTEM 674 

RIOMM)          Acid      ADJ   07/55  71900          1.0 

BY  SOURCE  WAITiR  SYSTO^l 71900 

MITCHELL          Acid      ADJ    /75  725          1.0 

BY  SOURCE  WATER  SYSTEM 725 

DECAIUR           Acid      ADJ    /74  11500          1.0 

BY  SOURCE  WATER  SYSTO«1 11500 

CHEROKEE          NaF      ADJ    /79  1163          1.0 

BY  SOURCE  WAKR  SYSTEM 1163 

LAMAR            NaSiF6    ADJ   05/55  6700          1.0 

LAMAR                    CONS  350 

BY  SOURCE  WATER  SYSTEM 7050 

APPLING           Acid      ADJ   09/81  4000          1.0 

BY  SOURCE  WATER  SYSTEM 4000 

FLOYD            NaSiF6    ADJ    /68  3000          1.0 

BY  SOURCE  WATER  SYSTEM 3000 

PIERCE            Acid      ADJ     /74  2900          1.0 

BY  SOURCE  WATER  SYS^l'EM 2900 

WlOti                              Acid      ADJ    /75  1265          1.0 

BY  SOURCE  WATER  SYSTEM 1265 

EARLY            Acid      ADJ   10/65  5500          1.0 

BY  SOURCE  WAIER  SYSTEM 5500 

FANNIN            NaF       ADJ     /75  2000          1.0 

BY  SOURCE  WA'llR  SYSTEM 2000 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

1361189      mOMAS  NaF  ADJ       08/84  1500  1.0 

TUEAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTH^ 1500 

0220164      CARROLL  Acid  ADJ  /79  4900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

0710714      HARALSON  Acid  ADJ  /75  4300  1.0 

TOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4300 

1351183      TERRELL                           Acid              ADJ          /74        350  1.0 

TOEAL  POPULATIC^  SERVED  BY  SOURCE  WATER  SYST^ 350 

0560514      FAYETTE                           NaF                ADJ          /75        274  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 274 

0340332      COFFEE                             Acid              ADJ      08/85       1000  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

0630617      GLYNN  Acid  ADJ      04/82  25000  1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 25000 

0960945      MARION                             NaSiF6          ADJ      07/79       1680  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH4 1680 

0670661      GWINNETT                         NaF                ADJ       11/68      4700  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSItM 4700 

1331169      TAYLOR                             Acid              ADJ           /74       2856  1.0 

TOTAL  POFULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2856 

1111032       PEACH                               Acid              ADJ      09/84       1750  1.0 

TOEAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1750 

0650649      GRADY                               NaSiF6          ADJ      02/84      8500  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8500 


BOSTON 


BOWDON 


BREMEN 


BROWDOD 


BROOKS 


BRQXTON 


BRUNSWICK 


BUEm  VISTA 


BUPORD 


BUTLER 


BYRON 


CAIRO 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 

CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED 

NO 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 
START   SERVED          NAT        OPT 
DATE                            LEVEL     LEVEL 

CALHOUN                                                               0640646      GORDON                             NaF 

ADU 

08/57 

17400 

1.0 

FAIBMDUNT                                                       0640647      GORDON 

CONS 

690 

infTAT    vna  ir  ATTr*i  ccux/im  dv  ct*  mre  i.iatvd   cvctttm  _  _  _ 

18090 

lUi-ftLi  r\jlrULd\liUN  oCixVcJJ  di    aUUtvUc  WA_le2^  oiblcrl  —  —  — 

CAMILLA                                                               1010970      MITOMJ,                         Acid 

TTTfTAT    iar\TXii  ATTr»ki  crrD\/CT»  nv  cyvron?  i.iatctj   cvotpm  _  _  _ 

ADJ 

11/66 

4500 
4500 

1.0 

lUiftLi   i\Jr\JLdML\JDi    OClvVIUJ   dl    OUUKUE.   WA-LCJ\    OlOici*!   —    —    — 

CANTON                                                                 0280280      CHEROKEE                         Acid 

ADJ 

05/56 

7100 

1.0 

HOLLY  SPRINGS                                                0281652       CHEEOKEE 

OONS 

1800 

RDCK  CRWK  EST                                             0281704      CHEKOKEE 

OONS 

300 

WOODb'iUX                                                       0280282      CHEKOKEE 

TTYTAT     Vna  H  ATTrW    CI7D\/CT>    RV    CTH  IDrT?    I.IATVD    CVOTT^V    _    _    _ 

OONS 

3400 
12600 

lUliUj  r^JrUL/il iLW   oCJxVtUJ  Di    IxAJKUCj  WA-IIjK   OlolcJ*!  —  —   — 

CARLTON                                                               0950937      MADISON                           NaF 

TYYTAT      tyM3IIT  ATTrfl^l    CirD\/T?n    DV    CT^  IDn?    LIATTD     CVCyTTiV*    _    _    — 

ADJ 

/77 

300 
300 

1.0 

lUlAL  i\JrULAiiUN  diUVcD  BY   oUUKCh  WAIcK  biolcM  —  —  — 

CARNti;VIT.TF.                                                       0590578      FRANKLIN                         NaF 

TYYTAT      E^DiTl  ATTHM    Cl?li\/Tm    QV    CAI  IDn?    LIATCTD     OVCTTA^i    _    _    _ 

ADJ 

/79 

650 
650 

1.0 

lUlAL  HJrULAiiUN  otKVtD  BY   yUUKCc.  V«tfUni(  oYblm  -  -  — 

CARROLLTON                                                         0220166      CARROLL                           NaF 

ADJ 

/74 

16200 

1.0 

CARROLL  OOUNTY                                             0220165       CARROLL 

TTYTAT     r*^DI  rr  ATTra^I    CCT>\/l?r\    DV    CAI  ion?    [JATVD    cvom^vi    _    _    _ 

CONS 

3000 
19200 

iUlAL  lr\JfTjLAllUN  btKVcjJ  BY   aUUKLc,  WAlcK  bYbiCM  —  —  — 

CAR'llKSVILLE                                                     0080030      BARTOW                             Acid 

TTYTAT      DTital  FT  ATHrtf^l    CtTDX/CTX    DV    OTllIDn?    IJATIST:)     OVCTTTV*    —    —    _ 

ADJ 

/73 

16200 
16200 

1.0 

iUlAL  lAJruLAliUN   bcKVtX)  BY    bUUKUC.  WAIEK  bYbiiJi  —  —  - 

CAVE  SPRING                                                       0570526       FLOYD                               NaF 

TYYPAT     TV\D(  n  ATTr^xf    ccD\^?^^   QV    or^xort!*   l  )AT*I?D    CVCPCV*    —    —    — 

ADJ 

/60 

3000 
3000 

1.0 

lUiAL  HJrULAlJUN  bbKVcD  BY   bUUKCL  WAltiK  bYblrM  -  —  - 

CEDARTOWN                                                            1151048      POLK                                 NaSiF6 

TTYTAT      T>~\D(TT  ATT/Tkl    Ct?D\/l?n    DV    GT^  FDn?    LIATTTD     CVOTVM    _    _    _ 

ADJ 

10/82 

11000 
11000 

1.0 

iUlAL  HJrULAlIUN  btilVcJJ  BY   oUUKCc.  WAltK  bYbicJl  -  -  — 

CENitKVIT.TE                                                       0760752      HOUSTON                           NaF 

TTYPAT      TVM^  TT  ATT /"Mil     PtDX/l?r\    DV    CAI TD/"*!?    MATED     CVCTTJVi    _    _    .. 

ADJ 

/75 

2900 
2900 

1.0 

lUlAL  RJPULAIIUN  bEKVED  BY  bOUKUL  WAifcK  bYbicM 

CEMML  STATE  HOSP                                         0050019      BALDWIN                           NaF 

ADJ 

/76 

9500 
9500 

1.0 

lUiAL  HJrULAiiUN  bEKvcD  di   bUURUc.  WAIcK  bibicM  -  —  — 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA 

WATER  SYSTEM  and EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsEcJ^IVE^SrSTEMS  SERVED  ID  USED ^^   ''"'''°        LEVEL     LEVEL 

CHATSWORTH  1050993      MURRAY  NaF  ADJ  /79  8400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8A00 

OnOCAMAUGA  1461275      WALKEK  NaF  ALU       10/83  45000  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAXES  SYSTO^ 45000 

CLARKESVILLE  0680677      HABERSHAM  NaF  ADJ      05/64  3400  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAlffi  SYSTO^ 3400 

CLAYTDN  1191061      RABUN  NaF  ADJ  /75  4500  1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

CLAYTON  OOUMEY  0310308      CLAYTON  NaSiF6  ADJ  /76  82200  1.0 

TOEAL  POFULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 82200 

CLEVELAND  1541338      WHITE  NaF  ADJ  /75       2000  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl^ 2000 

OOBB  O0UNrY-41ARIETEA  WAT  AUIH  0330320  OOBB                                Acid  ADJ      04/62  30                        1.0 

ACWDRIH  0330318  OOBB  CONS  7700 

AUSTELL  0330319  OOBB  OONS  4100 

CHEROKEE  OOUMIY  0280281  CHEROKEE  OONS  22600 

OOBB  OOUMIY  0330321  OOBB  OONS  218000 

FULTON  00  (PART)  0600597  FULTON'  OONS  14200 

ALPHARETEA  0600592  FULTON  OONS  4600 

KE2*ESAW  0330322  OOBB  OONS  4700 

MARIETEA  0330323  OOBB  OONS  61600 

MDUNEAIN  PARK  0600599  FULITO  OONS  410 

PAULDING  OOUNIY  1101024  PAULDIIJG  OONS  10900 

POWDER  SPRINGS  0330324  OOBB  OONS  4600 

aiYRNA  0330325  OOBB  OONS  25000 

TDTCAL  POPULATION  SERVED  BY  SOURCE  WAFER  SYSTEM 3784A0 

COCHRAN  0120073      BLECKLEY  Acid  ADJ      08/81       6000  1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

OKiERT  0950938      MADISOJ  NaF  ADJ  /79        600  1.0 

TDOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA 

SrES?rs?rTEMS  SERVED  f  ^^  CH|M         STATUS     FLUOR  JO P^    NAT U^P^L  SYS^ 

— . ^Q DATE LEVEL    LEVEL 

OOLQUITT  1000968      mum  Acid  ADJ       12/84      2A00  l.Q 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIHl  SYSTEM 2A00 

OOUMBIA  OOIMY  0360363      OOULWBIA  NaF  ADJ  /76     29300  l.Q 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 29300 

OOLU^S  10609%      MUSCOGEE  NaSiF6  ADJ  /7A  152700  1.0 

TOTEAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 152700 

OCMER  0950939      MADISON  NaF  AOa  /79       1000  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

0»*^CE  0780778      JACKSON  NaSiF6  ADJ  /75       5000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

OONYEKS  1221098      ROCKDALE  NaSiF6  ADJ       12/63     23600  1.0 

MILSI^^  1221099      ROCKDALE  CONS  1000 

TOTAL  POPULATiaj  SERVED  BY  SOURCE  WATER  SYST^ 24600 

OOOSA  WAIHl  AimiORITy                                   1441483      UNION                              NaF               ADJ          /78  800                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 800 

OORDELE                                                             0400404      CRISP                              Acid              ADJ      04/56  12000                        1.0 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

CORNELIA                                                           0680678      HABERSHAM                       NaF                ADJ       10/57  4800                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS-IB<1 4800 

CCNmUOi  1070999      NEWTON  NaSiF6  ADJ      05/60     11500  1.0 

OXFORD  1071748      NEWTON  OONS  1800 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 13300 

Cl*WING  0580536      FORSYTH  NaSiF6  ADJ      08/59      5600  1.0 

FORSYTH  OXMIY  0581747      PORSYIH  OONS  630 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 6230 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CUSSEHA 


OJIHBEKT 


DADE  OOUNIY 


DAHLCNBGA 


QALTDN 


DANIELSVILLE 


DARIEM 


MVISBORD 


DAWSGM 


DAW90NVILLE 


DEXALB  COUNTY 


DONALDSONVILLE 


pf^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

0260270      CHATrAHOOCHEE  Acid  ADJ       10/85  1890  1.0 

TOa:AL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1890 

1201069      RANDOLPH  Acid  ADJ      04/8A  4000  1.0 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM AOOO 

0410408      DADE  NaF  ADJ      02/80  8800  1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 8800 

0930925      LUMHON  NaF  ADJ  /74  2800  1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIHl  SYST^ 2800 

1551348      WHITFIELD  Acid  ADJ      04/67  54800  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 54800 

0950940      MADISOJ                           NaF                ADJ          /78        400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 400 

0980950      MCINTOSH  NaF  ADJ      01/82  2900  1.0 

TOOAL  POPULATI(*l  SERVED  BY  SOURCE  WATER  SYSTEM 2900 

1501316      WASHINCK*!                     NaF                ADJ          /75        475  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSIH^ 475 

1351184      TERRELL                           Acid              ADJ          /74       5383  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 5383 

0420412      DAWSON                             NaF                ADJ           /79       1026  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIH^  SYSTEM 1026 

0440422      DE  KALB  Acid  ADJ  /54  501400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 501400 

1251119      SEMINOLE                         Acid              ADJ       11/64       3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH<  SYS-IB^ 3000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA 

CONlElu?rs?rTEMS  SERVED  %'  ^^^'  CHEM    STATUS  FLUOR  ^^POP^  ^^TURAL  SYS^TEMS 

. NQ DATE LEVEL  LEVEL 

DOUGLAS                        03A0333   GOFFEE            Acid      ADJ   12/63  12225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIHvl 12225 

^^CiJGLJS   aXMY                   0480463   DOUGLAS           NaSiF6    ADJ  39900          1.0 

TOTAL  POPULATION  SERVED  BY  90URGE  WATER  SYSTEM 39900 

DOUGLASVILLE                     0480464   DOUGLAS                   ADJ    /74  5600          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 5600 

'^LIN                         0870825   LAUREMS           NaSiF6    ADJ   12/60  14100          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 14100 

EAST  DUBLIN                     0870827   LAURENS           NaF      ADJ   06/81  2515          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2515 

^^^  POI*""                      0600595   FULTON            Acid      ADJ   07/69  38500          1.0 

OOLLEEE  PARK                   0600594   FULTON                    OONS  21100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 5%00 

EASTMAN                        0450426   DODGE            Acid      ADJ   11/56  6000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wam   SYSTEM 6000 

EATONIDN                        1171053   PUINAM            NaSiF6    ADJ   12/60  4600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 4600 

EDISON                         0190150   CALHOUN           Acid      ADJ    /74  1210          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1210 

ELB^^^^TCN                        0520490   ELBERT           NaSiF6    ADJ   12/57  10800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10800 

ELLAVILLE                       1231106   SCHLEY           NaF      ADJ    /75  1397          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1397 

EUJJAY                        0610608   GILMER           NaF      ADJ    /74  1800          1.0 

EAST  ELLIJAY                   0611630   GILMER                    CONS  350 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2150 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EMEESON 


FITZGEKALD 


FIXVILLA-INDIAN  SPRINGS 


FLOWERY  BRANCH 


FLOYD  aXJNIY 


PMJCSTQN 


PORSYffl 


PC«T  BEHNING 


PORT  GAINES 


PORT  GORDON 


PORT  STEWART 


PORT  VALLEY 


^^  COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

10                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0081A85   BARTOW  NaF      ADJ    /75  1001  1.0 

TOTAL  EOPULATim  SERVED  BY  SOURCE  WATER  SYSI^ 1001 

0090045   BE>)  HILL  NaSiF6    ADJ   06/57  12000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 12000 

0180139   BUTTS  NATL  1200     2.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAMl  SYSTEM 1200 

0690690   HALL             NaF      ADJ    /79    984  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 984 

0570527   FLOYD  NaF      ADJ    /75  24100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24100 

0240182   CHARLTON          Acid      ADJ   05/82   3300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIQI 3300 

1020976   MONROE            NaF      ADJ   06/57   4700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 4700 

1062040   MUSOOG^E  NaF      ADJ    /73  43000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 43000 

0300306   CLAY                     NATL        1325     0.8 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1325 

1212041   RICHMOND  NaF      ADJ     /55  13300  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSl'EM 13300 

0892218   BRYAN  NaF      ADJ    /69  15200  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 15200 

1111033   PEACH  NaF      ADJ   06/55  10400  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 10400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

FRANKLIN                        0740736   HEARD            NaF      ADJ    /78  850          1.0 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 850 

FRANKLIN  SPRINGS                  0590579   FRANKLIN          NaF      ADJ    /75  700          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 700 

GAINESVILLE                     0690691   HALL             NaSiF6    ADJ   06/52  44000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44000 

GARDEN  ClTi                                                    0250191   CHATHAM           NaSiF6    ADJ   06/83  8500          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 8500 

GLENNVILLE                      1321165   TATTNALL          NaF      ADJ   08/81  5180          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5180 

GORDON                         1581361   WILKINSON         NaF      ADJ   05/82  2800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 2800 

GRACEWOOD  STTATE  SCHOOL  &  HOSP        1211095   RIOMM)          NaF      ADJ   12/61  1200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

GRANTVILLE                      0380382   OOWEEA           NaF      ADJ    /75  1128          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 1128 

GRAY                           0840810   JONES            NaF      ADJ   04/85  3000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 3000 

GREENSBORO                      0660655   GREENE            NaF      ADJ    /75  2700          1.0 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

GREENVILLE                      0990957   MERIWEIHER         NaF      ADJ    /75  1500          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

CJIIFFIN-SPAULDING                 1261125   SPALDING          NaSiF6    ADJ   10/54  38100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 38100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


GSCNEVaM 


GLWTON 


GWDtJETT  OXJNIY 
DAOJLA 
DUULJffl 
OlAYSCIN 
LAWRQCEYILLE 
LDGANVILLE 
NORCRDSS 
SUGAR  HILL 
WALNUT  OWVE 


HAHIBA 


HARALSON  OOUNIY 
BUCHANAN 
TALLAPOOSA 


HARLEM 


HARRIS  00 


HARIVELL 


HAWKINSVILLE 


HAZELHURST 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
uq DATE LEVEL  LEVEL 

036036A   OOUl^IA          NaF      ADJ   10/80  3500          1.0 

TOfLAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

0510476   EFFTNQIAM         Acid      ADJ    /74  800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m   SYSTEM 800 

0670665  GWINNETT          Acid      ADJ   12/63  132400          1.0 

0670662  GWINNETT                  OONS  1800 

0670663  GWINNETT                  OONS  3900 

0670664  GWINNETT                  OONS  560 

0670666  GWINNETT                  OONS  8800 

0670667  GWINNETT                  OONS  2300 

0670668  GWINNETT  OONS  2600 
0670670  GWINNETT  OONS  2500 
1471294   WALTON                    OONS  1500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  156360 

0920880   LOWNDES           Acid      ADJ    /84  1800          1.0 

TCriAL  POPULATK^i  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

0711457   HARALSON          Acid      ADJ    /75  900          1.0 

0710715  HARALSON                  OONS  1300 

0710716  HARALSON                  OONS  3000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

0360365   OOLLMBIA          NaF      ADJ    /65  1800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1800 

0722253   HARRIS            NaF      AIXJ   07/85  2400          1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 2400 

0730728   HART             NaF      ADJ   07/65  5600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5600 

1161052   PULASKI           NaF      ADJ    /74  4800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

0800792   JEFF  DAVIS         Acid      ADJ    /70  4500          1.0 

TDTTAL  POPULAITCN  SERVED  BY  SOURCE  WATER  SYSTEM 4500 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL     LEVEL 

HEJJRY  OOUMIY 
STDCKBRIDGE 


HEPZIBAH 


HINESVILLE 


HOGANSVILLE 


HOMERVILLE 


HOSCmCN 


HOUSTON  OOUNTY 


HlJNMl  AIR  FCRCE  BASE 


IDEAL 


ILA 


JASPER 


JEFFERSOI 


0750741   HENRY 
0750744   HENRY 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

1211074   RICHMCM) 
lOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

0890862   LIBERTY 
IDEAL  POPULATICW  SERVED  BY  SOURCE  WATER 

1411229   TOOUP 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0320314   CLINCH 
TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl 

0780779  JACKSOl 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

0760757   HOUSTON 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

0252217   CHAIHAM 
TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

0940928   MADCW 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER 

0950941   MADISON 
TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER 

1121034   PICKENS 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

0780780  JACKSCW 
IDEAL  POPULATION  SERVED  BY  SOURCE  WATER 


NaF      ADJ    /75  11300          1.0 

OOJS  1700 

SYSTEM 13000 

NaF      ADJ    /74  1500          1.0 

SYSTEM 1500 

Acid      ADJ    /81  11000          1.0 

SYSTEM 11000 

NaSiF6    ADJ   09/55  3400          1.0 

SYSTEM 3400 

Acid     ADJ    /74  3400         1.0 

SYSTEM 3400 

NaF      ADJ    /79  600          1.0 

SYSTD^ 600 

NaF      ADJ    /77  8900          1.0 

SYSTEM 8900 

NaF      ADJ   11/59  3300          1.0 

SYSTEM 3300 

NaF      ADJ    /74  543          1.0 

SYSTEM 543 

NaF      ADJ    /79  400          1.0 

SYSTEM 400 

NaSiF6    ADJ    /75  4300          1.0 

SYSTEM 4300 

NaF      ADJ    /75  2400          1.0 

SYSTEM 2400 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


JESUP 


JCNES  00 


JONESBORO 


LA  FAYErm 


LA  GRANGE 


LAKELAND 


LAVDNIA 


LEESBURG 


LILLY 


LINOOLNION 


LOCUST  G8CVE 


LOUISVILLE 


^^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

10                                                                 USED                           START   SERVED  NAT        OPT 

^JO DATE LEVEL     LEVEL 

1511326      WAYNE                              Acid              ADJ      05/82  9500                        1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSim 9500 

0840812      JONES                               NaF               ADJ          /81  4500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 4500 

0310310      CLAYTON                           NaF                ADJ      08/65  4100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 4100 

1461277      WALKER                            NaF                ADJ       12/60  12000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 12000 

1411230      TBOUP                               Acid              ADJ      04/56  32300                        1.0 

TOTAL  POPULATIC^I  SERVED  BY  SOURCE  WATER  SYSTEM 32300 

0860822      LANIER                            Acid              ADJ       10/83  2569                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2569 

0590580      FRANKLIN                         NaF                ADJ       12/68  2200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

0880846      LEE                                  Acid              ADJ      05/85  1250                        1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

0460431      DOOLY                              NaF                ADJ          /74  200                        1.0 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSYm 200 

0900877      LINCOLN                           NaF                ADJ           /69  1700                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1700 

0750742      HEMRY                              NaF                ADJ          /75  1100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTH<1 1100 

0810795      JEFFERSON                       NaF                ADJ          /55  5000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0910879   liDNG             Acid      ADJ    /74  2000          1.0 

POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 2000 

0690692   HALL             NaF      ADJ    /75  810          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 810 

1341174   TELFAIR           Acid      ADJ    /84  1500          1.0 

POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 1500 

1281143   STEWART           Acid      ADJ   08/85  1600          1.0 

POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB4 1600 

1381217   TOOMBS            Acid      ADJ   10/69  3900          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3900 

0110053   BIBB             Acid      ADJ   07/82  145600          1.0 

POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM  145600 

1040990   MDRGAN            NaSiF6    ADJ   12/64  4100          1.0 

POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4100 

0990960   h€RIWElHER         NaSiF6    ADJ   04/60  4200          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 4200 

1071000   NEWTON            NaF      ADJ    /75  340          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 340 

0940929   MADON            NaF      ADJ   08/84  1600          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYS'IH^ 1600 

0060021   BANKS            NaF      ADJ    /79  533          1.0 

POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 533 

0550510   F-ANNTN            NaF      ADJ    /  79  2800          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 


LUDOWICI 


LULA 


LUMBER  CITY 


UMKm 


LYCNS 


MADON-BIBB  CO 


MADISON 


MANCHESTER 


MANSFIELD 


MARSHALLVILLE 


MAYSVILLE 


MC  CAYSVILLE 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MC  RAE 


MCDOJDUGH 


MEIGS 


MIIXEDGEVILLE 
BALDWIN  OOUMIY 


MILLQJ 


MMU3E 


MWTEZLMA 


KKnCELLD 


MDwreosE 


MDODY  AIR  FORCE  BASE 


FCEONICM 


MXJLIRIE 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                  USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

1341175      lELFAIR  NaF  ADJ  /74  3400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3400 

0750743      HENRY  NaSiF6  ADJ  /81  4100  1.0 

TOTAL  POPULATI(»I  SERVED  BY  SOURCE  WAIER  SYSTEM 4100 

1361191      THOMAS  Acid  ADJ      05/85  1300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«i 1300 

0050014      BALDWIN  NaF  ADJ       11/64     13300  1.0 

0050013      BALDWIN  CONS  7300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20600 

0820801      JENKINS                           NaSiF6          ADJ      04/84  1050                        1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

1471287      WALTON                             NaSiF6          ADJ      08/52  120001                        1.0 

TOTTAL  POPUDfflON  SERVED  BY  SOURCE  WATER  SYSTEM 120001 

0940930      MADON                              Acid              ADJ       03/60  4250                        1.0 

TOHML  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4250 

0790788      JASPER                            NaF                ADJ      05/59  2700                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2700 

0870828      LAUREJJS                           NaF                ADJ          /  75  250                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSIEM 250 

0922661      LOWNDES                           NaF                ADJ           /75  5800                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 5800 

0550512      FANNIN                            NaF               ADJ           /75  900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

0350345      COLQUITT                         NaSiF6          ADJ          /83  17500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                 ID 

NO 

MDIMT  VEKNON 

103098A 

"iUiAL  POPULATION  SERVED 

NAHUMTA 

0130079 

TOTAL  POPULATIOJ  SERVED 

NASHVILLE 

0100048 

Wm.  POPULATION  SERVED 

NEMNAN 

0380383 

TOTAL  POPULATION  SERVED 

NICHOTT.S 

0340334 

TOTAL  POPULAnON  SERVED 

NUTLA  WAIER  AUmORITY 

1441259 

TOTAL  POPULATION  SERVED 

CCILLA 

0770774 

TOTAL  POPULATION  SERVED 

PALMETTO 

0600600 

■lUIAL  POPULATION  SERVED 

PEARSai 

0020008 

■1U1:AL  POPULATION  SERVED 

PELHAM 

1010972 

'lUIAL  POPULAITOJ  SERVED 

PEMBROKE 

0150091 

TOTML  POPULAHON  SERVED 

PEERY 

0760758 

TOIAL  POPULATION  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

MOiroOMERY         Acid      ADJ    /84  1579  1.0 

BY  SOURCE  WAIER  SYSTEM 1579 

BRANTLEY  Acid      ADJ    /75  1100  1.0 

BY  SOURCE  WAIER  SYSTEM 1100 

BERRIEN  Acid      ADJ    /75  5500  1.0 

BY  SOURCE  WAIER  SYSTEM 5500 

OOWETA  NaSiF6    ADJ   07/58  11400  1.0 

BY  SOURCE  WATER  SYSTEM 11400 

COFFEE  Acid      ADJ   08/85  1150  1.0 

BY  SOURCE  WAIER  SYSIB^t 1150 

UNION  NaF      ADJ    /75  1380  1.0 

BY  SOURCE  WATER  SYSTEM 1380 

IRWIN  Acid      ADJ   10/70  3100  1.0 

BY  SOURCE  WATER  SYSTEM 3100 

FULTON  NaF      ADJ    /75  2100  1.0 

BY  SOURCE  WATER  SYSIH^ 2100 

AIKINSCW  Acid      ADJ   06/83  2100  1.0 

BY  SOURCE  WATER  SYSTEM 2100 

MITCHELL  Acid      ADJ   10/80  4500  1.0 

BY  SOURCE  WATER  SYSTEM 4500 

BRYAN  Acid      ADJ   08/84  2100  1.0 

BY  SOURCE  WAIER  SYSTEM 2100 

HOUSTMJ  NaSiF6    ADJ   11/58  8259  1.0 

BY  SOURCE  WATER  SYSTEM 8259 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

GEORGIA      

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
^ NO DATE LEVEL     LEVEL 

PLAINS  1291152       SIMTEK  NaF  ADJ  /74  1200  1.0 

•KfYAL  POFULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

POOLER  0250192      CHAIHAM  Acid  ADJ      05/82  3160  1.0 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3160 

PCRTAL  0160104      BULLOCH  NaF  ADJ  /74  650  1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 650 

POULAN  1591368      WCKTH  Acid  ADJ  /74  295  1.0 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 295 

PRESTON  1521334      WEBSTER  NaF  ADJ  /75  650  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTQ1 650 

QUIIMAN  0140083      BROOKS  Acid  ADJ      03/81  5000  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5000 

REIDSVILLE  1321167      TATIMLL  Acid  ADJ      06/84  2800  1.0 

TOttAL  POPULATKU  SERVED  BY  SOURCE  WATER  SYSTB«1 2800 

REYNOLDS  1331170      TAYLOR  '  NaF  ADJ       11/64  1253  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1253 

RICHLAND  1281145       SIIEWART  Acid  ADJ      03/83  2000  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

RIOMM)  COUNTY  1211076      RIOMM)  NaF  AU.)  /81  46000  1.0 

TCTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 46000 

ROBINS  AIR  FORCE  BASE  0764332      HOUSTON  NaSiF6  ADJ  /60  5600  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5600 

RDOffiLLE  1561355      WILCOX  Acid  ADJ      03/66  1600  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ROCKMART 


ROME 


KDSWELL 


RDYSTCN 


SANDERSVILLE 


SAVANNAH 


SILQAM 


SOCIAL  CIRCLE 


SOPERT»l 


SPRINGFIELD 


ST  MARYS 


ST  SlhCWS  WATER  DIST 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1151050   POLK             NaSiF6    ADJ    /70   6500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST0>1 6500 

0570528   FLOYD            Acid      ADJ   06/52  40400  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^I 40400 

0600601   FULTON            NaSiF6    ADJ    /68   8700  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 8700 

0590581   ITRANKLIN          NaSiF6    ADJ   10/65   2300  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

1501321   WASHINGTON         Acid      ADJ    /81   5420  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5420 

0250194   OiAIHAM           NaF      ADJ    /74  159000  1.0 

TCKEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 159000 

0660656   GREENE                    NATL         350     1.4 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

1471288   WALTON            NaF      ADJ    /75   2700  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 2700 

1401228   TREUTLEN          NaF      ADJ   04/82   2900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2900 

0510478   EFFINGHAM         Acid      ADJ    /74   1300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTtM 1300 

0200154   CAMDEN            NaSiF6    ADJ   09/81  105000  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 105000 

0630618   GLYNN                    NATL       10665     1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10665 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ   10/55  16000          1.0 

SYSTO^ 16000 

NaF      ADJ    /79  1200         1.0 

SYSTEM 1200 

NaF      ADJ    /79  9400         1.0 

SYSIH^ 9400 

NaF      ADJ    /78  200         1.0 

SYSTEM 200 

NaF      ADJ    /74  7800          1.0 

SYSTCM 7800 

Acid      ADJ    /74  5000          1.0 

SYSTEM 5000 

NaF      ADJ   11/64  6000          1.0 

SYSTEM 6000 

NaF      ADJ    /79  400          1.0 

SYSTEM 400 

Acid      ADJ    /52  0          1.0 

GCWS  4300 

OOtiS  1900 

CONS  7800 

SYSTEM 14000 

NaSiF6    ADJ   06/61  9200          1.0 

OOJS  9200 

SYSTEM 18400 

NaF      ADJ   11/54  20000          1.0 

SYSTEM 20000 


STAIESBORD 

0160106   BUIinOi 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl'EK 

STAIHAM 

0070024   BARROW 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WAIHl 

SimERVIMF. 

0270275   CHAITUOGA 

■lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

SUUANEE 

0670671   GWINNETT 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

SWAINSBORO 

0530499   EMANUEL 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAi'ER 

SYLVANIA 

1241110   SCREVEU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

SYLVEb"iUi 

1591370   WORTH 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAllR 

TATJJITAH  FAT.T.S 

1191062   RABUN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

•IQJNESSEE-AMERICAN  WIR  (X),  TO        1461279   CATOOSA 

PORT  OGLEnHORPE 

0230179   CATOOSA 

RINOOOLD 

0230180   CATOOSA 

ROSSVITJJ^ 

WALKER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER 

THCMASTON 

1451262   UPSON 

UPSON  OOUNTY 

1451263   UPSON 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

THCMASVITJK 

1361194   -mOMAS 

■lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

129 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0970947   MCDUFFIE          Acid      ADJ    /69  9900          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIES  SYSTEM 9900 

1371200   TIFT             NaF      ADJ    /75  15000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH-l 15000 

1271133   STEPHENS          Acid      ADJ   05/61  12001          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 12001 

0530500   EMANUEL           Acid      ADJ   05/83  1600          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATES  SYSTEM 1600 

02501%   CHAIHAM                   NATL  2500     0.8 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

0460433  UNADILLA          NaF      ADJ   08/85  2100          1.0 
TOTAL  POPUL^mCW  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

0660657   GREEIE            NaF      ADJ    /  75  2500          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  W'ffER  SYSTEM 2500 

0920882   LOWNDES           Acid      ADJ   04/54  39550          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 39550 

1381219   TOOMBS            Acid      ADJ    /75  11000          1.0 

TOTAL  POPUIAIION  SERVED  BY  SOURCE  WAIER  SYSTEM 11000 

0460434  DOOLY            Acid      ADJ    /74  940          1.0 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 940 

0220170   CARROLL           NaF      ADJ    /74  4200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4200 

0810797   JEFFERSON         Acid      ADJ    /77  1989          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1989 


THCMSOJ 


TIFK»J 


TOCOQA 


TWIN  CITY 


TYBEE  ISLAND 


UNADILLA 


UNIOJ  POINT 


VALDOSTA 


VIDALIA 


VIEMNA 


VILLA  RICA 


WADLEY 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

WALKER                             NaSiF6          ADJ           /84  22AO0                        1.0 

BY  SOURCE  WATOR  SYSTEM 22AOO 

MERIWEITHER                     NaF                ADJ       10/62  750                        1.0 

BY  SOURCE  WATER  SYSTD^l 750 

HOUSTON                           NaF                ADJ       11/62  45000                        1.0 

BY  SOURCE  Wnm  SYSTO^ 45000 

WARREN                             NaF                ADJ       12/70  2900                        1.0 

BY  SOURCE  WATER  SYSTH«1 2900 

WILKES                             NaSiF6          ADJ       10/70  7800                        1.0 

BY  SOURCE  WA3ER  SYSTEM 7800 

OOCME                            Acid              ADJ          /74  1200                        1.0 

BY  SOURCE  WATER  SYSTEM 1200 

WARE                                NaF                ADJ       11/55  21350                        1.0 

BY  SOURCE  WATER  SYSTEM 21350 

BURKE                               Acid              ADJ      03/63  5100                        1.0 

BY  SOURCE  WATER  SYSTEM 5100 

TROUP                               NaF                ADJ      04/57  5600                        1.0 

BY  SOURCE  WATEl^  SYSTEM 5600 

(31EENE                             NaF                ADJ      06/82  260                        1.0 

BY  SOURCE  WATER  SYSTEM 260 

AIXINSCW                         Acid              ADJ       04/85  1750                        1.0 

BY  SOURCE  WATER  SYSTEM 1750 

BARROW                             NaF                ADJ          /75  13000                        1.0 

BY  SOURCE  Wnm  SYSTO^ 13000 


WALKER  00  WA  1461278 

TOTAL  POPUIAHON  SERVED 
WARM  SPRINGS  FXXJNQ^mON  0990%6 

TOEAL  POPULAITOJ  SERVED 
WARNER  ROBINS  0760759 

TOTAL  POPULATION  SERVED 
WARRENTON  1491315 

TOrEAL  POPULAnON  SERVED 
WASHINCTIOJ  1571359 

TOTAL  POPULATION  SERVED 
WA3KINSVILLE-OO0NEE  00  WA  1081013 

TOTAL  POPULATION  SERVED 


WAYCROSS 


WAYNESBORO 


WEST  POINT 


WHIIE  PLAINS 


WILLADOOCHEE 


WINDER 


1481298 
TOTAL  POPULAnai  SERVED 

0170130 
TOTAL  POPULATION  SERVED 

1411231 
TOTAL  POPULATION  SERVED 

0660658 
TOTAL  POPULATION  SERVED 

0020009 
TOTAL  POPULATION  SERVED 

0070025 
TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


GEORGIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

0990%2      MERIWETHER                     NaF               ADd          lib  1600                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1600 

0810798      JEFFERSON                       NaF               ADJ          /55  3000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

0830809      JOHNSON                          NaF               ADJ      09/80  2300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2300 

139122A      TOWNS                              NaF               ADJ          /75  549                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5A9 

11A1046      PIKE                               NaF               ADJ      12/85  1400                       1.0 

TOTAL  POPULATKU  SERVED  BY  SOURCE  WATER  SYSTEM 1400 


WOODBURY 


WRENS 


WRIGHrSVIUJE 


YOUNG  HARRIS 


TmJUM 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


HAWAII 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
10 
NO 


COUNTY 


CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

NaF  ADJ  5700  0.7 

SYSTEM 5700 

NaF  ADJ       11/55  5000  0.7 

SYSTEM 5000 

NaF  ADJ  15000  1.0 

SYSTEM 15000 

NaF  ADJ  970  0.7 

SYSTEM 970 

NaF  ADJ  /58  63900  0.7 

OOJS  15800 

SYSTEM 79700 

NaF  ADJ       11/56  28000  0.7 

OC*JS  2100 

CONS  3200 

SYSTEM 33300 

NaF  ADJ  2900  0.7 

SYSTEM 2900 


BARBER'S  POINT 

0000355   HONOUJLU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEK 

PORT  SHAE'llK 

0000341   HONOUJLU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

KANEXDHE  MARINE  CORPS  AIR  STA         0000356   HONOLUUJ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

UUATJlATJTr 

0000358   HONOLULU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR 

PEIARL  HARBOR 

0000360   H0N3LULU 

HICKAM  AFB 

0000350   HONOUJLU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

SCHOFIEID  BARRACK 

0000345   HONOLULU 

NAVCAM  EAST  PAC 

0000357   HONOLULU 

WHKFUra  AFB 

0000352   HONOLULU 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

TRIPLER 

0000346   HONOLUUJ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IDAHO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

NATL  338            0.9 

SYSYm 338 

NATL  1219            0.9 

SYSTEM 1219 

NATL  45000            0.8 

SYSTEM 45000 

NaSiF6    ADJ   03/52  1906          1.0 

OONS  250 

CatiS  500 

SYSTEM 2656 

NATL  200     3.6 

SYSTEM 200 

NATL  3629     1.8 

SYSTEM 3629 

NATL  17699     0.8 

SYSTO«1 17699 

NATL  191     1.1 

SYSTEM 191 

NATL  43     0.9 

SYSTEM 43 

NATL  265     2.9 

SYSTEM 265 

NML  4605     0.8 

SYSTEM 4605 

NATL  1645     2.6 

SYSlTiM 1645 


ARDD 

6030002   BANNOCK 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR 

ASHIUN 

7220004   FREMDNT 

■lUllAL  POPULATION  SERVED  BY  SOURCE  WATER 

BOISE  (PART) 

4010016   ADA 

TOTAL  POPULATKU  SERVED  BY  SOURCE  WAIER 

BONNERS  FEKRY 

1110003   BOUNDARY 

NORTH  WATER  OCMPANY 

1110022   BOUNDARY 

SOJIH  HILL  mim  00 

1110026   BOUNDARY 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

BRUNEAU 

3370007   OWYHEE 

lUIAL  POPULATION  SERVED  BY  SOURCE  WAIER 

BUHL 

5420007   TWIN  FALLS 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER 

CALDWFn.T. 

3140013   CANYON 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WMER 

CASTLEHM) 

5240010   IWIN  FALLS 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WATER 

CLAYTON 

CUSIER 

liriAL  POPULATION  SERVED  BY  SOURCE  WAIER 

ELK  RIVES 

2180013   QFARWATER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

"Qf^n- 

3230012   GEM 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

FILER 

5420021   IWIN  FALLS 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WA'IER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IDAHO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

3380005       PAYETTE                                                NATL  2456            0.8 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 2A56 

4200022      ElMDRE                                                 NATL  1374            0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTD^ 1374 

3370010      OWYHEE                                                 NATL  366            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 366 

2250023      IDAHO                                                   NATL  3666            0.8 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 3666 

3140041      CANYOJ                                                 NATL  664            0.8 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 664 

2180029      CLEARWA3ER                     NaSiFb          ADJ          /58  200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

5340006      MINIDOKA                                              NATL  2886            0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2886 

5420030      IVIIN  FALLS                                          NATL  167            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 167 

3370012      OWYHEE                                                 NATL  2078            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2078 

4200026      ELMORE                                                 NAIL  110           15.9 

TOfEAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 110 

4010085      ADA                                                       NATL  1767             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 1767 

2350014      NEZ  PERCE                       NaSiF6          ADJ      06/47  27986                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATEI^  SYSTEM 27986 


FRUITLAND 


GLENNS  FERRY 


GRANDVIEW 


GRANGEVILLE 


CREEMLEAF 


HEADQUARTERS 


HEYBURN 


HDLLISTHl 


HCMEDALE 


KING  HILL 


KUNA 


LEWISTON 


li! 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IDAHO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MARSING 


MELBA 


MIDVALE 


MINIDOKA 


Moscrw 


MOUNTAIN  HOME 


MOUNTAIN  HCME  AFB 


MURfflY 


NAMPA 


NEW  MEADOWS 


NEWDALE 


PARKER 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

3370013   OWYHEE                    NATL  786     1.2 

TOTEAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 786 

31A0070   CANY»J                    NATL  300     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 300 

34A0007   WASHINGTOl                 NATL  205     0.8 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 205 

5340010   MINIDOKA                  NATL  100     0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 100 

2290029   LATAH                    NATL  16513     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16513 

4200032   ELMORE            NaSiF6    ADJ   03/82  7540          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7540 

4200054   ELMORE            NaSiF6    ADJ   10/60  6000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 6000 

3370014   OWYHEE                    NAIL  100     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

3140080   CANYON                    NATL  25112     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSlTiM 25112 

3020012   ADAMS                    NAJ'L  575     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 575 

7220047   FREMONI                   NATL  329     4.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 329 

7220051   FREMKI                   NATL  262     1.2 

TOTAL  POPUU^TCW  SERVED  BY  SOURCE  WAIER  SYSIB1 262 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IDAHO 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL     LEVEL 

PARMA 


REXBURG 


RDBEKTS 


RIMRT 


SANHOINT 


ST  ANmOJY 


TETCN 


IWIN  FALLS 


WHITEBIRD 


WILDER 


3140089 
TOIAL  POPULATION  SERVED 

7330022 
TOIAL  POPULATION  SERVED 

7260035 
TOEAL  POPULATION  SERVED 

5340017 
TOTAL  POPULATIC*!  SERVED 

1090121 
TOEAL  POPULATION  SERVED 

7220067 
TOTAL  POPULATION  SERVED 

7220072 
TOfEAL  POPULAITOI  SERVED 

5A20058 
TOOAL  POPUIATION  SERVED 

2250068 
■      TOTAL  POPULAllON  SERVED 

3140138 
TOTAL  POPULATION  SERVED 


CANYOJ 
BY  SOURCE  WATER 

MADISON 
BY  SOURCE  WATER 

JEFFTRSOJ 
BY  SOURCE  WATER 

MINIDOKA 
BY  SOURCE  WAKR 

BONNER 
BY  SOURCE  WAIER 

EREMCM" 
BY  SOURCE  WATER 

EREKWT 
BY  SOURCE  WAIER 

TWIN  FALLS 
BY  SOURCE  WATER 

IDAHO 
BY  SOURCE  WAIIR 

CANYON 
BY  SOURCE  WATER 


NATL  1820     1.0 

SYSTTM 1820 

NATL  11559     1.1 

SYSTEM 11559 

NATL  466     0.8 

SYSTEM 466 

NATL  5476     0.7 

SYSTEM 5476 

NaSiF6    ADJ   04/52  4460          1.0 

SYSTEM 4460 

NATL  3212     1.4 

SYSTEM 3212 

NAIL  559     2.8 

SYSTEM 559 

NAIL  26209     0.7 

SYSTEM 26209 

NATL  154     1.2 

SYSIliM 154 

NAIL  1260     1.5 

SYSTEM 1260 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

0950050      KNQX                                                     MYL  4210  2.4 

TOTAL  POPULATICSN  SERVED  BY  SOURCE  WATER  SYSTEM 4210 

0430050      DU  PAGE  Acid  ADJ  /61  28836  1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYS1H«1 28836 

1175200  MACOUPIN  Acid  ADJ      07/68    25235  1.0 

1670050  SANGAMDN  CONS  3200 

1670450  SANGAMDN  CONS  1100 

1170450  SANGAMON  CONS  2250 

1170750  MACOUPIN  CONS  1290 

1670850  SANGAM3N  CONS  2510 

1671250  SANGAM)N  CONS  850 

1171100  MACOUPIN  CONS  3780 

TOfTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 40215 

1950050      WHITESIDE  Acid  ADJ      05/68  1014  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1014 

0270050      GLimOJ                           Acid              ADJ          /70        680  1.0 

TOTCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 680 

0470050      EDWARDS  Acid  ADJ       11/68  4200  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYST^ 4200 

1310050      MERCER  NATL  3881  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ4 3881 

1874000      WARREN  NATL  1076  1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQ1 1076 

1110050      MQENRY  Acid  ADJ      01/71  6000  1.0 

TOTAL  POPULATTO]  SERVED  BY  SOURCE  WATER  SYST^ "-  6000 

1190050      MADISON                                               NATL  985  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH«1 985 


ABINGDOJ  WS 


ADDISOJ  WS 


ADGPTV  WATER  CCtfi 
AUBURN 
DIVERNCN 
GIRARD 
NILWDOD 
PAWNEE 
THAYER 
VIRDEN 


ALBANY  WS 


ALBERS  WS 


ALBION  WS 


ALEW  WS 


ALEXIS  WS 


ALGCMQUIN  WS 


ALHAMBRA  WS 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
:ONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ALLQIDALE  WS                                                    1850050      WABASH                             NaF                ADJ       11/70  9A5                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 945 

ALLERTCN  WS                                                      1834020      VEEMILION                       Acid              ADJ      05/68  320                        1.0 

TOLAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 320 

ALPHA  WS                                                           0730050      HEMRY                                                   NATL  815             2.0 

TOTAL  POPULATIC^  SERVED  BY  SOURCE  WATER  SYSTEM 815 

ALTAMONT  WS                                                      0A90050      EFFINGHAM                       Acid              ADJ      01/71  2550                        1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 2550 

ALTO  PASS  WS                                                    1815150      UNION                               NaF                ADJ       03/67  369                        1.0 

TOfTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 369 

ALTCN  WC                                                            1195150      MADISON                           Acid              ADJ       10/68  59486                        1.0 

BRIOflON                                                        1174160      MAODUPIN                                              OONS  5375 

BUNKER  HILL                                                    1170100      MADOUPIN                                                0M4S  2000 

PCKEST  HCMES-MAPLE  PARK                           1195100      MADISOI                                                OOIS  1800 

POSTERBURG  FWD                                            1195220      MADISON                                                OONS  3375 

SIU                                                                 1195540      MADISOJ                                                COtiS  400 

TOTAL  POPULATION  SERVED  BY  SOURCErWATER  SYSTEM 72436 

ALTCNA  WS                                                          0950100      KNCK                                                     NATL  650            2.5 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 650 

ALVIN  WS                                                            1830050      VERMIUOl                       Acid              ADJ      02/68  378                        1.0 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 378 

AMBOY  WS                                                            1030050      LEE                                  Acid              ADJ      06/60  2377                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2377 

ANCHOR  WS                                                          1130050      MCLEAN                                                 NATL  192            0.8 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 192 

ANDALUSIA  WS                                                    1610050      ROCK  ISLAND                   NaF                ADJ           /70  1238                        1.0 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS'IB^ 1238 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

ANDCVER  WS  0730100   HEMRY  NaF      ADJ   12/70    612  1.0 

"KflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 612 

ANNA-J(MSBCKD  WC  1815050  UNIOJ  Acid      ADJ  07/68    105          1.0 

ANNA  1810050  UNION  OONS        8400 

SHAWNEE  VALLEY  FWD  1815550  UNION  OONS         925 

JONESBORO  WC  1810250  UNION  OONS        1920 

TOTAL  P0PULATI(»1  SEKVED  BY  SOURCE  WATER  SYSTEM 11350 

ANNAWAN  WS                      0730150   HENRY            NaF      ADJ   12/70  908          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 908 

AUnOCH  WS                      0970050   LAKE                     NATL  4419     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB«1 4419 

APPLE  CANYCN  l/HL  00               0855150   JO  DAVIESS         Acid      ADJ    /70  600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 600 

APPLE  RIVER  WS                   0850050   JO  DAVIESS         Acid      ADJ   12/68  472          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 472 

AROOLA  WS                       0410050   DOUGLAS           NaF      ADJ    /70  2714          1.0 

TOTAL  POPULAnCW  SEKVED  BY  SOURCE  WATER  SYSTEM 2714 

AREMZVILLE  WS  0170050   CASS  Acid      ADJ    /70    495  1.0 

OONOORD  1370100   MDRGAN  OONS         240 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSITM 735 

ARGENIAWS                      1150050   MAOON            Acid      ADJ   06/68  994          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 994 

ARLINCTDON  HEICmS  WS               0314030   COOK                     NAIL  66116     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 66116 

ARLINC7IDN  WS                     0110050   BUREAU            Acid      ADJ   12/69  236          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl'ER  SYSTEM 236 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

ARMDCTON  WS  1790050   TAZEWELL  NaF      ADJ   01/69  297  1.0 

WTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 297 

ARCMA  PARK  WS  0910050   KANKAKEE  Acid      ADJ   06/68  673  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 673 

ARRCWa^ITH  WS  1130100   MCLEAN  NATL  292      1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 292 

ARIHUR  WS  139A040   MXILIRIE  Acid      ADJ   04/68  2122  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTO^ 2122 

ASHKU-l  WS  0750050   IROQUOIS  Acid      ADJ    /70    735  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 735 

AaiLAND  WS  0170100   CASS  Acid      ADJ   07/67  1351  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1351 

AaiLEY  WS  0890100   WASHINCTim         NaF      ADJ   12/70    658  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 658 

ASHK»E  WS  0290050   OOLES  NaF      ADJ   03/69    883  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 883 

AStnOi  WS  1030100   LEE  Acid      ADJ   11/69  llAO  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1140 

ASKVIG  IMP  ASSOCIATION  1415150   OGLE  Acid      ADJ     /72    300  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAKR  SYSTEM 300 

ASSUMPTTCN  WS  0210050   CHRISTIAN         NaF      ADJ   08/53  1283  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1283 

ASTORIA  WS  0570050   FULTON  Acid      ADJ    /70  1370  1.0 

TOTAL  POPUL^fflON  SERVED  BY  SOURCE  WATER  SYSTEM 1370 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

CONSeIu?ivI''s?S?EMS  served                                ^                     COUNTY                           ^         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
UUNbtOUnVEbYSTEMS  SERVED                                     ID                                                                     USED                            START   SERVED           NAT        OPT 

— ^ ^ DATE LEVEL    LEVEL 

^^™^S  WS                                                          1290050      MEMARD                            Acid              ADJ       11/69  1970                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 1970 

AIKINSCN  WS                                                      0730200      HEMRY                                                   NATL  1138            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1138 

ATLANTA  WS                                                        1070050      liDGAN                              NaF                ADJ          /70  1807                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1807 

AIWXO  WS                                                         0414060      PIATT                              NaF                ADJ      07/75  1464                        1.0 

TCXEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM li^64 

AURORA  WS                                                         0894070      KANE                                                     NATL  81293            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 81293 

AVISTONWS                                                       0270100      CLINTON                           NaSiF6          ADJ      07/67  846                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOvl 846 

A^^  WS                                                             0570100      FULTON                            NaF                ADJ       10/69  1019                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1019 

BAILEY  SUBD                                                     0115100      BUREAU                            Acid              ADJ          /69  42                        1.0 

TOmL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 42 

BALCITIS  SUBD                                                  2015100      WINNEBAGO                       Acid              ADJ          /52  140                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

BALCWIN  WS                                                        1570050      RANDOLPH                         Acid              ADJ          /70  750                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 750 

BALMORAL  HEIOffS  SUBD                                   1975180      WILL                                Acid              ADJ          /56  448                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 448 

BARDOLPH  WS                                                      1090050      MCDONOUGH                                            NATL  294            3.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 294 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

— -— ■ Fp^ COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and        ^  ^^^  ^^^                                  E,Pf                      LUUNIY                                                                    START    SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ DATE LEVEL     LEVEL 

BARRDGICN  WOODS  WS                                      0315050      OOOK                                NaF               ADJ       10/67  280                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 280 

BARRINCnONWS                                                  0974080      I^                                Acid              ADJ       11/67  9029                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9029 

BARRON  SUED                                                     2035A00      W0ODFX)RD                         Acid              AIU          /68  45                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A5 

BARRY  WS                                                           0490050      PIKE                                Acid              ACU      07/70  1487                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST™ 1^7 

BARIELSO  WS                                                      0270150      CLIMION                           Acid              ADJ          /71  439                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM A39 

BARTLETTWS                                                      0314120      COOK                                Acid              AEU       12/67  13254                        1.0 

HERRICK  HOUSE  (SOI)                                   0317750      COOK                                                     CONS  60 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13314 

BAIAVIAWS                                                        0894130      KANE                                                     NATL  12574            1.2 

TOfTAL  POPULATION  SERVED  BY  SOURCE:  WATER  SYST^ 12574 

BAranOWNWS                                                    0130050      CALHOUN                           NaSiF6          ADJ      07/72  350                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSI^ 350 

BAYLES  LAKE  OWN  ASSN                                    0755110      IR0QU3IS                         Acid              ADJ          /68  400                        1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM ^^00 

BAYLISWS                                                          1A90100      PIKE                                                     NATL  299            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 299 

BEARDfflOWNWS                                                  0170150      CASS                                Acid              AOJ          /68  6338                        1.0 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6338 

BEASON  CHESTNUT  FWD                                      1075150      DDGAN                               Acid              AEU          /73  500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

c5NrES?,rsSEMS  SERVED  f        ^^^  CHEM    STATUS  FLUOR  JOP^  NATURAL  SYS^T^^^ 

tiO DATE LEVEL  LEVEL 

BEAVERVILLE  WS                   0750100   IRDQUOIS          NaF      ADJ    /70  442          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 442 

BEECHER  (VILLAGE)                 1970050   WILL                     KATL  2025     0.9 

TOCAL  POPULAITCN  SERVED  BY  SOURCE  WAIER  SYSTEM 2025 

BEECHER  CITY  WS                  0490100   EFFINGHAM         NaF      ADJ   01/71  635          1.0 

TDTEAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSIH-l 635 

BEL  AIR  SUBDIVISION               1975130   WILL                     NATL  100     1.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

BELKNAP  WS                      0870050   JOHNSOJ           NaF      ADJ   07/79  172          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 172 

BELLFLCWER  WS                    1130150   MCLEAN            NaF      ADJ   06/71  421          l.Q 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 421 

BELLMSfE  WS                      1850100   WABASH                    NATL  307     1.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 307 

BELLWDODWS                     0310150   OOOK                     NATL  19811     1.4 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 19811 

BEl>OMr  ACRES  SUBD                0755150   IROQUOIS          Acid      ADJ    /61  120          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 120 

BELMCWr-HIGHWOOD  PWD               0435180   DU  PAGE           Acid      ADJ    /24  581          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 581 

BELDIT,  WI                      1540112   ROCK             Acid      ADJ   04/49  0          1.0 

SOim  BELOIT  WS                 2010450   WINNEBAGO                 OGNS  4088 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 4088 

BELVIDERE  WS                     0070050   BOONE            Acid      ADJ   03/71  15176          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAEER  SYSTEM 15176 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

f^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and       ^  ^_^^^^                                ^Pf                     COUNIY                           o                                    START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  '^^^   DATE LEVEL    LEVEL 

BEMElirWS  1^70050      PIAIT  Acid  AOJ  /70       1770  1.0 

TUIAL  FOPULAl'ION  SERVED  BY  SOURCE  WATER  SYSTEM 1770 

BEMSENVILLE  WS  0434140      DUPAGE  NATL  16124  1.1 

lUEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 16124 

BEU90N  WS  2030050      WOODPORD  NaF  ADJ  /70        460  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 460 

BEfflALTOWS  1190150      MADISON  Acid  ADJ       10/68     20300  1.0 

MEADOWBROOK  BTO  1195200      MADISON  OONS  1440 

KCeo  PWD  1195250      MADISON  OONS  545 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22285 

BE^^ANYWS                                                        1390100      MDULTOIE                         Acid              ADJ      09/68  1550                        1.0 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1550 

BEVERLY  MANOR  SUB-OIAMT                               1795100      TAZEWELL                         Acid              ALU          /43  175                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

BEVERLY  MANOR  SUB-MOGINLEY                         1795110      TAZEWELL                         Acid              ADJ      04/69  30                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 30 

BEVERLY  MANOR  SUB-VOHLAND                           1795120      TAZEWELL                         Acid              AEU       04/69  620                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 620 

BIGC5VILLE  WS                                                  0710050      HENDERSON                                            NATL  411            3.8 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 411 

BIRDS-PINKSTAFF  WS                                         1015300      LAWREIJCE                         NaF                ADJ          /70  465                        1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 465 

BISHOP  HILL  WS                                                0730250      HEMRY                                                   NATL  166            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 166 

BISMARCK  PWD                                                    1835250      VERMIUON                       Acid              ADJ           /70  1100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl^EM 1100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

SfElJ^rsSEMS  SERVED  ^  ^'^  CHEM         STATUS     PLUOR  JOP^    NATU^P^L  SVS^^^^^ 

^ ^ DATE LEVEL    LEVEL 

BLAKE  WAim  OORP  0955150      KNQX  ^^  1^0  3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 160 

BI^INSVILIZ  WS                                            1090100      MCDONOUGH                       Acid              AOJ       11/70  990                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 99O 

BliXWINGDAI^  WS                                              0430100      DUPAGE                           Acid              ADJ          /65  13000                        1.0 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM I3000 

BIDCMINC7D0N  WS  1130200  MdilAN  Acid              ADJ  12/70    52700                        1  0 

BliXMNCJICN  TWP  WD  1135120  MCLEAN  qons                    l5in 

HICKORY  HIGU^NDS  WC  1135200  MdilAN  CONS                     350 

HUD^  1130700  WMM  cONS                     940 

TOWANDA  1131050  MdilAN  OOns                      7OO 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 559OO 

BLUEMDUNDWS  1150IOO      MAOON  Acid  ADJ      03/71  1338  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1338 

^^^^"^  1710100      SOOrr  Acid  ADJ      06/68        821  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 821 

BOLINGBROOK  OAK  TREE  197A152      WILL  Acid  ADJ  /77         185  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 185 

BOLINGBROOK  WS  1974150      WILL  Acid  ADJ  /70  12500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12500 

^»^GAPWS  0470100      EDWARDS  NaF  ADJ       12/70        450  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 45O 

BONNIE-BRAE  PORS  MAN  SD  1975140      WILL  Acid  ADJ  /64  2200  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

BORDEN  CHEMICAL  (ILLIOPOUS)  1675110      SANGAMDN  NaF  ADJ  /68  1200  1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

— — — -— rST COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     UUUNit                                                                               SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED qaTe       LEVEL     LEVEL 

BOWEMWS                                                           0670200      HANCOCK                           NaSiF6          ACU          /69  525                        1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOi 525 

BRACEVILLEWS                                                  0630050      GRUNDY                                                 NATL  721             l.A 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTO-I 721 

BRADTORDWS                                                      1750050      STARK                                                   NATL  92A            1.2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WAKR  SYSTEM 924 

BRAK£Y  HEiarrS  SUBD                                    2015050      WINNEBAGO                       Acid              ADJ          /25  192                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 192 

BRAIDWOODWS                                                    1970150      WILL                                                     NATL  3429            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 3429 

BREESE  WS                                                         0270250      CLINTON                           NaSiF6          ADJ      03/56  4059                        1.0 

ST  ROSE  PWD                                                  0275250      CLINTON                                                OONS  1170 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO«1 5229 

BREEZEWAY  SUBD                                                1795150      TAZEWELL                         NaF                ADJ           /48  175                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  >!ATER  SYSTH^ 175 

BRIARWDOD  ACRES  SUBD                                    0375050      DEKALB                           Acid              AOJ          /71  200                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAlffiR  SYSTQ1 200 

BRIMFIELD  WS                                                    1430150      PEDRIA                                                 NATL  890            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSIE^I 890 

BRQADLANDS                                                        0190050      CHAMPAIGN                       NaF                ADJ           /68  350                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WaW.  SYSTEM 350 

BRQADWELL  WS                                                    1070100      LOGAN                               Acid              AIXJ          /66  183                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 183 

BgOCTON  WS                                                        0450050      EDGAR                              Acid              ADJ      02/71  393                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAffiR  SYSIB1 393 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

^5irEli?,rsrs?EMS  SERVED  %'  ^^^  CHEM    STATUS  PLUOR  ^^POP^  ^^^^  ^S\'^' 

NO DATE LEVEL  LEVEL 

BRDOKPORTWS                      1270050   MASSAC            Acid      ADJ   12/71  1128          l.Q 

TOTEAL  POPULATION  SEBVED  BY  SOURCE  WATER  SYSTEM 1128 

BROOKVIEW  SUBD                   1435100   PEORIA           Acid      ADJ    /61  300          l.Q 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 300 

BRCWNING  WS                      1690050   SCHUYLER          Acid      ADJ    /76  300          10 

mCKDRY-KERTON  OOOP              1695200   SCHUYLEK                  OONS  250 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 550 

BRUSSELS  WS                     0130100   CALHOUN           NaF      ADJ   06/69  400          1.0 

TOEAL  POPULATION  SEKVED  BY  SOURCE  WAITO  SYSTEM 400 

BRYANE  WS                       0570200   FULTON                    NATL  333     2.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 333 

BUa<  LAKE  ESTATES                 0375100   DE  KALB           Acid      ADJ    /72  130          l.Q 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 130 

BUCKINGHAM  WS                    0910250   KANKAKEE                  NATL  330     0.9 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 330 

BUQ^LEYWS                      0750150   IROQUOIS          Acid      ADJ   10/70  604          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 604 

BUOA  WS                        0110100   BUREAU                    NATL  668     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 668 

BUFFADO  GROVE  WS                  0314180   OOOK                     NAIL  22230     1.3 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22230 

BURLI*«^roN  WS                    0890150   KANE             Acid      ADJ   07/68  442          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA^R  SYSTEM 442 

BURR  RIDGE  WS                    0434190   DU  PAGE           Acid      ADJ   06/68  3833          1.0 

IDEAL  POPULAITON  SERVED  BY  SOURCE  WAEER  SYSTEM 3833 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINU COUNTY CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  tPA  ^.UUINiy  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 ^^                                 q^TE  LEVEL     LEVEL 

NO ^ . . . 

BUSHNEIJ.WS                                                      1090150      MCDONOUGH                                            NATL  3811            3.6 

■lOIAL  POPUIAIION  SERVED  BY  SOURCE  WAIER  SYSTEM 3811 

BUYSSE  SUBD                                                     0735000      HEMIY                               Acid              ALU          /68  280                        1.0 

TXJTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 280 

BVRCNWS                                                            1^10100      OGLE                                Acid              AW       10/68  2200                        1.0 

TOTAL  EOPUUmON  SERVED  BY  SOURCE  WAJBR  SYSTEM 2200 

CABERYWS                                                         053A200      KANKAKEE                                              NATL  327             1.1 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 327 

CAiBDWS                                                           0035030      ALEXANDER                       NaF                ADJ       10/68  5931                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 5931 

CALHOUN  WS                                                        1590050      RICHLAND                                              NATL  267             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 267 

CAMABGOWS                                                       0410100      DOUGU^S                           NaF                ALU           /70  428                        1.0 

-Kfm.  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM ^28 

CAMBRIDGE  WS                                                    0730300      HENRY                                                   NATL  2217             1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2217 

CAMEIXrr  UnL  INC                                            1975200      WILL                                                     N^  385            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMTR  SYSTEM 385 

CAMELOT  WC  INC                                                1435450      PECKIA                            Acid              ADJ          /71  870                        1.0 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 870 

CAMPBELLS  WC  ND  1                                           1315250      MERCER                                                 NATL  56            1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 56 

CAMPBELLS  WC  MD  2                                           1315300      MERCER                                                 NATL  28            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 28 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS  

cSnIeIu?IvI''s?STEMS  served  ^  COUNTY  ChI^^  status     FLUOR       POP       NATURAL  SYSTEMS 

OUNbEOUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

-^ ^ DATE LEVEL    LEVEL 

c^'^^pcmm^^  1235100  Marshall  nail      igq    2.  a 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

^^'^^SWS  1050050   LIVINGSION         NaF      ADJ    /70  224  1.0 

■TOTAL  POPULmON  SERVED  BY  SOURCE  WAIER  SYSTEM 224 

CANDLEWIOC  I^UCE  iniL  00  0075050   BOONE  NaF      ADJ    /75  200  1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 200 

^^^^^^  ^  0570250   EU^TON  Acid      ADJ   06/67  15161  1  0 

DUNFERMLINE-ST  DAVID  WC  0575150   FULTON  qONS        1200 

^*XmS  WS  0570750   FULTON  OONS         276 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16637 

(^^'^^^                                                        0070100   BOONE            Acid      ADJ    /70  678          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTH«1 678 

^^^^^^^  °-^f^  WS                   1610100   ROCKISUND        Acid      ADJ    /70  1578          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 1578 

CARBON  HILL  WS                   0630100   GRUNDY                    NATL  406     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTO^ 406 

^^^^^^^^^'^'^^  WS  0770150  JACKSON  NaSiF6    ADJ  /70  27600          1  0 

BUNOGMBEWD  0775120  JACKSON  cONS         800 

CRAB  ORCHARD  FWD  0775050  JACKSON  qONS        2145 

I^^f^^H*:  FWD  0775150  JACKSON  cONS        1800 

SIU  0775450  JACKSON  cONS        5800 

SOmi  HIGHWAY  FWD  0775400  JACKSON  QONS        8420 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 46565 

C^^^^^™VILLE  WS                   1170150   MACOUPIN          NaSiF6    ADJ   11/69  5612          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5612 

C^^^^^^WS                      1130250   MCLEAN            Acid      ADJ   09/68  410          1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 410 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

* TK2 COUNTY cTTeM  status     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIt  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  D  u^  ^^^  LEVEL     LEVEL 

NO ■ 

C^^YLEWS  0270300  CLimUi  NaSiF6          ACU  06/52       3650                        1.0 

BECHQ.EYH(  0270200  CLINTON  CONS                    1300 

CARLYLE  SOJfflWEST  FVJD  0275120  CLINTON  OONS                      540 

CLINTON  OTIY  EAST  WD  0275150  CLINTON  OONS                    lAAO 

HOFFMAN  RURAL  WD  0275230  CLINTON  OONS                      165 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7095 

CARMI  WS  1930100      WHITE  Acid  AEU      07/68       7665  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 7665 

CAROL  SmEAM  WS  0430200      DU  PAGE  Acid  AEU  /69     20000  1.0 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 20000 

CARPEMHiSVILLE  WS  0890200      KANE  Acid  ADJ       11/66     23272  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23272 

CARRIERS  MILLS  WS  1650050      SALINE  NaF  AOJ       10/69       2268  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2268 

CARROLL  HEIOnS  SUED  0155200      CARROLL  Acid  ADJ  / 73  80  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

CARRDLLTONWS  0610050      GREENE  Acid  ADJ       12/69       2816  1.0 

•KfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2816 

CARTHAGE  WS  0670250      HANCOCK  NaF  ADJ       11/70      3350  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 3350 

CARY  WS  1110100      MCHENRY  Acid  ADJ       12/66       6640  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 66^0 

CASEY  WS  0230050      CLmi  NaF  AOJ      08/52       3026  1.0 

TOTAL  POPULATI»)  SERVED  BY  SOURCE  WATER  SYSTH<1 3026 

CATm'ILLAR  TRAILS  SUB  2035030      WOODFORD  Acid  AEU  /56      2500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

CONSeIu?ivI''sSfmS  <5ERVFn  ^  ^^^^^  ^^^         STATUS  FLUOR   POP   NATURAL  SYSTEMS 

UUNbtCUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

— _iiO . DATE LEVEL  LEVEL 

CAVE  IN  ROCK  WS  0690050   HARDIN  NaF      ADJ    /70    468  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTEM 468 

CEDAR  BROOK  ESTAIES  SUB  1615170   ROCK  ISLAND        Acid      ADJ    /77    80  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

CEDAR  HILLS  HCME  ASSOC  2035040   WOODfiQRD  Acid      ADJ    /73    31  i.o 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^l 31 

CEDAR  POINI  WS  0995040   M  SALLE  NATL  344     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 344 

^^^^^^VILLE  WS  1770050   SIEPHE14S0N         Acid      ADJ   11/69  766  1.0 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 766 

CElflRAL  ALEXANDER  00  PWD  0035100   ALEXANDER         Acid      ADJ    /73  2765  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID^ 2765 

CENTRAL  ILL  UHL  00  0955200   KNOX  MTL  500     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 500 

^^^^'^f^ALIA  WS  1214220  MARION  Acid  ADJ   11/67  18519  1  0 

CE^raRALIA  OORR  CIR  0275600  CLINTON  OONS  1100 

HOFFMAN  0270400  CLINTON  OONS  775 

IRVENCnCN  1890250  WASHINGTON  CONS  1400 

JUNCTION  CITY  1210200  MARION  OONS  550 

MURRAY  DEV  CIR  1215510  MARION  OQnS  975 

^™  1210350  MARIOJ  OONS  3020 

f^AOOOCN  WC  1215100  MARION  OONS  4000 

^OMEW  1890500  WASHINGTON  oONS  630 

SANDOVAL  1210500  MARION  OONS  2050 

WALNUI  HILL  1210600  MARION  OONS  1200 

WAMAC  1214920  MARION  OONS  1805 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36024 

CERRO  GORDO  WS  1470100   PIATI  Acid      ADJ   08/68   1553  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1553 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINQIb --....^ Q^^ STATUS     FLUOR       POP       NATURAL  SYSTEMS 

;^ATER  SYSTEM  and           "—                                E^                     ^°^^^                           ?sId                           START   SERVED  NAT        OPT 

30NSECUTIVE  SYSTEMS  SERVED  ^D  ^ D^TE LEVEL     LEVEL 

CHADWIOCWS  0150050      CARROLL  Acid  AW  /70        631  1.0 

TOIAL  EOPULATION  SERVED  BY  SOURCE  mTER  SYSTEM 631 

ni7n9m      rA^q  NaF  ADJ      12/70        842  1.0 

CHANDLESVILLE  WS  0170200      CASS  iw 

TOTAL  roPULATlON  SERVED  BY  SOURCE  VlNm.  SYSra^l 842 

CHANNAHON  (VILLAGE)  1970200      WILL  NATL  100  1.0 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

CHANinEAFB  0195637      CHAMPAIGN  Acid  ADJ  /69  14000  1.0 

TOTAL  EOPULAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 1^^000 

Qj^nj  1370050      MORGAN  Acid  AQJ  /55        650  1.0 

TOTAL  roPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 650 

(HARU^TCNWS  0290100      COLES  Acid  AW       12/65     19355  1.0 

E^^Si™  ILL  UNIV  0295500      001£S  ^^  10500 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAItR  SYSTEM 29855 

noTS-^sn      TAKF  NATL  182  0.9 

CHARMAR  WC  0975350       LAKL 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 182 

OiMSWORmWS  1050100      LIVINGSION  NaF  AOJ       10/69  1187  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 1187 

CHEBANSEWS  0754240      IROQUOIS  Acid  AHJ  /70  1191  1.0 

TOTAL  roPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1191 

CHEjjQ(^Ws  1130300      MCLEAN  NATL  1847  2.1 

TOTAL  roPULATION  SERVED  BY  SOURCE  WAl^  SYSTEM 1847 

CHERRY  DALE  SUBD  1615120      ROCK  ISI^  Acid  AIX]  /68         100  1.0 

TOTAL  roPULATION  SERVED  BY  SOURCE  WAItR  SYS-l^ 100 

iQ7R9ftn      (JTTT  Acid  ADJ  /68        790  1.0 

CHERRY  HILL  SUBD  1975280      WILL  «i-Ju 

TOTAL  roPUli^TlON  SERVED  BY  SOURCE  WAIW  SYST^ 790 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CHEKRY  WS 


EPA 
ID 
NO 


0110200 
lOEAL  POPULATION  SERVED 

CHERRYVALE  EAST  APTS  1015470 

TOTEAL  POPULAnai  SERVED 

CHESTER  WS  1570100 

TOTAL  POPULAHOI  SERVED 

CHESIHIFIELD  WS  1170200 


CHEVY  CHASE  SAND  WC 


CHICAOO  HTS  WS 


TOTAL  POPULATION  SERVED 
0975150 

TOTD^  POPULATION  SERVED 
0310450 

TOTAL  POPULATIOI  SERVED 


CHICAOO  WS 
ALSIP 

AR00-SIJM4IT 
BEDfXM)  PARK 
BERKLEY 
BERWYN 
BLUE  ISLAND 
BRIDGEVIEW 

BRIDffiVIEW  SOUIHFTELD  SD 
BROADVIEW 
BROOKFIELD 

BRO(KFIELD-N  RIVSIDE  WC 
BURNHAM 
CAUMET  CITY 
GALLWET  PARK 
CENIRAL  SnCKNEY  SD 
CHICAI30  &  NW  RR 
CHICAOO  RIDGE 
CICERO 

CIT  hORELAND  DIV 
CITIZENS  FERNWAY  UHL  SUBD 
OOUNIRY  CLUB  HILL  WS 
OOUNIRYSIDE 


0316000 

0310030 

0310060 

0310120 

0310180 

0310210 

0310240 

0310270 

0310271 

0310300 

0310330 

0315130 

0310360 

0310390 

0310420 

0315570 

0315320 

0310480 

0310510 

0315910 

0315030 

0310540 

0310570 


COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

BUREAU  NaT      ADJ   11/70    541          1.0 

BY  SOURCE  WAIER  SYSTOd 541 

WINNEBAGO  Acid      ADJ    /78    180          1.0 

BY  SOURCE  WATER  SYSTEM iSQ 

RANDOLPH  NaSiF6    ADJ   12/51   8027          1.0 

BY  SOURCE  WAIER  SYSTEM 8027 

MAOOUPIN  NaF      ADJ   11/69    280          1.0 

BY  SOURCE  WAIHl  SYSTEM 280 

LAKE  Acid      ADJ    /56    388          1.0 

BY  SOURCE  WATER  SYSTEM 338 

OOOK  Acid      ADJ   11/68  37026          l.Q 

BY  SOURCE  WAIER  SYSTEM 37026 

OOOK  Acid      ADJ   08/563367000          l.Q 

OOOK  ooNS       17134 

OOOK  CONS       10110 

OOOK  OONS         990 

OOOK  cjtiS                   5500 

OOOK  OONS       46850 

OOOK  OONS       21855 

OOOK  OOJS       16155 

OOOK  OCWS        2200 

OOOK  OONS        8600 

OOOK  cons                  19500 

OOOK  OONS       44600 

OOOK  cotis                   4000 

OOOK  OMJS       39700 

OOOK  OONS        8800 

OOOK  OONS        2200 

OOOK  OONS        8000 

OOOK  OCNS       13473 

OOOK  OONS       61232 

OOOK  OOIS         500 

OOOK  OONS        4100 

OOOK  OONS       14676 

OOOK  OONS        6700 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CRESTWDCX) 

res  PLAINES 

DDQDOR 

DOLTON 

EAST  HAZEL  (EEST 

ELhWOOD  PARK 

EVEEOIEEU  PARK 

FOREST  PARK 

EX)REST  VIEW 

FRAMOIN  PARK 

GAREOJ  HCMES  SD 

GARY  AVE  GARDENS  SUBD 

GLQJ  EDEU  EST 

GLQJWDOD  WD 

GOLF 

HANCVER  PARK  WS 

HARVEY 

HARWOOD  HEIOfrS 

HAZEL  CREST 

HICKHY  HILLS 

HILLSII*: 

HnJLSIDE-BESKLEY  WC 

HMXXINS 

HCMETOWN 

HOMEWOOD  WS 

JUSTICE 

JUSTICE-WILU3W  SHONGS 

LA  GRANGE  PARK 

LEYDEM  TWP  WD 

LINGOLNWOOD 

LYONS 

MARKHAM 

MAYWDOD 

MCOOOK 

MEIJRDSE  PARK 

MEERICNETIE  PARK 

KIDLOmiAN 

MDRTON  GRCVE 

NILES 

NORRIDGE 

NOOH  RIVERSIDE 

NDRIHFIELD 

NCimiLAKE 

OAK  FXMST 

OAK  LAWN 

OAK  PARK 

(MAND  PARK  WS 


EPA 
ID 
NO 


COUNTY 


CHEM 
USED 


STATUS  FLUOR   POP   NATURAL  SYSTEMS 
START  SERVED     NAT   OPT 
DATE  LEVEL  LEVEL 


0310600 

0310630 

0310660 

0310690 

0310750 

0310780 

0310840 

0310900 

0310930 

0310%0 

0315620 

0435450 

0315650 

0311050 

0311080 

0314480 

0311110 

0311140 

0311170 

0311200 

0311230 

0315770 

0311260 

0311320 

0311350 

0311471 

0315820 

0311560 

0315880 

0311650 

0311710 

0311770 

0311830 

0311740 

0311860 

0311890 

0311920 

0311950 

0312010 

0312040 

0312160 

0312100 

0314710 

0312190 

0312220 

0312250 

0312310 


OOOK 

OXK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

DU  PAGE 

OOOK 

LA  SALLE 

OOOK 

DU  PAGE 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 

OOOK 


OONS 

11300 

OONS 

54000 

OONS 

4750 

OONS 

25000 

OONS 

1375 

OONS 

24000 

OONS 

22260 

OONS 

15520 

OONS 

765 

OONS 

18000 

OONS 

1000 

OONS 

100 

OONS 

270 

OONS 

400 

OONS 

500 

OONS 

28850 

OONS 

35800 

OONS 

8240 

OONS 

14000 

CONS 

14000 

CONS 

9500 

CONS 

50 

CONS 

2005 

CONS 

5240 

OONS 

19724 

OONS 

600 

OONS 

14575 

OONS 

13360 

OONS 

16000 

OONS 

12000 

OONS 

9925 

OONS 

15200 

OONS 

28000 

OONS 

300 

OONS 

20735 

OONS 

2055 

OONS 

14275 

OONS 

23800 

OONS 

34000 

OONS 

16500 

OONS 

6770 

OONS 

5810 

OONS 

12170 

OONS 

26100 

OONS 

60590 

OONS 

55000 

OONS 

23045 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

c3nIeCu?iv™?fmS  c^frvfo                                ^                     COUNTY                           U^         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
LUNbEOUTIVE  SYSTEMS  SERVED                                    ID                                                                     USED                            START   SERVED           NAT        OPT 

— ^ DATE LEVEL     LEVEL 

PALOS  HEIGHTS                                              0312370      OOOK                                                     OONS  11100 

PALOS  HILLS                                                  0312400      CXXK                                                     COns  16700 

PARK  RIDGE                                                   0312460      OOOK                                                     OONS  38705 

PHOENIX                                                         0312490      OOOK                                                     OQNS  2850 

POSEN                                                             0312520      OOOK                                                     OONS  4650 

RIVER  FOREST                                                0312610      OOOK                                                     OONS  13400 

RIVER  GROVE                                                  0312640      OOOK                                                     OONS  10370 

RIVEKDALE                                                     0312580      OOOK                                                     OONS  13200 

RIVERSIDE  WS                                                0312670      OOOK                                                     OONS  9236 

ROBBINS                                                         0312700      OOOK                                                     OONS  8120 

ROSEMCNT                                                       0312760      OOOK                                                     OONS  4740 

SOULLER  PARK                                              0312850      OOOK                                                     OONS  11460 

SOmi  HOLLAND                                              0312970      OOOK                                                     OONS  25000 

SOUIH  SnCKNEY  SD                                      0317370      OOOK                                                     OONS  28700 

SnCKNEY                                                       0313000      OOOK                                                     OONS  5900 

STCNE  PARK                                                   0313030      OOOK                                                     OONS  4275 

IHORNTON  WS                                                  0313090      OOOK                                                     OONS  3022 

TINLEYPARK                                                  0314910      OOOK                                                     OONS  26200 

■nNLEY  PK  MHO                                              0317850      OOOK                                                     OONS  2000 

USNAS  GLEMVIEW                                            0315647      OOOK                                                     OONS  24880 

WESTCHESm                                                  0313150      COOK                                                     OONS  18000 

WESTCHESTER-BRQACVIEW                               0317580      OOOK                                                     OONS  55000 

WOBra                                                             0313360      OOOK                                                     OONS  11600 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4800442 

OUCXASAW  HIU^  UHL  00                               1975320      WILL                                Acid              ADJ          /68  3500                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

OUGAKWA  PARK  EST  HOMED                               1615140      ROCK  ISUm                   NaF               ADJ          /73  40                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

OULLIOOrmE  WS                                                1430200      PEORIA                            Acid              ADJ       12/68  6176                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6176 

^^^RISMANWS                                                     0450100      EDGAR                              Acid              ADJ       12/68  1413                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSTEM 1413 

°S00  WS                                                           1470150      PIATT                              Acid              ADJ      01/68  333                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 333 

^SNE  WS                                                           1910050      WAYNE                              NaF               ADJ          / 70  1278                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1278 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and    ^^  COUm^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID USED SIARJ   SERVED   ^NAT^  ^O^T^ 

aSSNA  PARK  WS                   0750200   IRDQUOIS          NaF      ADJ    /69  825          1.0 

TOIAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 825 

GIT  ARBURY  DIV                   1975040   WILL             Acid      ADJ    /60  1442          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1442 

QT  ARROWHEAD  DIV  WS               0435150   DU  PAGE           Acid      ADJ    /59  1650          1.0 

■TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

GIT  OnCAOO  SUBR  UHL  D            0315150   COOK                     NATL  25000     1.0 

•TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSIQ1 25000 

QT  OOUNIRY  CLUB  HIOiLDS            0435350   DU  PAGE           Acid      AEU    /56  1533          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1533 

CIT  LCMBARD  HEIGHTS  DIV            0435700   DU  PAGE           Acid      ADJ    /54  963          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM %3 

CIT  SANTA  FE  DIV                  1975060   WILL             Acid      ADJ    /76  50          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 50 

Cll  VALLEY  VIEW  DIV               0437350   DU  PAGE           Acid      ADJ    /57  8100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 8100 

aiTES  WATER  00                  0555030   FRANKLIN          NaF      AEU    /68  2626          1.0 

BUai                         1990050   WILLIAMSON                 OONS  500 

HURST                         1990450   WILLIAMSON                 OONS  1000 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4126 

CITIZENS  WAYaDQl  PARK  SUBD         0317550   COOK                     NATL  5350     1.0 

TOTAL  POPULATK»J  SERVED  BY  SOURCE  WATER  SYSTEM 5350 

CITIZENS  WEST  SUBUR                1974151   LAKE             Acid      AEU    /69  31500          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 31500 

CLAREMDNT  HILLS  SUBD               1115080   MCHEMY           Acid      ADJ     /70  375          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 375 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

CONSES?ivf SYSTEMS  SERVED                                  ^                      BOUNTY                            O^         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
OUNbhOUTIVE  SYSTEMS  SERVED                                    ID                                                                     USED                            START   SERVED           NAT        OPT 

_±2 DATE LEVEL     LEVEL 

CLAREMM-WS                                                    1590100      RICHUM)                         Acid              ADJ          /80  255                        1.0 

IDTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 255 

CI^^RQffiON  HILLS  WS                                        0430250      DUPAGE                           Acid              ADJ      07/59  6857                        1.0 

lOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6857 

CLAREM^WC                                                    0435300      DUPAGE                          Acid              ADJ          /65  2000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTHd 2000 

C^'^CITiVS                                                   0250050      OAY                                Acid              ADJ          /69  1038                        10 

SAIDDR  SPRINGS                                            0250250      CLAY                                                     OonS  150 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^I 1188 

CLAYTON-CAMP  FT  W  OOW                                 0015200      ADAMS                              Acid              ADJ          /78  210                        1  0 

AliAMSOOFWD                                                0015150      ADAMS                                                   OONS  600 

AUGUSTA                                                         0670050      HANCOCK                                               OONS  740 

GAMDEN-LITrLETON  WC                                   1695100      SCHUYLER                                             ooNS  640 

CAMP  POim-                                                   0010050      ADAMS                                                   OONS  1200 

CLAYTCa                                                        0010100      ADAMS                                                   CX»S  889 

GOLDEN                                                           0010250      ADAMS                                                   OONS  515 

LIBERTY                                                         0010350      ADAMS                                                   OONS  500 

MDUNT  STERLING  WS                                      0090100      BROWN                                                   OONS  2448 

RIPLEY                                                           0090150      BROWN                                                   OONS  150 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7892 

CLEAR  WAHR  SERV  OORP                                  0295100      OOIiS                              NaF               ADJ          /78  1500                        1  0 

I^yCE  MAnOC»J  FWD                                        0295250      OOLES                                                   OONS  600 

LEKNA                                                             0290200      OOLES                                                   OONS  300 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

CLEARVIEW  SUBDmSICW                                   1975360      WILL                                Acid              ADJ          /20  420                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

°^™*^WS                                                       0750250      IROQUOIS                         NaF               ADJ          /70  1390                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1390 

°^^^^^WS                                                       0390050      DEWITT                          Acid              ADJ          /70  8014                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTDd 8014 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


GOAL  ClTi  WS 
EILEEU  WS 


GOAL  VALLEY  WS 


OOK)EN  WS 


GMIHE^mi  WS 


COLFAX  WS 


OQLIJBGE  VIEW  SUED 


OOLLINSVILLE  WS 


OOLONA  WS 


(XMMAL  MEADOWS  SUBD 


OOWUNITY  SERV  CHRP 


OCMPICN  WS 


OCNOORD  TEKRACE  SUBD 


^^  COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

10                           USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0630200   C3UJNDY                    NATL  A112     0.8 

0630350   GRUNDY                    OONS  569 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4681 

161A260   ROCK  ISLAND        Acid      ADJ    /68  3800          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 3800 

1810150   UNION            Acid      ADJ   11/70  1300          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSlBd 1300 

1090200   MCDONOUffl         Acid      ADJ   08/71  1729          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1729 

1130350   MCLEAN            Acid      ADJ   10/68  920          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 920 

1975AOO   WILL             Acid      ADJ    /57  665          1.0 

TOOAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 665 

1194280   MADISON           NaSiF6    ADJ   12/68  23700          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1Q1 23700 

0730400   HENRY            Acid      ADJ   04/71  2172          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2172 

1135100   MCLEAN            Acid      ADJ    /62  275          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'TEM 275 

1115350   MCHENRY           Acid      ADJ    /56  714          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 714 

1030150   LEE              Acid      ADJ    /70  376          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 376 

0315200   COOK                     NATL  150     0.7 

TOTAL  P(MJLAnC»J  SERVED  BY  SOURCE  WAIER  SYSKM 150 
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mm 


POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO         DATE LEVEL  LEVEL 

OONGERVILLE  WS  2030100   WOODFIORD  Acid      ADJ    /68    373  1.0 

TOfEAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 373 

CONNER  APTS  1015190   WINNEBAGO         Acid      ADJ    /78    60  1.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 60 

COOKS  MILLS  Wnm  ASSN  0295200   OOUS  Acid      ADJ    /79    300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS1H4 300 

CXXKSVILLE  WS  1130A00   MCLEAN  NATL         259     1.2 

TOTAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 259 

CORDOVA  WS  1610150   ROCK  ISLAND        Acid      ADJ    /68  697  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 697 

CORNELL  WS  1050150   LIVINGSTON  NATL  603     0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSl'EM 603 

OOULTERVILLE  WS  1570150   RANDOLPH  Acid      ADJ   12/69  1620  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1620 

OOUMIRY  CLUB  EST  SUBD  0735700   HENRY  NATL  50     1.9 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

OOUNIRY  ESTATES  SUBD  0735050   HENRY  Acid      ADJ    /64  225  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

amrnV  view  estate  SUBD  IAI522O   ogle  Acid      ADJ     /73     50  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

COUNTRYSIDE  LAKE  SUBD  0975200   LAKE  NATL  154     1.3 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTO^ 154 

OOUbflRYSIDE  MANOR  SUBD  0975250   LAKE  NATL  1685     0.9 

TOTAL  POPUlAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1685 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

^ATER  SYSTEM  and ~"ePA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

c5nSECU?iVE  SYSTEMS  SERVED  ID  USED SJART  SERVED   ^NAT^  ^OPT^ 

OCXKIY  LINE  WC                   0315100   OOOK             Acid      ADJ    /63  300          1.0 

TJOm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^I 300 

OOVENmY  CREEK  SUED               2015160   WINNEBAGO         Acid      ADJ    /75  388          1.0 

TDT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 388 

OOVENmY  HILL  EAST  SUBD             2015150   WINNEBAGO          Acid      ADJ     /73  640          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 640 

OOWDEN  WS                       1730050   SHELBY            NaF      ADJ   11/68  623          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 623 

OOYNE  CENTER  WS                   1615150   ROCK  ISLAND        Acid      ADJ   11/70  156          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 156 

CRESCENT  ClTi  WS                  0750300   IROQUOIS          NaF      ADJ    /70  641          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 641 

CREST  HILL  WS                    1970250   WILL             Acid      ADJ   12/68  9252          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9252 

CRESTON  WS                      1410150   OGLE             Acid      ADJ   08/68  527          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 527 

CRESTVfICK  HEianS  SUBD             1135120   MCLEAN            Acid      ADJ    /78  50          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

CRETE  WS                        1970300   WILL             Acid      ADJ   03/69  5417          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5417 

CREVE  OOEUR  WS                   1790100   TAZEWELL          NaF      ADJ    /70  6851          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6851 

CROPPER'S  1,4,5                   1615250   ROCX  ISLAND        Acid      ADJ    /48  630          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 630 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

^SSfEcSfsSEMS  SERVED  f  ^^^  CH|M         STATUS     PLUOB  ^^POP^    ..TURAL  SV 

^ . DATE LEVEL    LEVEL 

^PP^  2,  3                                                  1615200      ROCK  ISDW                   Acid              ADJ          /52  52                        1.0 

■lUEAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 52 

C^PSY  OmJNITY  WAIER  SUED                       1135150      MCUIAN                                                 natl  70            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 70 

(MKSVILLEWS                                                  1930150      WHITE                              NaF               ADJ      01/71  944                        l.o 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 944 

CRYSTAL  CLEAR  WC                                            1115150      MCHEURY                                               NATL  1026            1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTHvl 1026 

(HYSTAL  HEIOfTS  ASSN                                      II15100      MCHENRY                            NaSiF6          ADJ           /22  117                         l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM II7 

CRYSTAL  UKEWS                                              1110150      MCHENRY                          Acid              ADJ      09/66  18590                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 18590 

CRYSTAL  DMJS  SUBD                                        1975480      WILL                                NaE                ADJ          /59  1400                        l.Q 

TOTAL  POPUDmON  SERVED  BY  SOURCE  WAHR  SYSTEM 1400 

^^^^                                                            0570300      FULTON                                                 NATL  1648            2.4 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1648 

^^^^^^^^^                                                          1050200      LT^mJGSTDN                     NaF               ADJ      07/69  608                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^l^vl 608 

CURRAJHiARDNER  FWD                                        1675350      SANGAM3N                         NaF                ADJ          /70  4900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

C™^                                                               1450050      PERRY                              Acid              ADJ          /70  886                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 886 

'^A'^^^WS                                                          1770100      SIEPHENSON                     NaF               ADJ          /70  571                        l.Q 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 57I 


162 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                       EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

DALLAS  QTY  WS                   0674300   HANOXX           NaF      ADJ    /70  1408          1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1408 

DALTON  CLTi  WS                   1390150   MDULTRIE          Acid      ADJ   06/69  574          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 574 

DALZELL  WS                      0110250   BUREAU            Acid      ADJ   04/71  824          1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 824 

DAMIANSVILLE  EWD                  0275200   GLINION           Acid      ADJ    /72  392          1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 392 

nANFmiH  WS                     0750350   IROQUOIS          Acid      ADJ    /68  554          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 554 

DANVERS  WS                      1130450   MCLEAN            Acid      ADJ   07/68  921          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 921 

DARIEN  WS                       0430270   DU  PAGE           Acid      ADJ    /66  14968          1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 14968 

DAVIS  WS                        1770150   STEPHENSON         Acid      ADJ    /70  560          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 560 

DAWSON  WS                       1670400   SANGAM3N          Acid      ADJ   12/67  532          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIM  SYS1H>1 532 

DE  KALB  WS                      0370100   DEKALB           Acid      ADJ   03/67  33099          1.0 

ICKIHERN  ILLINOIS  UNIV            0375500   DE  KALB                   OONS  8100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 41199 

DE  FUE  WS                       0110300   BUREAU                    NAIL  1873     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 1873 

DE  WITT                        0390100   DE  WITT           Acid      ADJ    /82  105          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA^R  SYSTEM 105 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS _^_ 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO        DATE LEVEL    LEVEL 

DECAIUR  WS  1150150      MAOON  NaSiF6  ADJ  /68    98644  1.0 

Wr  ZICN  1150350      MADON  CBNS  4630 

lUEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 103274 

DEER  CREEK  WS                                                  1794320      TAZEWEFX                         Acid              ADJ       11/69  765                        1.0 

TOrCAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 765 

DEERING  OAKS  SUED                                            1115200      MCHENRY                            Acid              ADJ           /70  75                         1.0 

TOa:AL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 75 

DEMAND  WS                                                          1470200      PIATT                              Acid              ADJ          /69  509                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 509 

DELAVAN  WS                                                        1790150      TAZEWELL                         NaF                ADJ       12/67  1973                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1973 

DERBY  MEADCWS  UHL  OORP                               1975510      WILL                                Acid              ADJ          /68  3900                        1.0 

TDTEAL  POPULATTC^l  SERVED  BY  SOURCE  WATER  SYSTB^ 3900 

DEWEY                                                                 0195200      CHAMPAIGN                       NaF               ADJ          /70  200                        1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 200 

DIAMCND  WS                                                       0630250      GRUNDY                                                 NATL  1550            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 1550 

DIETERICH                                                         0490150      EFFINGHAM                       Acid              ADJ          /73  600                        1.0 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

DIXIE  DELLS                                                      1977850      WILL                                NaF                ADJ          /62  578                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 578 

DIXIE  ESTATES  SUED                                        1975520      WILL                                NaF               ADJ          /59  203                        1.0 

TDa:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 203 

DIXON  DEVELDR1EMTAL  OR                               1035500      LEE                                  Acid              ADJ          /68  2500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS  

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

DDOON  WS  1030200      LEE  Acid  ADd       04/68     15659  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15659 

DOMESTIC  UnL  SVC  SUED  0315350      OOOK  NATL  30000  1.3 

COLF-CSEQMXX)  IMP  ASSN  0315750      OOOK  OONS  200 

TOEAL  FOPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 30200 

DCWOOLA  WS                                                        1810200      UNION                              NaSiF6          ADJ      07/68  790                        1.0 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 790 

DONNY  BROOK  ESTATES                                      0375150      DE  KALB                           Acid              ADJ          /76  35                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 35 

DCNGVAN  WS                                                        0750400      IROQUOIS                         Acid              ADJ       10/70  301                        1.0 

TOEAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTH4 301 

DOUGLAS  WC  0415030      DOUGLAS  Acid  ADJ  /68       5600  1.0 

EGYPTIAN  TRAIL  WC  0415150      DOUGLAS  OONS  55 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 5655 

DCVER  WS                                                           0110350      BUREAU                             Acid              ADJ          /68  213                        1.0 

TXJTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 213 

DOWNERS  (SHJE  WS                                            0430300      DU  PAGE                           Acid              ADJ          /67  39274                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 39274 

DOW^B  WS                                                            1130500      MCLEAN                             Acid              ADJ       11/69  561                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IEI^  SYS'I'EM 561 

DOYLES  1                                                            1615260      ROCK  ISLAND                   Acid              ADJ           /65  35                        1.0 

TXJTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 

DUCK  LAKE  WOODS  WA  SUED                                0975380      LAKE                                  Acid              ADJ           /76  125                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 

DUNLAP  WC                                                         0235100      CLARK                              Acid              ADJ           /73  85                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 85 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

OMAP  WS                                                          1430250      PBORIA                                                 mTL  856            1.0 

■TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 856 

DURAND  WS                                                         2010100      WINNEBAGO                       Acid              ADJ          /68  1073                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 1073 

TMIQfT  OORR  Cm                                              1055510      LIVINGSTON                                          NATL  500            1  3 

POX  anLDRENs  cm                            1055520     Livingston                              oons  540 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO"! 1040 

^^(^  WS                       1050250   LIVINGSTON         Acid      ADJ   05/68  4146          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 4146 

E  MDRELAND  WATER  ASSN              1975600   WILL             Acid      ADJ    /30  753          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH^ 753 

E  M3RELAND  WATER  OORP              1975640   WILL             Acid      ADJ    /60  115          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 115 

EARLVILLE  WS                     0990150   LA  SALLE          Acid      ADJ    /70  1382          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1382 

EAST  ALTON  WS                    1190200   MADISON           Acid      ADJ   08/67  7123          1.0 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WAIER  SYSTEM 7123 

EAST  CHICAGO  UTS  WS               0310720   COOK             Acid      ADJ   04/71  5347          1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSTEM 5347 

EAST  DUBUQUE  WS                  0850100   JO  DAVIESS         Acid      ADJ   11/69  2194          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2194 

EAST  DUNDEE  WS                   0890250   KANE             Acid      ADJ   05/67  2618          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2618 

EAST  LYNN  COtfi  WS                 1835200   VERMILION         Acid      ADJ    /72  135          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID«1 135 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                             START   SERVED           NAT        OPT 
DATE LEVEL     LEVEL 

Acid              ADJ       01/70  22000                        1.0 

COtiS  400 

CBNS  1875 

SYSTO^ 24275 

Acid      ADJ   01/71  22385          1.0 

SYSTO^ 22385 

Acid      ADJ    /73  602          1.0 

SYSID^ 602 

NaF      ADJ   08/69  342         1.0 

SYSTEM 342 

Acid      ADJ    /55  1050          1.0 

SYSTEM 1050 

Acid      ADJ    /75  35          1.0 

SYSTEM 35 

Acid      ADJ    /79  116          1.0 

SYSTEM 116 

Acid      ADJ    /46  50          1.0 

SYSTEM 50 

NATL  115     2.1 

SYSTEM 115 

Acid      ADJ     /68  579          1.0 

OONS  350 

SYSTEM 929 

NaF               ADJ          /69  1231                       1.0 

SYSTe>1 1231 


EAST  MXINE  WS 

EiAST  MXINE  OORR  CIR 
HAMPTON 


EAST  EBORIA  WS 


EAST  PORTAL  WS 


EASTOJ  WS 


EASTWOO)  MANC»  WC 


EBEKTS  2  (MILAN) 


EBEKTS  3 


ECHO  LAKE  ROAD  SUBD 


EDELSTEIN  GO-OP 


EDGEWDCD  WS 
MASCW 


EDINBLRG  WS 


1610250  ROCK  ISIAND 
1617120  ROCK  ISLAND 
1610300   ROCK  ISLAND 

TOTAL  POPULATICXJ  SERVED  BY  SOURCE  WATER 

1790200   TAZEWELL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0735800   HENRY 
TOTCAL  POPULATION  SERVED  BY  SOURCE  WATER 

1250100   MASON 
TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER 

1115250   MCHENRY 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

1615280   ROCK  ISLAND 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1615330      ROCK  ISLAND 
TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WAMl 

0975820      LAKE 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

1435150      PEDRIA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0490200      EFETNGHAM 
0490300      EEEINGHAM 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

0210150      CHRISTIAN 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATHl 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

EDWARDSVILLE  WS                                              1190250      MADISON                          Acid              ADJ          /70  12460                        1.0 

NORTH  EAST  CENT  FWD                                   1195280      MADISON                                               OONS  1525 

SIU                                                                 1195550      MADISON                                               OONS  10000 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTEM 23985 

EFFTNGHAM  WS                                                    0490250      EFFINGHAM                       NaSiF6          ADJ          /95  12250                        1.0 

HEARTVILLE  FWD                                            0495200      EFFINGHAM                                            OONS  600 

LAKE  SARA  CO-OP                                         0495150      EFTTNGHAM                                            OONS  2000 

SNAKE  TRAIL  WATER  ASSOC                            0495350      EFFINGHAM                                              OONS  90 

TUIAL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14940 

EL  PASO  WS                                                       2030150      WOODFXDRD                         NaF                ADJ      04/69  2676                        1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTH4 2676 

ELBURN  WS                                                         0890300      KANE                                                     NATL  1224            0.7 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTH^ 1224 

ELDORADO  THIRACE  SUBD                                  0915200      KANKAKEE                                             NATL  250            0.9 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 250 

EUHED  WS                                                         0610100      GREENE                            Acid              ADJ       12/69  286                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 286 

EIGIN  WS                                                           0894380      KANE                                Acid              ADJ      08/67  65000                        1.0 

ELGIN  MENTAL  HEALIH  CER                           0895910      KANE                                                     OONS  2100 

SLEEPY  HOLLOW  WC                                        0890750      KANE                                                     OONS  2014 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 69114 

ELIZABEIH  WS                                                    0850150      JO  DAVIESS                     Acid              ADJ          / 70  772                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIIE  SYSTEM 772 

ELIZABEHHTCWN  WS                                            0690100      HARDIN                             NaF                ADJ       11/58  478                        1.0 

TOTAL  POPUlAnOJ  SERVED  BY  SOURCE  WATER  SYSTDHl 478 

ELK  GROVE  VILLAGE  WS                                    0314400      OOOK                                                     NATL  28907            1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 28907 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ELKHART  ClTi 


ELLionr  WS 


ELLSWORTH  WS 


ELMiURST  WS 


ELMJOOD  WS 


ELWDOD  WS 


EMMN  WS 


EMIMCniQN  WS 


EMFIELD  WS 


EQUALITY  WS 


SaE  WS 


EUREKA  WS 


EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1070150   LOGAN            NaF      ADJ    /70    493  1.0 

WTAL  PCFULATION  SERVED  BY  SOURCE  WAIER  SYSTQ^ 493 

0530050   FXDRD                     NATL         370     0.9 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 370 

1130550   MCLEAN            Acid      ADJ    /70    244  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAKR  SYSTEM 244 

0430350   DU  PAGE  NATL  44251     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44251 

1430300   PEDRIA                    NATL        2117     3.4 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2117 

1970350   WILL             Acid      ADJ   05/68   814         1.0 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 814 

1070200   IJDGAN            NaF      ADJ    /69    527  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 527 

1050300   LIVINGSTON                 NATL         119     4.4 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 119 

1930200   WmiE                     NATL        1490     4.5 
TOai\L  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO-l 1490 

0590050   GALLATIN          Acid      ADJ    /70   1225  1.0 

TOTAL  PCffULATlOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1225 

1950200   WHITESIDE         Acid      ADJ    /69   1725  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1725 

2030200   WO(»PORD          Acid      ADJ   11/60   4306  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4306 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

EVANSTONWS                     0310810   OOOK             Acid      ADJ   12/47  79500          1.0 

SKDKIE                        0312880   OOOK                     OONS  60280 

"lUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 139780 

EVANSVILLE  WS                    1570250   RANDOLPH          NaSiF6    AIU   11/71  1159          1.0 

ELLIS  (SOVE                    1570200   RANDOLPH                  OONS  350 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1509 

EVEKGREEU  VILLAGE  SUED             1615310   ROCK  ISLAND        Acid      ADJ    /74  250          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 250 

FAHNSTOCX  OOURT  SUED               1A35200   PEDRIA           Acid      ADJ    /58  35          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 35 

FAIR  ACHES  SUED                  1975680   WILL             NaF      ADJ    /24  185          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 185 

FAIRACRES  ASSN                   1615350   ROCK  ISLAND        NaF      ADJ    /48  220          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 220 

FAIRBURY  WS                      1050350   LIVINGSTON         NaF      ADJ    /70  354A          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3544 

FAIRFIELD  WS                     1910100   WAYNE            NaF      ADJ    /68  7100          1.0 

BOYLESTONWC                   1915050   WAYNE                    OONS  575 

GOLDEN  GATE                    1910150   WAYNE                    OONS  200 

NEW  HOPE  WC                    1915100   WAYNE                    OONS  460 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8335 

FAIRMXNTWS                     1830250   VERMILION         Acid      ADJ    /70  851          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 851 

FAIRVIEW  WS                     0570450   FULTON                    NATL  594     2.6 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 594 

FARINA                         0510150   FAYETTE           Acid      ADJ    /68  938          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 938 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


FARM  (DLONY  SUBD 


FARMER  CITY  WS 


FARMESSVILLE  WS 


FARMDGDALE  UITL  GO 


FARMDGICN  WS 


FAWN  HILLS  SUBD 


FAYETIEVILLE  WS 


FESSCN  CREEX  SUBD 


FILLMDRE  WS 


FIMX^ 


FISHES  WS 


FITHIAN 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

09351A0   KENDALL                   NATL  50     0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSIQd 50 

0390150   DE  WITT  Acid     ADJ    /70  2252         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2252 

1350200   MDNTOOMERY         Acid      ADJ    /68    686  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 686 

0435370   DU  PAGE  Acid     ADJ    /75  1350         1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO4 1350 

0570500   FULT»]  NATL  3118     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3118 

1435170   PBORIA            Acid      ADJ    /79    30  1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 30 

1630550   ST.  CLAIR         Acid      ADJ    /70    385  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 385 

0895800   KANE                     NATL         320     1.5 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 320 

1350250   MDMUGQMERY         NaF      ADJ   11/70    350  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

1730100   SHELBY            Acid      ADJ   11/69    868  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 868 

0190150   CHAMPAIQJ         NaF      ADJ   12/69  1572  1.0 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 1572 

1830300   VERMIUON         Acid      ADJ    /68    550  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 550 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1115270   MCHENRY                   NATL  100     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 100 

1050400   LIVINGSTON         NaF      ADJ    /69  978          1.0 

TDa:AL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 978 

0330050   CRAWFXDRD          NaF      ADJ   07/69  493          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 493 

0250100   CLAY             NaSiF6    ADJ   04/69  7875          1.0 

0250300   CLAY                     COJS  90 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7%5 

0310870   OOOK             Acid      ADJ   12/70  8423          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8423 

0975500   LAKE             Acid      ADJ    /77  2260          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2260 

1050450   LIVINGSTON         NaF      ADJ    /70  1246          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1246 

1410200   OGLE             Acid      ADJ    /70  1384          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1384 

1150200   MAOON            Acid      ADJ   12/68  1072          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1072 

0975637   LAKE             Acid      ADJ    /68  4000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

0995110   LA  SALLE          Acid      ADJ    /76  32          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAltR  SYSIHi 32 

1435750   PEDRIA                    NATL  200     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS'ItM 200 


FI12SCHE  SUED 


FLANAGAN  WS 


FLAT  ROCK  WS 


FL£»A  WS 
XENIA 


FLDSSMOOR  WS 


POIREST  LAKE  SUED 


FORREST  WS 


PORRESTCN  WS 


FORSYTH  WS 


PORT  SHERIDAN 


POUR  LAKES  SUED 


POX  CREEK  FARMS  WC 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


PCK  LAKE  HILLS  SUED 


PQX  LAKE  UHL  00  SUED 


POX  LAKE  WS 


FtK  Um  SUBDIVISION 


FOX  RIVER  CSCVE  WS 


F1RANKP0RT  SQUARE  SUED 


FT(AM(FQRT  WS 


FRAMOJN  CSCVE 


FREEPORT  WS 


FULTON  WS 


PYRE  LAKE  WC 


GALAITN-WHITE  WD 


if^                     COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0975550   LAKE  NATL  20A8     1.4 

TOfEAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 2048 

0975780   LAKE             Acid      ADJ    /72   1500  1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

0970200   LAKE             Acid      ADJ   11/69   6831  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6831 

0935150   KENDALL           Acid      ADJ    /68    150  1.0 

WTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

1110200   MCHENRY           Acid      ADJ   04/68   2515  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2515 

1975270   WILL            Acid      ADJ    /71   4690         1.0 
TOflAL  POPULAIION  SERVED  BY  SOURCE  WATER  SYSTEM 4690 

1970400   WILL             Acid      ADJ   11/67   4357  1.0 

TOTAL  P0PULAT1»J  SERVED  BY  SOURCE  WATER  SYSTEM 4357 

1030250   LEE              Acid      ADJ   07/62    %5  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM %5 

1770200   STEPHENSON         Acid      ADJ    /66  26406  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO4 26406 

1950250   WHITESIDE         Acid      ADJ   02/69   3936  1.0 

TOTEAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 3936 

1315050   MERCER            Acid      ADJ    /71    400  1.0 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

0595100   GALATIN           Acid      ADJ    /75   1475  1.0 

TOflAL  POPUlJmON  SERVED  BY  SOURCE  WATER  SYSTm 1475 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GALENA  KNOLLS  SUBD                1A35300   PEDRIA           Acid      ADJ    /75  175          1.0 

TUIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

GALENA  TEERITORY  UHL  INC           1855050   JO  DAVIESS         Acid      ADJ    lib  250          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 250 

GALEJIA  WS                       1850200   JO  DAVIESS         Acid      ADJ   12/65  3876          1.0 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WATER  SYSTEM 3876 

GALESBURG  WS                     0950200   KNOX             Acid      ADJ   11/61  37000          1.0 

EAST  GALESBURG                  0950150   KNOX                     OONS  975 

GALESBURG  MENTAL  HEA             0955500   KNOX                     OONS  2015 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD«1 39990 

GALVA  WS                        0730450   HENRY                    NATL  3185     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3185 

GARIWER  WS                      0630400   (MJNDY                    NATL  1322     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTD^ 1322 

GENESBO  HILLS  SUBD                0735600   HENRY            Acid      ADJ    /73  252          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 252 

GQJESBOWS                      0730500   HENRY            Acid      ADJ   12/54  6373          1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6373 

GENEVA  WS                       0890350   KANE                     NATL  9881     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9881 

GEM3A  WS                        0370150   DE  KALB           Acid      ADJ    /69  3276          1.0 

TOTAL  POPULATI(»I  SERVED  BY  SOURCE  WATER  SYSTEM 3276 

GEmCEICWN  WS                    1830350   VERMIUON         NaSiF6    ADJ   03/69  4000          1.0 

OLIVET  FWD                     1855300   VERMILION                  OONS  200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 4200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


LLINOIS 


/ATER  SYSTEM  and 
;ONSECUTIVE  SYSTEMS  SERVED 


GESMAN  VALLEY  WS 


GESMANTOWN  WS 


GIBSCN  CITi  WS 


GIFPORD  WS 


GILBERTS 


GILLESPIE  WS 
BEMD 

WILSCNVILLE 
DORCHESTHl 
EAGESVILLE 
MXKT  CLARE 
SAWYERVILLE 


GILMAN  WS 


GLASPORD  WS 


GLEN  CARBOJ  WS 


GLEN  ELLYN  HGTS  SUBD 


GHH  ELLYN  WS 


^                      COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
10                           USED           START  SERVED    NAT    OPT 
NO DATE LEVEL  LEVEL 

1770250   STEPHENSON         Acid      ADJ    /68  414          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 414 

0270350   CLINraJ           Acid      ADJ   01/72  1191          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  1191 

0530100   FXM)             Acid      ADJ   11/68  3800          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3800 

0190250   CHAMPAIQJ         Acid      ADJ   06/68  848          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 848 

0895100   KANE             Acid      ADJ    /79  75          1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 75 

1170400   MACOUPIN          NaSiF6    ADJ   10/69  3411          1.0 

1170050   MACOUPIN                  CONS  1800 

1171200   MACOUPIN                  CMJS  700 

1170250   MACOUPIN                  C»IS  600 

1170300   MACOUPIN                  CONS  155 

1170650   MACOUPIN                  CONS  300 

1170850   MACOUPIN                  CONS  450 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7416 

0750450   IROQUOIS          Acid      ADJ    /68  1913          1.0 

TOTAL  POPULATT(»J  SERVED  BY  SOURCE  WATER  SYSTEM 1913 

0430350   PEDRIA                    NATL  1201     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1201 

1190300   MADISON           Acid      ADJ    /70  6000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

0435500   DU  PAGE           Acid      ADJ    /46  2000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

0430450   DU  PAGE           Acid      ADJ    /70  23649          1.0 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 23649 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GLEMOOE  WS                      0310990   OOOK             NaSiF6    AOJ   04/56  9200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9200 

GLENDALE  HEICHrS  WS               0430400   DU  PAGE           Acid      ADJ   05/68  23163          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 23163 

GLEMDALE  SUED                    1615400   ROCK  ISLAND        Acid      ADJ    /55  570          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIM  SYSTEM 570 

GLORIANE  ACRES  WW  00               1795400   TAZEWELL          Acid      ADJ    /62  200          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 200 

GOLOONDA  WS                      1510100   POPE             Acid      ADJ    /68  %0          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 960 

GOOD  HOPE  WS                     1090250   MCDONOUGH         NaF      ADJ    /69  457          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSIB^ 457 

GOODFIELD  WS                     2034450   WDODPORD          Acid      ADJ    /69  500          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 500 

OORHAM  WS                       0770350   JACKSOJ           Acid      ADJ    /70  381          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 381 

GRAFTON  WS                      0830200   JERSEY           NaF      ADJ    /70  1024          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1024 

OlAND  RIDGE  WS                   0990200   LA  SALLE                  NATL  684     1.3 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WAIER  SYS-IH-I 684 

GRAND  TOWER  WS                   0770400   JAOCSOJ           Acid      ADJ   03/72  1085          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1085 

GRANDWDQD  PARK  SUBD                0975600   LAKE                      NATL  2237     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 2237 


176 


SN-  •■- 


.  '-V  ' 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS   ^___ 

WATFR  '^Y<:;tpm  and ' ~~     EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

SIeS^'vI^SYs'tEMS  SERVED  ID  USED  ^J^T  ''"'''   L^'e'l  LEVEL 

GRANT  PARK  WS                    0910400   KANKAKEE          NaF      ALU    /68  1038          1.0 

TOfEAL  FOPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTOd 1038 

OlANVILLE  WS                     1550050   PimWM                    NATL  2135     1.2 

MARK                         1550250   PUINAM                    OONS  400 

TXJIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 2535 

(HAYSLAKEWS                     0970250   LAKE                     NATL  5260     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 5260 

OtAYVILLE  WS                     1934A60   WHITE            Acid      ADJ   12/69  2313          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2313 

GREEM  RDCX  WS                    0730550   HEWRY            Acid      ADJ    /68  3324          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3324 

(SSm  VALLEY  WS                   1790250   TAZEWELL          Acid      ADJ   12/70  768          1.0 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 768 

OlEENFTELD  a>W  WELL  00             1975760   WILL             Acid      ADJ    /30  50          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 50 

GREENFIELD  WS                    0610150   GREEME            Acid      ADJ   11/58  1090          1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIER  SYSTEM 1090 

(XEEMJP  WS                      0350050   CUMBERLAND         NaF      ADJ   12/68  1655          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1655 

GREENVIEW  WS                     1290100   MEUARD            Acid      AIXJ    /69  830          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIM  SYSTEM 830 

OlEEWILLE  WS                    0050050   BOND             Acid      ADJ   11/58  6000          1.0 

DONNELL90N                     0054360   BOND                     CONS  345 

MULBERRY  GROVE                  0050100   BOND                     OONS  700 

PANAMA                        0054720   BOND                     OONS  625 

SMIIHBOBD                     0050250   BOND                     OONS  200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYSTEM 7870 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

cSNrElu?,rsyS?EMS  SERVED  ^        ^^^  CH|M    STATUS  FLUOR  ^^POP^  ^^^^ 'S7^' 

— NO DATE LEVEL  LEVEL 

GRIDLEY  WS                      1130600   MCLEAN            NaF      ADJ   11/70  1246          1.0 

"lOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1246 

GRIGGSVILLE  WS                   1490300   PIKE             NaF      ADJ   11/70  1301          1.0 

TmAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1301 

GB(MLAND  TWP  FWD                 1795200   TAZEWELL          Acid      ADJ    /71  600          1.0 

"lOrAL  POPULATION  SERVED  BY  SOURCE  WATES  SYSTEM 600 

GURNEE  WS                       0970350   LAKE                     NATL  7179     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 7179 

HALEW  HEIOnS  SUBD                1615420   ROCK  ISLAND        Acid      ADJ    /78  50          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

HAMEL  WS                        1190450   MADISOJ                   NATL  537     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 537 

HAMILTCN  WS                     0670400   HANOOCK           NaF      ADJ    /70  3509          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3509 

"^^^^lONDWS                      1470250   PIATT            Acid      ADJ   11/69  556          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 556 

HA^♦CND,  IN                     5245020   LAKE,  IN          Acid      ADJ    /53  0          1.0 

GLEM^OD  WS                    0311050   GOOK                     (ms  10538 

LANSING                       0311590   OOOK                     OONS  29400 

LYNWDODWS                     0311680   OOOK                     CONS  3350 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 43288 

HAMPSHIRE  WS                     0890450   KANE             Acid      ADJ   11/69  1735          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1735 

HANNACTTYWS                    1430400   PEORIA                    NATL  1361     2.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1361 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS - 

WATER  SVSTEM  an. ^^ CODTJt^  CHEM    STATUS  FLUOR   POP   -TUR.L  SVS^T^EMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^" pATE   LEVEL  LEVEL 

HANOVER  WS                      0850250   JO  DAVIESS         Acid      ADJ   10/69  1069          1.0 

lOEAL  FOPULAnON  SERVED  BY  SOURCE  WSm  SYSTEM 1069 

HARBCR  RIDGE  UYIL  INC              0975620   LAKE                     NATL  200     0.9 

TUIAL  POPULATION  SERVED  BY  SOURCE  WAMl  SYSTEM 200 

HARDIN  00  WATER  DIST  NO  1           0695000   HARDIN            NaF      AEU    /72  %3          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHt  SYSTO>1 963 

HARDIN  WS                       0130200   CALHOUN           NaF      AEU   11/69  1107          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1107 

HARMDN  WS                       1030300   LEE              Acid      ADJ    /70  193          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 193 

HARRINCTION  BROS  SUBD               2015250   WINNEBAGO         Acid      ADJ    /55  200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

HARRISKWN  WS                    1150210   MADON            Acid      ADJ    /68  1A56          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 1A56 

HARTTORD  WS                      1190500   MADISON           NaF      ACU   05/68  1887          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1887 

HAR3SBURGWS                     1070250   IDGAN            NaF      ADJ    /70  379          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 379 

HARVARD  HILLS  WC                  1795450   TAZEWELL          Acid      ADJ    /56  260          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 260 

HARVARD  WS                      1110250   MCHENRY           Acid      ADJ    /69  5126          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5126 

HARVEL  WS                       1354500   MOMTOOMERY         Acid      ADJ    /70  278          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 278 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

cS'NrElu'?,rsSEMS  SERVED  ^        ^^^  CHEM    STATUS  FLUOR  JOP^  NATURAL  SYS^^^^^ 

[^ DATE LEVEL  LEVEL 

HAVANA  WS                       1250200   MASON            NaF      ADJ   12/70  A380          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIHl  SYSTEM 4380 

HAWfflORNE  WOODS  (VILLAGE)           0970450   LAKE             Acid      ADJ    /68  1660          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 1660 

HAZELWDOD  AlH  ADDN                0735350   HENRY            Acid      ADJ    /72  150          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  S^Sim 150 

HAZEUJDOD  HEIGHTS  SUB              0735220   HENRY            Acid      ADJ    /77  91          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 91 

HAZELWOOD  NDRTH  SUBD               0735850   HENRY            Acid      ADJ    /75  60          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 60 

HAZEU«OD  WEST  SUBD               0735250   HEMIY            Acid      ADJ    /70  88          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 88 

"™f^WS                       1110300   MCHEMY           Acid      ADJ   03/69  786          1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSITM 786 

HENDERSON  WS                     0950250   KNOX                     NATL  369     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 369 

HH^EPIN  IVD                     1555100   PIUNAM            NaF      ADJ    /66  650          1.0 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WAIER  SYSTEM 650 

"^^YWS                        1230050   MARSHALL          Acid      AIXJ   10/68  2740          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 2740 

"^»^^WS                      1735120   SHELBY            Acid      ADJ   06/68  640          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSIIM 640 

HEIISCHER  WS                     0910450   KANKAKEE          Acid      ADJ    /73  1214          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSIH«1 1214 


ISO 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS - r 

WATER  SYSTEM  an. ^^        ^oUi^  CHEM    STATUS  FLUOR   POP   NATURAL  SVST^EMS 

CONSECUTIVE  SYSTEMS  SERVED             ^D                         ^^^° DATE  LEVEL  LEVEL 

lEmOi                                                            1170500   MADOUPIN          Acid      AEU    /68  258          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 258 

HEWJOKIHWS                      1130650   MCLEAN            NaF      AEU   12/70  1598          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTQi 1598 

HICMDRY  HCTS  SUED                 1415200   OGLE             Acid      ADJ    /7A  53          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^ 53 

HIGHLAND  EST  SUBD                 0915220   KANKAKEE                  NATL  100     0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 100 

HIOILAND  HILLS  SD  SUBD             0435560   DUPAGE           Acid      AOJ    /74  1225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTH«1 1225 

HIGHLAND  LAKE  SUBD                0975750   lAKE                     NATL  490     1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 490 

HIGHLAND  PARK  WS                  0970500   LAKE             NaSiF6    AOJ   12/55  33250          1.0 

BANNOOCBURN                    0970100   LAKE                     OONS  1316 

DEERFTELD                     0974340   LAKE                     CBNS  1180 

GLEUBRDOK  SD                   0315310   OOOK                     OONS  750 

RIVERWDODS                     0971450   LAKE                     CX)NS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 369% 

HIGHUND  SHORES  WC                1115300   MCHEMIY           Acid      AW    /51  1580          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl-ER  SYSTEM 1580 

HICHLAND  WS                      1190550   MADISON           NaSiF6    ADJ     /68  6500          1.0 

GRANITORK                      1190350   MADISON                   OONS  470 

PIEERON                       1194760   MADISON                   OONS  810 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7780 

HICWJOODWS                     0970550   LAKE             NaSiF6    ADJ   10/68  5452          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5452 

HILLCREST  COURT  SUBD               1615510   ROCK  ISIAND        Acid      ADJ    /72  59          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA:1-ER  SYSTEM 59 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

SlES^rsmEMS  SERVED  %'  ^^^  CHEM    STATUS  ^3^,^,°,% /O/,,  NATURAL  SYSTEMS 

NO DATE LEVEL  LEVEL 

HILLCREST  CT-2m  ADDN              1615A90   ROCK  ISLAND        NaF      ADJ    /75  35          1.0 

TDTEAL  POPULATIOJ  SEKVED  BY  SOURCE  WAIER  SYSTEM 35 

HIL[£RESTWS                     1410250   OGLE             Acid      ADJ   11/68  818          1.0 

TUTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 818 

HILLDALE  MANDR  WC                 0975700   LAKE             Acid      ADJ    /54  495          1.0 

TOfEAL  POPULAnOi  SERVED  BY  SOURCE  WATER  SYSTEM 495 

HILLSBORO  WS                     1350300   MNTOOMERY         Acid      ADJ    /70  4300          1.0 

OOPFEEN  WS                     1350150   MDNTOOMERY                 OONS  842 

GRAHAM  CORR  CTR                                          1355100   MDNTOCMERY                 CONS  1380 

SOJRAM  CITY                    1350600   MOtfTOOMERY                 OONS  710 

TAYLOR  SPRINGS                  1350650   ^D^froOMERY                 OONS  675 

TOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7907 

HILLSIDE  MANDR  SUED               0915250   KANKAKEE          Acid      ADJ    /64  180          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTOd 180 

HILLVIEW  SUBDIVISION               1975800   WILL             Acid      ADJ    /41  100          1.0 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

HILLVIEW  WS                     0610200   GREEWE            Acid      ADJ    /68  328          1.0 

TOTEAL  POPULAHOI  SERVED  BY  SOURCE  WAIER  SYSIB^ 328 

HINCKLEY  WS                     0370200   DE  KALB           Acid      ADJ   05/68  1447          1.0 

TOTAL  P0PULAITC»1  SERVED  BY  SOURCE  WAIER  SYSI'EM 1447 

HINDSBORDWS                     0410200   DOUGLAS           NaF      ADJ   12/69  407          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 407 

HINSDALE  WS                     0434520   DU  PAGE           Acid      ADJ   06/68  16726          1.0 

TOTEAL  POPULAirON  SERVED  BY  SOURCE  WAIER  SYSIH^ 16726 

HINSWOOD  SUBD  WS                  0435520   DU  PAGE           Acid      ADJ    /72  4690          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4690 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS . 

WATER  SYSTEM  and    ^PA        COU^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED ^ USED SJARJ  SERVED   ^NAT^  ^OPT^ 

H0FF>1AN  ESTAIES-NDRTH  0311290   OXK  Acid      ADJ    /79  12760  1.0 

TOLAL  FOPULAHON  SERVED  BY  SOURCE  WAIER  SYSTEM 12760 

HDFFMAN  E^TAIES-SOLTIH  0311291   OOOK  Acid      AOJ    /79  12750  1.0 

TOfEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 12750 

HOFEMAN  ESTATES-WEST  0311292   OOOK  Acid      AEU    /79  12750  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAEER  SYSTEM 12750 

HOUnAY  ACRES  SUED  2015280   WINNEBAGO         Acid      ADJ    /70    270  1.0 

TOEAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTBd 270 

HOLIDAY  SHRS  SUBD  1195110   MADISON  Acid      ADJ   06/69   1490  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1490 

HOLLANDS  (SOVE  CT  SUBD  1795300   TAZEWELL  Acid      AEU    /66    69  1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 69 

HMiJS  PARK  SUBD  0935200   KElffiALL  Acid      ADJ    /72    130  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 130 

HCMER  WS  0190300   OiAMPAiai         Acid      ADJ    /70   1279  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 1279 

HOOPESTON  WS  1830450   VERMILION         Acid      ADJ   12/67   6411  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSltM 6411 

HDPEDALE  WS  1790300   TAZEWELL  NaF      ADJ   03/69    913  1.0 

TGTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 913 

HOPEWELL  ESTATES  SUBD  1235150   MARSHALL  NATL         160     2.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 160 

HULLWS  1490350   PIKE  Acid      ADJ   12/70    529  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 529 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

cSNrES?,rsrs?EMS  SERVED  %'  ^^^  CHEM    STATUS  FLUOR  JOP^  NATUF^L  SYS^^^^^ 

— NO DATE LEVEL  LEVEL 

HI*1E  WS                        0450150   EDGAR            Acid      ADa   04/69  483          1.0 

lOEAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 483 

HUNTLEY  com  SUED                 1975840   Wlli             Acid      ADJ    /38  50          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATEH  SYSTEM 50 

HU^^TLEY  WS                      1110350   MCHEMRY           Acid      ADJ   07/71  1646          1.0 

TOfEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1646 

HUTSCNVILLE  WS                   0330100   CRAWFXM)          NaF      ADJ   10/70  705          1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIBR  SYSTEM 705 

XL  PRAIRIE  ESTATE  SUED             0995300  lA  SALLE          Acid      ADJ    /77  50          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

IL  YWm  CEHnR  (KKK)              1977940   WILL                     NATL  50     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

IL  YQinH  CEinm   (Sr.C.)             0895930   KANE                     NATL  650     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 650 

ILL-AM  WC  (E  ST  LOUIS)             1635040   ST.  CUIR         Acid      ADJ   05/68  263558  1.0 

CAHOKIA                       1630200   ST.  CLAIR                  OQNS  4950 

CAHOKIA  PWD                    1635030   ST.  CLAIR                  CONS  17310 

CASEYVILLE                     1630250   ST.  CLAIR                 CONS  11580 

OOUMBLA                      1330050   ST.  CLAIR                  OONS  4900 

DUPO                         1630350   ST.  CLAIR                  OONS  3190 

MILLSTADI                     1630850   ST.  CLAIR                  OONS  1000 

MITCHELL  FVfD                   1195210   MADISON                   OONS  4675 

O'FAUCN                      1631100   ST.  CLAIR                  OONS  28380 

PONTOON  BEACH  FWD               1195300   MADISON                   OONS  3275 

PRAIRIE  DUPOMT  IVID               1635070   ST.  CLAIR                  OONS  3000 

soon  AFB                     1635237   ST.  CLAIR                  OONS  7540 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 353358 

ILLIOPOLIS  WS                    1670550   SANGAMDN          NaF      ADJ   12/67  1118          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1118 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS ^ 

WATER  SYSTEM  and ^PA        COU^^^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              I^D      USED DATE  LEVEL  LEVEL 

INDIAN  BUFFS  SUED                1615520   RDCK  ISlJm                   Acid      ADJ    /68  140          1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 140 

INDIAN  CREEK  SUED                 1135250   MCLEAN            Acid      AOJ    /80  300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 300 

INDIAN  HEAD  PARK  WS               0311410   OOOK             Acid      ADJ   08/68  2915          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2915 

INDIANOLAWS                     1830500   VERMILION         Acid      ADJ    /68  370          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH-l 370 

DJDu^IRYWS                      1090300   MCDONOUGH                  NATL  600     3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 600 

DGALLS  PARK  SUED                 1975880   WILL             Acid      ADJ    /30  805          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 805 

DraR-STAIE  WAT  00  (DANVILLE)        1835120   VERMIUON         NaSiF6    ADJ   12/55  50000          1.0 

CAHIN                        1830150   VERMILION                  OONS  2226 

HOOnU  FWD                     1835100   VERMILION                  CONS  2100 

LAKE  BLVD  PWD                   1855350   VERMILLION                 OONS  415 

REMDLE  SUBD                    1855360   VERMIUON                  OONS  55 

VERMIUON  MANOR                 1835279   VERMIUCW                  OONS  245 

WESIVILLE                      1830950   VERMIUON                  OONS  4100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 59141 

IPAVAWS                        0570550   FULTON                    NA'H.  661     3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 661 

ISLAND  LAKE  WC                   0974540   LAKE             Acid      ADJ    /75  2500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

ITASCA  WS                       0430500   DU  PAGE           Acid      ADJ    /72  7948          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7948 

lUKA  WS                         1210150   MARION            NaF      ADJ   04/71  735          1.0 

TCflAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO-) 735 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

NaF                ADJ          /68  339                        1.0 

SYSTEM 339 

NaSiF6          ADJ      08/56  22000                        1.0 

OONS  750 

OCWS  800 

OONS  1215 

SYSTEh 24765 

NATL  560     0.9 

SYSIH^ 560 

Acid      ADJ   11/64  7500          1.0 

OONS  330 

OONS  115 

SYSTEM 7945 

NaF      ADJ   06/68  230          1.0 

SYSTH*! 230 

NATL  25     1.2 

SYSID^ 25 

NATL  1780     1.4 

SYSTEM 1780 

NATL  77956     1.2 

CatiS  120 

SYSTEM 78076 

Acid      ADJ    /82  535          1.0 

SYS-IB^ 535 

Acid      ADJ    /23  500          1.0 

SYSTH^l 500 


IVESDALE  WS 


JACKSONVILLE  WS 
FT^ANKLIN 

JACKSONVILLE  OORR  CIR 
MURRAYVILLE-WOODSON  WC 


0194560   aiAMPAIGN 

TOTAL  POPULAn»J  SERVED  BY  SOURCE  WATER 

1370200  M»GAN 

1370150  MORGAN 

1375200  MORGAN 

1375150  MORGAN 


JEFFERSOJVILLE 


JERSEYVILLE  WS 
FIELDON 
NUIWOCO  WD 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1910200   WAYNE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0830250  JERSEY 
0830150  JERSEY 
0835080   JERSEY 


TOTAL 
JEWETT  WS 

TOTAL 
JOLIET  ARMY  Pm  PLANT 

TOTAL 
JOLIET  OC«RECnONAL  FACILITY 

TOTAL 

JOUET  WS 

SH0REW0C«>-OAKW0a)  SUBD 


POPULATION  SERVED  BY  SOURCE  WATER 
0350100   CUMBERLAND 

POPULATION  SERVED  BY  SOURCE  WAIER 
1975867   WILL 

POPULAirOJ  SERVED  BY  SOURCE  WATER 
1977930   WILL 

POPULATION  SERVED  BY  SOURCE  WATER 

1970450   WILL 
1970950   WILL 


JOPPA  WS 


JOY 


TOTAL  POPULATiaj  SERVED  BY  SOURCE  WAIER 
1270100   MASSAC 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 
1310100   MERCER 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


JUBILEE  WC  INC 


KAMPSVILLE  WS 


KANE  WS 


KANGLEY  WS 


KANKAKEE  WC 
BRADLEY 
MANTENO  HEA  CIR 


KANSAS  WS 


KARNAK  WS 


KASBEER 


KASKASKIA  WAIH(  DIS 
LQEBURG 
MARISSA 
NEW  AmENS 
TLWEH 
WAaHNGTCN  OOUMIY  WC 


KEQISBURC 


FpA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO         DATE LEVEL    LEVEL 

1A35220      PBORIA                                                 NATL  80            1.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 80 

0130250      CAU10UN                          Acid             ADJ          /70  A23                       1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A23 

0610250      GREENE                            NaF                ADJ          /68  4A5                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM AA5 

0990250      LA  SALLE                                              NATL  280            1.3 

TOTAL  P0PUlv^TIa4  SERVED  BY  SOURCE  WAIER  SYSTEM 280 

0915030      KANKAKEE                         Acid              ADJ       11/64  56322                        1.0 

0910200      KANKAKEE                                              ODNS  11008 

0915930      KANKAKEE                                              OONS  1600 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 68930 

0450200      EDGAR                              NaF               ADJ          /70  791                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTTIM 791 

1530050   PULASKI           NaF      ADJ    /68  980         1.0 

TDOAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 980 

0115150   BUREAU            Acid      ADJ    /80  100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

1635110   RANDOLPH          Acid      ADJ     /68  7345          1.0 

1630700   ST.  CLAIR                  OONS  375 

1630750   ST.  CLAIR                  OONS  2600 

1631050   ST.  CLAIR                  OONS  2270 

1570700   RANDOLPH                  OONS  1100 

1895600   WASHDOON                 OMJS  2145 

TOTAL  POPUIAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 15835 

1850150   WABASH            NaF      ADJ   11/68  400          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIIM 400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

SrEc'u?,rsSEMS  SERVED  ^'  ^^^  CH|M         STATUS     FLUOR  JOP^    NATU^^L  SYST^^^^ 

. — — NO DATE LEVEL    LEVEL 

KEIIHSBURG  WS                                                  1310150      MERCER                            NaF               ADJ       11/70  936                        1.0 

TOfEAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 936 

KELLAKT  LAKE  ASSOC                                        0755220      IROQUOIS                         Acid              ADJ          /85  175                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

Kf^^PTCNWS                                                       0530150      FXM)                                Acid              ADJ          /82  265                        1.0 

TOCAL  POPULATICN  SERVED  BY  SOIKCE  WATER  SYSTEM 265 

KENIIWMHWS                                                  0311500      OOOK                                NaSiF6          ADJ       11/53  2708                        1.0 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 2708 

KEM^EYWS                                                         0390200      DE  WITT                          NaSiF6          ADJ       11/53  443                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 4i3 

KEWANEE  WS                                                       0730650      HEMIY                                                   NATL  14508            1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14508 

KEYESPORTWS                                                    0274580      CLINTON                           NaF               ADJ          /68  449                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 449 

KILLARNEY  WC                                                    1115400      MCHENRY                           Acid              ADJ          /59  1085                        1.0 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 1085 

f^^CAIDWS                                                       0210250      CHRISTIAN                       Acid              ADJ       10/70  2668                        1.0 

JEISEYVILLE                                                    0210200      CHRISTLAN                                              GONS  150 

TOVEY                                                              0210650      CHRISTIAN                                            OONS  540 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID^ 3358 

'^INDERHOOKWS                                                  1490400      PIKE                                NaF               ADJ      06/69  259                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 259 

KINGSTON  MINES  WS                                          1430450      PBORLA                                                 NATL  350            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 350 

KINGSTON  WS                                                     0370250      DE  KALB                           NaF               ADJ       12/70  618                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAlTiR  SYSTB^ 618 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

KINKAID  REEDS  CK  INT  QTY  W                       0775100      JACKSON                           NaF                ADJ       11/70  22561                        1.0 

AVA                                                                 0770050      JACKSON                                                OONS  1004 

CAMPBELL  HILL                                              0770100      JACKSON                                                OONS  720 

DE  SOTO                                                         0770200      JACKSON                                                OONS  19281 

ELKVILLE                                                       0770300      JACKSON                                                OONS  1115 

MURE^MJE  FWD                                                  0775200      JACKSON                                                OONS  5250 

MURPHYSBORD                                                  0770500      JACKSON                                                OONS  11966 

ORAVILLE  WATER  DIST                                  0775250      JACKSON                                                OONS  483 

VEKC3EMNES                                                      0770550      JACKSON                                                OONS  630 

WILLISVILLE                                                  1450300      PEERY                                                   OONS  900 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 63910 

KM^JNDY  WS                                                      1210300      MARION                             NaF                ADJ          /68  1925                        1.0 

ALMA                                                               1210050      MARION                                                  OONS  522 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2447 

KDBMAN                                                             0630450      GRUNDY                                                 NATL  150            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 150 

KIRKLAND  WS                                                      0370300      DE  KALB                           Acid              ADJ           /70  1155                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1155 

KIRKWOOD  WS                                                      1870050      WARREN                                                 NATL  1008            2.8 

Wm.  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 1008 

KNOLLS  EDGE  SUBD                                            1415250      OGLE                                Acid              ADJ           /71  100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

KNCKVILLE  WS                                                    0950300      KNOX                                                     NAIL  3432            2.3 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 3432 

LA  FAYETIE  WS                                                  1750100      STARK                                                   NATL  281            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 281 

LA  GRANGE  HIGHLAND  SD                                  0315860      COOK                                Acid              ADJ       12/67  6920                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATliR  SYSTEM 6920 

LA  GRANGE  WS                                                    0311530      OOOK                                Acid              ADJ      05/61  15681                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15681 
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CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED 

START   SERVED           NAT        OPT 

DATE                            LEVEL     LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY 
CONSECUTIVE  SYSTEMS  SERVED             ID 
NO 

LA  HARPE  WS                     0670450   HANOXX           Acid      ADJ   12/69  1A71          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTH^ 1471 

LA  MDILLE                       0110500   BUREAU           Acid      ADJ    /15  750          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

LA  PLACE  WS                      1475100   PIATT            Acid      ADJ    111  400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

LA  ROSE  WS                      1230150   MARSHALL          NaF      ADJ    /68  173          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATHl  SYSTH«1 173 

LA  SALLE  WS                     0990300   LA  SALLE          Acid      ADJ   03/57  10347          1.0 

TOTAL  POPULATTOJ  SEEVED  BY  SOURCE  WATER  SYSTEM 10347 

LAOCN  WS                        1230100   MARSHALL          Acid      ADJ   10/66  2135          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2135 

LADD  WS                        0110450   BUREAU                    NATL  1337     0.8 

TOTAL  POPULATION  SERVED  B¥  SOURCE  WATER  SYSTEM 1337 

LAKE  ARISPIE  WC                  0115050   BUREAU            Acid      ADJ    /67  60          1.0 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 60 

LAKE  BARRDODN  SHORES  WS           0975520   LAKE                     NATL  1500     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

LAKE  POOREST  WS                   0970800   LAKE             NaSiF6    ADJ   11/60  20274          1.0 

BRADLEY  ROAD  SYS                0975110   LAKE                     CONS  540 

DEL-MAR  WC                     0975370   LAKE                     OONS  287 

WEST  SHORELAND  SUBD              0977050   LAKE                     OONS  180 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21281 

LAKE  HOLinAY  UHL  00               0995200   LA  SALLE          Acid      ADJ    /65  1348          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1348 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  ~EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

LAKE  IN  THE  HILLS  WS  lllCVMX)   MCHEMRY  Acid      ADJ   10/81  5651  1.0 

TCrrAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 5651 

LAKE  IN  THE  WOODS  WS  0435620   DU  PAGE  Acid      ADJ    /70  1910  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1910 

LAKE  IROQUOIS  SUBD  0755200   IROQUOIS  NaF      ADJ    /71  179  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 179 

LAKE  LYNNWOOD  0735330   HEMY  Acid      ADJ    /61  100  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSEEM 100 

LAKE  OF  EGYPT  FWD  1995200  JOHNSON  Acid      ADJ  /7A   7000          1.0 

OREAL  SPRINGS  1990300  JOHNSON  OONS        1230 

GOREVILLE  0870200  JOHNSON  OONS        1300 

UCK  CREEX  RJD  1815100  UNION  OONS         815 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 10345 

LAKE  THUNDERBIRD  SUBD              1555050   PUTNAM            NaF      ADJ    /71  100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ4 100 

LAKE  VILLA  WS                    0970840   LAKE                     NATL  1462     1.0 

TOTAL  POPULATTC*!  SERVED  BY  SOURCE  WATHl  SYSTEM 1462 

LAKE  WILDWOOD  UHL  00              1235200   MARSHALL          Acid      ADJ    /69  780          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 780 

LAKE  WIMSRMERE  EST  SUBD            1795730   TAZEWELL          Acid      ADJ    /73  400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

LAKE  ZURICH  WS                   0970850   LAKE                     NATL  8225     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8225 

LAKEVIEW  HILLS  SUBD                1955150   WHITESIDE         Acid      ADJ    /63  150          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 150 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED           NAT        OPT 
DATE                          LEVEL     LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

EPA         COUNTY           CHEM    STA 
EMS  SERVED             ID                         USED 
NO 

LAKEVIEW  IMPBOVEMENT  ASSOC          1975920   WILL             Acid      ADJ    /84  125          1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 125 

LAKEWOCX)  SHORE  IMHl  SUBD            1975930   WILL                     NATL  900     1.3 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 900 

LANARK  WS                       0150100   CARROLL           Acid      ADJ   11/59  1A83          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1483 

LANDINGS  SUBD  (POWERS  WA3ER)         0895550   KANE             Acid      ADJ    /76  56          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 56 

LANDS  WATER  ASSOC                 0995050   LA  SALLE                  NATL  112     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 112 

LAROMNT  SUBD                   2015290   WINNEBAGO         Acid      ADJ    /73  99          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 99 

LATHAM  WS                       1070300   LOGAN            Acid      ADJ    /68  564          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 564 

LAWREJJCEVILLE  WS                  1010150   LAWRENCE          NaF      ADJ   07/53  8400          1.0 

BRIDGEPORT                     1010100   LAWRENCE                  CONS  2900 

PEHROLIA  PWD                   1015350   LAWRENCE                  CONS  1225 

SUMNER                        1010300   LAIMUCE                  CONS  1%0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14485 

LE  ROY  WS                       1130750   MCLEAN            NaF      ADJ   11/53  2870          1.0 

TOOIW.  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSPEM 2870 

LEAF  RIVER  WS                    1410300   OGLE             Acid      ADJ    /70  637          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^l 637 

LEDGES  LAND  OC»P  (LEJGEl©  LAKE)       1015300   WltWEBAOO         Acid      ADJ    /79  42          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 42 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

LEE  1034600   LEE  Acid      ADJ    /68    270  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 270 

LELAND  WS  0990350   LA  SALLE  Acid      ADJ   02/72    775  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WlTER  SYSTEM 775 

UHJti  ST  WELL  00  INC  1615550   ROCK  ISLAND        NaF      ADJ    /62    470  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 470 

LEM3Nr  WS  0311620   COOK  NATL  5640     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5640 

LEllA  WS  1770300   SIEPHENSON         Acid      ADJ   04/69  2295  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSItM 2295 

LEENDRE  0990400   LA  SALLE  Acid      ADJ    /68    200  1.0 

TOTAL  POPULATIC^l  SERVED  BY  SOURCE  WAIER  SYST^ 200 

LEWISTOWN  WS  0570600   FULTON  NaF      ADJ   08/71  2758  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 2758 

LEXDJCTTON  WS  1130800   MCLEAN  Acid      ADJ    /69  1806  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1806 

UffiRTY  PARK  HOME  OWNER  ASSOC        0435600   DU  PAGE  Acid      ADJ    /42  1225  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 1225 

LIBERTY  RIDQ:  ESTS  WC  0435650   DU  PAGE  Acid      ADJ    /62    875  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 875 

LIBERTYVILLE  WS  0970900   LAKE  NATL  16520     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 16520 

LIMA  0010400   ADAMS  Acid      ADJ    /68    110  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM HO 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY                            CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

LDGAN                              Acid              ADJ      01/68  16327                        1.0 

LOGAN                                                   OONS  1800 

BY  SOURCE  WATER  SYSTEM 18127 

LAKE                                                     NATL  4151             1.3 

BY  SOURCE  WATER  SYSTEM 4151 

LAKE                                                     NATL  6220            1.0 

BY  SOURCE  WATER  SYSTEM 6220 

DU  PAGE                           Acid              ADJ       11/68  8500                        1.0 

BY  SOURCE  WATER  SYSTEM 8500 

MDWroOMBRY                     Acid              ADJ          /69  8000                        1.0 

MMiOGMERY                                          C»IS  225 

BY  SOURCE  WATER  SYSTEM 8225 

WARREN                                                 NATL  170            3.9 

BY  SOURCE  WAiER  SYSTEM 170 

WARREN                                                 NATL  347            2.8 

BY  SOURCE  WATER  SYSTH^ 347 

MADISCN                                               NATL  949            1.0 

BY  SOURCE  WAIER  SYSTEM 949 

SANGAMCW                          NaF                ADJ           /70  770                         1.0 

BY  SOURCE  WAIER  SYSTEM 770 

WILL                                Acid              ADJ          /53  1057                        1.0 

BY  SOURCE  WATER  SYSTEM 1057 

WILL                                                     NATL  9017            1.3 

BY  SOURCE  WATER  SYSTEM 9017 

IROQUOIS                         Acid              ADJ       11/70  486                        1.0 

BY  SOURCE  WATER  SYSTEM 4B6 


LINCOLN 

LINCOLN  OORR  CIR 


LDJOOLNSHIRE  WS 


LINMMHURST  WS 


USLE  WS 


LITCHFIEU)  WS 
BUTLHl 


LITTLE  SWAN  LAKE  SD 


LnTLE  YORK  WS 


LIVINGSTON  WS 


iriAMI  WS 


DOOCPORT  HEUGtnS  SD 


LDCKP(»T  WS 


LCOA  WS 


1075030 
1075500 

TOTCAL  POPULATIOJ  SERVED 
0970950 

TOTEAL  POPULATION  SERVED 
0971000 

TOTAL  POPULAnCW  SERVED 
0430551 

TOTEAL  POPULATION  SERVED 

1350400 
1350050 

TOTAL  POPULATiai  SERVED 

1875050 
TOTAL  POPULATION  SERVED 

1870100 
TOTAL  POPULATTO^  SERVED 

1190600 
TOTAL  POPULATIOJ  SERVED 

1670700 
TOTAL  POPULATION  SERVED 

1977070 
TOTAL  POPULATIOl  SERVED 

1970500 
TOTAL  POPULATIOJ  SERVED 

0750550 
TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID 

USED 

START   SERVED          NAT        OPT 

NO 

DATE                          LEVEL    LEVEL 

LCMBARD  WS 


LCNDGN  MILLS  WS 


LONG  CREEX  WS 


LONG  VIEW  WS 


LJ3RAINE  WS 


LOSTANT  WS 


KXnSVILLE  WS 


DOVES  PARK  WS 


LOVINCnCN  WS 


LOW  POINT  WSm  DIST 


UJDLCW  WS 


LYNDON  WS 


0430600   DU  PAGE                   NATL  37295     1.1 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 37295 

0190350   FULTON            Acid      ADJ   11/70  587          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 587 

1155150   MADON            Acid      ADJ    /77  3000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 3000 

0190350   CHAMPAIGN         Acid      ADJ   01/70  207          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 207 

0010450   ADAMS                     NATL  382     1.4 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 382 

0990450   LA  SALLE                  NATL  539     1.4 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 539 

0250200   CLAY             NaSiF6    ADJ    /70  1166          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1166 

2010150   WINNEBAGO         Acid      ADJ   10/68  13192          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13192 

1390250   MDULTRIE          Acid      ADJ   12/70  1313          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1313 

2035100   WOCOFDRD          Acid      ADJ    /12  220          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 220 

0190400   CHAMPAIGN         Acid      ADJ   03/69  397          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 397 

1950300   WHITESIDE         Acid      ADJ    /68  777          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 777 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0735100   HEMRY            NaF      ADJ    /57  115          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSYQi 115 

0735280   HENRY            Acid      ADJ    /79  50          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

1790350   TAZEWELL          NaF      ADJ   12/69  1354          1.0 

1795460   TAZEWELL                  OONS  500 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1854 

1090350   MCDCMXJGH         Acid      ADJ    /70  1%32          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTH^l 1%32 

1150250   MAOON            Acid      ADJ   11/67  1300          1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WJm   SYSTEM 1300 

1330200   M3NRDE            Acid      ADJ   10/77  143          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 143 

1550200   PUIMAN            Acid      ADJ    /68  325          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  Wnm  SYSTEM 325 

0190450   CHAMPAIGN         Acid      ADJ   11/69  1986          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1986 

0110550   BUREAU            Acid      ADJ    /68  359          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 359 

0370350   DE  KALB           Acid      ADJ   11/68  995          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 995 

1970550   WILL             Acid      ADJ    /74  1944          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1944 

1250300   MASON            Acid      ADJ    /70  1869          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1869 


LYNN  CENTER  WS 


LYNWDO)  3RD  AIX)  SUBD 


MACKINAW  WS 

HERITAGE  LAKE  SUBD 


MADOMB  WS 


MAOON  WS 


MAEYSTOWN  WS 


MAGNOLIA 


MAHOMET  WS 


MALDEU  WS 


MALTA  WS 


MANHATTAN  WS 


MANITO  WS 


1% 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA         COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0110600   BUREAU            NaF      ALU    /70  439          1.0 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 439 

1470300   PIATT            Acid      ADJ   11/69  921          1.0 

TOIAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 921 

0910600   KANKAKEE          NaF      ADJ   10/69  3155          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSm>1 3155 

0435800   DU  PAGE           Acid      ADJ    /39  228          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 228 

1335100   MDNROE                    NATL  50     3.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTO4 50 

1195100   MADISON           Acid      ADJ    /59  1792          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 1792 

0890500   KANE             Acid      ADJ    /80  637          1.0 

TDTAL  POPULAnOl  SERVED  BY  SOURCE  WATER  SYSTEM 637 

1430500   PEORIA                    NATL  255     2.5 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTO^ 255 

0950350   KNOX                     NATL  350     3.5 

TDTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 350 

1110650   MCHEMIY           Acid      AIU     /69  4361          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4361 

1190700   MADISON           Acid      ADJ    /70  957          1.0 

TDTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 957 

1990550   WILLIAMSON         NaSiF6    ADJ   05/62  14031          1.0 

1995150   WILLIAMSON                 OONS  875 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14906 


MANLIUS  WS 


MANSFIELD  WS 


MANnJlO  WS 


MAPLE  HILL  IMP  ASSOC 


MAPLE  LEAF  EST  WC 


MAPLE  PARK  SUBD 


MAPLE  PARK  WS 


MAPLET»J  WS 


MAQUON  WS 


MAREMOO  WS 


MARINE  WS 


MARIOJ  WS 
WYE  FWD 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA         COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                           USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1150300   MADON            NaF      ADJ    /69  1760          1.0 

TOTEAL  POPULATION  SEEVED  BY  SOURCE  WAIER  SYSTEM 1760 

1790400   TAZEWELL          Acid      ADJ    /68  3386          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 3386 

0990500   LA  SALLE          Acid      ADJ   12/67  4766          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSlHd 4766 

0230100   CLARK            Acid      ADJ    /68  3655          1.0 

TOm.  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH>1 3655 

0230150   CLARK            Acid      ADJ    /68  1298          1.0 

TOfmL  POPULAHON  SERVED  BY  SOURCE  WAIEK  SYSTEM 1298 

0750600   IROQUOIS          Acid      ADJ   10/69  363          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 363 

1190750   MADISON           Acid      ADJ   11/70  3750          1.0 

TOTAL  POPULATION  SERVED  BY  SCPICE  WATER  SYSIH>1 3750 

1250350   MASON            NaF      ADJ    /69  2719          1.0 

TUIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2719 

1310200   MERCER                    NATL  793     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH4 793 

0311800   OOOK             Acid      ADJ   04/57  10223          1.0 

TOa:AL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 10223 

0290250   OOLES            Acid      ADJ   01/69  19787          1.0 

0290150   OOLES                    COtiS  450 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20237 

1795750   TAZEWELL          Acid      ADJ    /59  111          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSIH>1 111 


MARQA  WS 


MARQUETIE  HEIGHTS  WS 


MARSEILLES  WS 


MARSIALL  WS 


MARTINSVILLE  WS 


MARTINICN  WS 


MARYVILLE  WS 


MASCW  CITi  WS 


MAIHERVILLE  WS 


MATTESCN  WS 


MATIOai  WS 
HUMBOLDT 


MAYFAIR  SUED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

MAZON  WS                                                         0630500      GRUNDY                           NaF               ADJ          /70  828                       1.0 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTO^ 828 

MCCLURE-E  CAPE  FWD                                        0035050      ALEXANDER                       NaSiF6          ADJ          /71  1190                        1.0 

TOEAL  POPULATIOi  SERVED  BY  SOURCE  WAITiR  SYSTEM 1190 

MCHEIKY  SHORES  WC                                          1115020      MCHEURY                           Acid              ADJ          /71  105A                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1054 

MCHEIJRY  WS                                                        1110600      MCHENRY                           Acid              ADJ       12/63  10908                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10908 

MCLEAN  WS                                                          1130850      MCLEAN                             NaF               ADJ      02/71  836                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 836 

MCLW  SYSTEM  DJC                                              1315150      MERCER                             NaF               ADJ          /72  100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

MCNABB  WS                                                          1550150      PUTNAM                             Acid              ADJ       12/69  342                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 342 

MEADOWOOD  HCMEDWNERS  SUBD                           1435250      PEDRIA                             Acid              ADJ          /69  110                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTO^l 110 

MECHANICS-BUFFALO  WC                                     1675150      SANGAMDN                         Acid              ADJ          /56  1029                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATEEl  SYSTEM 1029 

MEDIA  WS                                                           0710250      HENDERSON                       NaF                ADJ           /69  179                        1.0 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WATER  SYSTEM 179 

MEDORA  WS  1170550      MADOUPIN  Acid  ADJ  /70        585  1.0 

ROCKBRIDGE  0610300      GREENE  OONS  260 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 845 

MELVIN  WS  0530200      FORD  Acid  ADJ       11/70        519  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 519 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED           NAT        OPT 
DATE                          LEVEL    LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

EPA        COUNTY           CHEM    STA' 
EMS  SERVED             ID                         USED 
NO 

MENARD  OORRECTICNAL  CENMl          1575550   RANDOLPH          Acid      ADJ    /83  3750          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTD^ 3750 

MENDON  WS                       0010500   ADAMS            NaF      ADJ   12/70  979          1.0 

TOTEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 979 

MENDOTA  WS                      0990550   LA  SALLE          Acid      ADJ   04/68  713A          1.0 

TOTEAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTW 7134 

MEREDOSIA  WS                     1370300   MDRGAN            NaF      ADJ   12/69  1272          1.0 

TOTEAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 1272 

METAMDRAWS                     2030350   WOGOpiORD          Acid      ADJ    /70  2482          1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTB^ 2482 

MEHXALF  WS                      0450250   EDGAR            Acid      ADJ    /70  278          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 278 

MEHROPOLIS  WS                    1270150   MASSAC            Acid      ADJ    /69  11725          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 11725 

MIDDLETOWN  WS                    1070500   LOGAN            NaF      ADJ    /70  503          1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYS^M 503 

MIDWEST-PALOS  DIV                 0317050   OOOK             Acid      ADJ    /53  450          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB>1 450 

MILAN  WS                        1610400   ROCK  ISLAND        Acid      ADJ    /70  6264          1.0 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6264 

MILPOBD  WS                      0750650   IROQUOIS          Acid      ADJ   03/68  1716          1.0 

TOTEAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSIH«1 1716 

MILL  CREEK  FWD                   0015300   ADAMS            NaF      ADJ    /73  3000          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSITiM 3000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MILL  SHOALS 


MTLLEDOVILLE  WS 


MILLSTONE  FVID 
FmT  MASSAC  EWD 
MITCHELLSVILLE 


MILTCN  WS 


MINERAL  WS 


MINIEIl  WS 


MnCNK  WS 


MINDCKA  WS 


MISSION  BBDOK  SD  SUED 


MDEXMSVILLE  SUED 


MOKE24A  WS 


M)LINE  WS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1930300   WHITE            Acid      ADJ    /64    612  1.0 

TCflAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 612 

0150150   CARROLL  Acid      ADJ   05/68  1209  1.0 

TDTEAL  EOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSlHd 1209 

1515050   POPE  Acid      ADJ    /75  3731         1.0 

1275050   MASSAC  OOJS  3745 

1655200   SALINE  CONS  1540 

TOfTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 9016 

1490450   PIKE             NaSiF6    ADJ   08/69   349         1.0 
TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAItR  SYSTO«1 349 

0110650   BUREAU            NaF      ADJ    /68    325  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 325 

1790450   TAZEWELL  NaF      ADJ   11/70  1261  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1261 

2030400   WOODFORD  NATL  2039     3.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2039 

0630550   C3UJNDY  NATL  1565     1.2 

TOTAL  POPULATK^  SERVED  BY  SOURCE  WATER  SYSTEM 1565 

0315920   COOK  Acid      AIXJ    /75  1135  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1ER  SYSIB^ 1135 

0895300   KANE  Acid      ADJ    /70  1120  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1120 

1970600   WILL  Acid      ADJ    /69  4578  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 4578 

1610450   ROCK  ISLAND        Acid      ADJ   03/55  45709  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45709 


,h 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


hCMENCE  WS 


hCNEE  WS 


Mawxmi  WS 


M3NK30MERY  WS 


MDNnCELLD  WS 


hCHIBOSE  WS 


MDOSEHEART 


MORRIS  WS 


i4DRRISGN  WS 


MDRRISCNVILLE  WS 


MORTON  WS 


KXJND  CITY  WS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0910650   KANKAKEE  Acid      ADJ   03/68  3297  1.0 

TOfEAL  EOPULAHCW  SERVED  BY  SOURCE  WATER  SYSTEM 3297 

1970650   WILL             NaF      ADJ   01/69    993  1.0 

TOfEAL  POPULAnOJ  SERVED  BY  SCXJRCE  WATER  SYSTEM 993 

1870150   WARREN  NATL  12000     2.0 

TOTCAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 12000 

089A690   KANE  NATL  13800     1.1 

TOfEAL  POPULAnCN  SERVED  BY  SOURCE  WATQl  SYSIH«1 13800 

1470350   PIATT            Acid      ADJ   12/69   4753  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4753 

0490350   EFFINOiAM         NaF      ADJ    /70    321  1.0 

TOfEAL  POPULAirOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 321 

0895319   KANE             NaF      ADJ    /70    500  1.0 

TOfEAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 500 

0630600   GRUNDY           Acid      ADJ   05/67   8833  1.0 

TCTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIEER  SYSTEM 8833 

1950350   WHIIESIDE         Acid      ADJ   12/68   4605  1.0 

TOfEAL  POPULATia)  SERVED  BY  SOURCE  WATER  SYSTEM 4605 

0210300   CHRISTIAN         Acid      ADJ   07/69   1208  1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1208 

1790500   TAZEWELL  Acid      ADJ   07/68  14178  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 14178 

1530100   PULASKI                   NATL        1102     1.1 
TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1102 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID 

USED 

START   SERVED          NAT        OPT 

NO 

DATE                          LEVEL     LEVEL 

KXM)  FWD 


MXJND  STAUGN  WS 


KXJNDS  WS 


MDUNT  ESIE  WS 


MXJNT  OLTVE  WS 
mnE  CITY 


M3WEA5UA  WS 


MT  AUBURN  WS 


MT  CARMEL  WS 


m  GARRCaX  WS 


m  MDRRIS  WS 


m  PROSPECT  WS 


MT  PULASKI  WS 


1635050   ST.  CLAIR         Acid      ADJ    /59  2138  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 2138 

0090050   BROWN                     NATL         203     2.6 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH^ 203 

1530150   PULASKI  Acid     ADJ   01/69  2625         1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTOd 2625 

1910350   WAYNE  Acid      ADJ    /68    135         1.0 

TDTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 135 

1170700   MACOUPIN  Acid      ADJ   12/69  2357  1.0 

1171150   MADOUPIN  CONS         210 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2567 

1730200   SHELBY  NaF      ADJ   10/69  1922  1.0 

TOTEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1922 

0210350   CHRISTIAN         Acid      ADJ    /70    598  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 598 

1850200   WABASH  NaSiF6    ADJ    /69  8908  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8908 

0150200   CARROLL  Acid      ADJ    /70  1936  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1936 

1A10350   OGLE  Acid      ADJ    /68  2989  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 2989 

0311980   COOK  NATL  52634     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 52634 

1070400   liDGAN  NaF      ADJ    /70  1783  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1783 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MT  VERNCN  WAND  S  CJORP              0855100   JO  DAVIESS         Acid      ADJ    /61  500          1.0 

TOfEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 500 

MULPORDS  WILDWOCS)  SUED             2015400   WINNEBAGO         NaF      ADJ    /80  700          1.0 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSIH4 700 

MUNDELEIN  WS                     0971150   LAKE                     NATL  17438     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 17A38 

N  ILL  UnL(WO(X*D  SH)              1115850   MCHENRY                   NATL  655     1.0 

TDflAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 655 

N.  TAZEWELL  FWD                  1795780   TAZEWELL          Acid      ADJ    /40  10000          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

NALEVANCO  RAINBOW  RIDGE  SUED         1615580   ROCK  ISLAND        Acid      ADJ    /79  25          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 25 

NAPERVILLE  WS                    0434670   DU  PAGE           Acid      ADJ   06/68  42330          1.0 

TOrEAL  P0PULATI(»1  SERVED  BY  SOURCE  WATER  SYSTEM 42330 

NAPLATE  WS                      0990600   LA  SALLE                  NAIL  581     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 581 

NASHVILLE  WS  1890300   WASHINGT»J         Acid      ADJ   12/56   3200  1.0 

HOYLEnCN  1890200   WASHINGTON  OONS         550 

NEW  MINDEM  1890350   WASHINGKW  OONS         150 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSIEM 3900 

NAUVDO  WS                       0670500   HANOOOK  NaF      ADJ    /69  1133          1.0 

TJOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 1133 

NEBO  WS                         1490500   PIKE  NaF      ADJ   11/69  487          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 487 

NEDGA  WS                        0350150   dWBERLAND  Acid      ADJ   11/69  1736          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1736 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and BPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cSnIeCu'iVE  SYSTEMS  SERVED  ID  USED  ^TART   SERVED  NAT        OPT 

f^Q  DA  I  h LbVbL     LcvcL 

NEEOBET  WS                     0110700   BUREAU                    NATL  575     1.8 

TDIAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSH^ 575 

NEW  BEKLIN  WS                    1670800   SANGAMDN          Acid      ADJ   08/69  834          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 834 

NEW  BOSICN  WS                    1310250   MERCEK            NaF      ADJ    /68  731          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 731 

NEW  CANTON  WS                    1490550   PIKE             NaF      ADJ    /69  420          1.0 

TOTAL  POPULATION  SESVED  BY  SOURCE  WATER  SYST^ 420 

NEW  HAVEN  WS                     0590150   GALLATIN          Acid      ADJ   12/69  559          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 559 

NEW  HOLLAND  WS                   1070450   LOGAN            NaF      ADJ    /70  295          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB1 295 

NEW  LANDDC  UHL  INC               1415100   OGLE             Acid      ADJ    /69  320          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 320 

NEW  LENOX  WS                     1970700   WILL             NaF      ADJ    /70  5792          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5792 

NEW  LENOX-LARAWAY                 1970701   WILL             Acid      ADJ    /73  1400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

NEWARK  WS                       0930100   KENDALL           Acid      ADJ   06/68  798          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 798 

NEWBURCH  LANDOWNERS  WA              2015450   WINNEBAGO          Acid      ADJ     /52  80          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

NEW>1AN  WS                       0410250   DOUGLAS           Acid      ADJ     /69  1179          1.0 

TOTAL  POPULATION  SERVED  BY  SOLECE  WATER  SYSTEM 1179 


>l  I 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOiS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

NH'/KJ*  WS                       0790100   JASPES            NaF      ADJ   03/54  3186          1.0 

TOTEAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTHi 3186 

NIAWnCWS                      1150400   MADON            Acid      ADJ   11/68  761          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSTEM 761 

N3BLE  WS                        1590150   RICHLAND          Acid      ADJ   06/68  832          1.0 

TDflAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 832 

N3KCMIS  WS                      1350450   MafTOQMERY         NaF      ADJ    /68  2660          1.0 

OQALTON                       1350100   MDNTOOMERY                 OONS  300 

TOTAL  POPUIimaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2%0 

NDRDIC  PARK  WAItR-SEWER            0435850   DU  PAGE           Acid      ADJ    /54  700          1.0 

TOfEAL  PCMJLAnOI  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

NDRDIC  VOODS  SUBD                 1415330   OGUE             Acid      ADJ    /79  424          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 424 

N3BMAL  WS                       1130900   MCLEAN            Acid      ADJ   12/53  35672          1.0 

XL  STA3E  UNIV                  1135510   MCLEAN                    OONS  8000 

NDRMAL  (ILL  STATE  U)             1135510   OCXK                     OONS  8000 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 51672 

NORRISCIIYWS                   1930350   WHITE            Acid      ADJ    /68  1778          1.0 

DALE  FWS                      0655050   HAMILTON                  0»JS  475 

TCXEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2253 

NORTH  AURORA  WS                  0890600   KANE                     NATL  5205     1.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH^ 5205 

NDRTH  aUCAOO  WS                  0971250   LAKE             Acid      ADJ   11/68  38774          1.0 

KbOLLWDOD-RONDOUI  WS             0975460   LAKE                     OONS  1000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 39774 

NDRTH  HAZELWOOD  SUBD               0735850   HEMRY            NaF      ADJ    /76  56          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 56 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  "ePA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

TONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LbVbL 

NOKDi  HENDERSON  WS                1310300   MERGER                    NATL  234     1.9 

■JXjmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 234 

NCera  PARK  PWD                   2015500   WDINEBADO         Acid      ADJ    /55  20000          1.0 

TDflAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20000 

NDKIH  PEXIN  WS                   1790550   TAZEWELL          Acid      ADJ    /69  1824          1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1824 

NORTH  UnCAWS                   0990650   LA  SALLE          Acid      ADJ   06/70  1067          1.0 

TOflAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1067 

NOtOHBROOK  WS                    0312070   COOK             Acid      ADJ   04/56  30735          1.0 

TDfEAL  POPULAnOl  SERVED  BY  SOURCE  WATER  SYSTEM 30735 

NORTHERN  HILLS  UTIL  GO             1775050   STEPHENSON         Acid      ADJ    /76  260          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 260 

NORTHERN  ILLINDIS  WC  (CHAMP)         0195300   CHAMPAIGN         Acid      ADJ    /68  116800  1.0 

PHILD  0190600   CHAMPAIGN  OONS        1020 

U  OF  I  0195500   CHAMPAIGN  OCNS       34000 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 151820 

NORTHERN  ILLINOIS  WC  (PONT)  1055030   LIVINGSTON         Acid      ADJ    /69  11227  1.0 

PONTIAC  GORR  CIR  1055500   LIVINGSTON  CONS        2500 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 13727 

NORTHERN  ILLINOIS  WC  (STERL)         1955040   WHITESIDE         Acid      ADJ   07/69  16273  1.0 

TOTAL  POPUlAnOJ  SERVED  BY  SOURCE  WATER  SYSIEM 16273 

NORTHERN  ILLINOIS  WC  (STREAT)        0995030   LIVINGSTON         Acid      ADJ   12/69  14769  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 14769 

NORTHWEST  BELMKT  IMP  ASSOC         0435900   DU  PAGE  Acid      AEU    /56    115  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 115 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

[LLINOIS _^_ 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

NDRTRHRN  ILLINDIS  UTILITY           1115850   MCHEMIY                    NATL  700     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

NUNQA  Unh  00                    1115600   MCHENRY                   NATL  320     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEH  SYSTEM 320 

OAK  BROOK  WS                     0430700   DU  PAGE           Acid      ADJ    /72  13200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13200 

OAK  RIDGE  SAN  DIST                2035300   WOODFiQRD          Acid      ADJ    /68  240          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYS^IEM 240 

QAKDALE  ACRES  SURD                0195350   KANKAKEE          Acid      ADJ    /71  357          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 357 

QAKPORD  WS                      1290150   MENARD           NaF      ADJ   05/69  351          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 351 

OAKHAVQJ  SUED                    1795760   TAZEWELL          Acid      ADJ    /50  35          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 

OAKLAND  WS                      0290300   OOLES            Acid      ADJ   11/68  1035          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIEM 1035 

QAKLANE  ACRES  SUED                1795800   TAZEWELL          NaF      ADJ    /60  120          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

QAKVIEW  AVE  WATER  WORKS             1977210   WILL             Acid      ADJ    /47  350          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 350 

OAKVIEW-LISLE  SUED                0430552   DU  PAGE           Acid      ADJ    /69  9000          1.0 

FOJR  LAKES  VILLAGE  SUBD           0435390   DU  PAGE                   OONS  3500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 12500 

QAKWOOD  PLACE                    0735140   HENRY            Acid      ADJ    /81  64          1.0 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WAIER  SYSIH^ 64 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


QAKMOOD  WS 


(X)ELL  WS 


OGDEN  GAREOJS  SUBD 


OGDEM  WS 


OGLESBY  WS 

JCNESVILLE  IVID 


OHIO  WS 


OKAWVILLE  WS 


(M)  SHAWNEETOWN  WS 


OMSIED 


OLNEY  WS 


OLYMPIA  FIELDS  WS 


OMAHA  WS 


PST COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1830600   VBRMIUON         Acid      ADJ    /70  1627          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItS  SYSTEM 1627 

1050550   LIVINGSTOl                 N/m.  1083     1.8 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1083 

0895AO0   KANE                     NATL  400     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM AOO 

0190500   CHAMPAIGN         Acid      ADJ    /70  818          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 818 

0990700   LA  SALLE                  NATL  4634     1.0 

0995170   LA  SALLE                  CONS  400 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSIH4 5034 

0110800   BUREAU                    NATL  544     0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 544 

0890400   WASHINGTON         NaSiF6    ADJ   11/68  1337          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSIH^ 1337 

0590200   GALLATIN          Acid      ADJ    /70  3%          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAItR  SYSTEM 3% 

1530250   PULASKI           Acid      ADJ    /68  683          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 683 

1590200   RICHLAND          Acid      ADJ    /68  9026          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSIH^ 9026 

0312280   OOOK             Acid      ADJ    /70  4146          1.0 

TCfTAL  POPULATIC»J  SERVED  BY  SOURCE  WAHR  SYSTEM 4146 

0590250   GALLATIN          NaF      ADJ    /68  550          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO4 550 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

SlESr'rsSEMS  SERVED  f        ^^^  CHEM    STATUS  FLUOR  JOP^  NATURAL  SYST^^^^ 

[^ DATE LEVEL  LEVEL 

ONARGA  WS                       0750700   IROQUOIS          NaF      ADJ   04/71  1269          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1269 

ONEIDA  WS                       0950400   KNOX                     NATL  765     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 765 

OPHEIM  R«                      0735150   HENRY                    NATL  115     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 115 

OQUAWKA  WS                      0710300   HENDERSCX^         NaF      ADJ    /69  1533          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH*! 1533 

ORANGEVILLE  WS                   1770350   SIEPHEMSON         Acid      ADJ   11/68  598          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 598 

OREANA  WS                       1150450   MADON            Acid      ADJ   05/68  999          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 999 

ORBOON  WS                       1410400   OGLE             Acid      ADJ   11/84  3559          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3559 

ORION  WS                        0730700   HENRY            NaF      ADJ   09/52  2013          1.0 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSIH*! 2013 

ORLAND  HILLS  SUED                 0317000   OOOK             Acid      ADJ    /77  150          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

OSOO  EWS                        0735200   HEWRY            Acid      ADJ    /51  115          1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSIEM 115 

OSWBOO  WS                       0930150   KENDALL                   NATL  3021     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3021 

OTTAWA  WS                       0990800   LA  SALLE          NaF      ADJ    /68  18166          1.0 

FIELD  HILL  IMP  ASSOC             0995150   LA  SALLE                  OONS  50 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WATER  SYSTEM 18216 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


Onm  CREEK  LAKE  UHL  D 


PALATINE  WS 


PALMER  WS 


PALMYRA-^DDESID  WC 
PALMYRA 


PANA  WS 


PARIS  WS 


PARK  CREST  WATER  CO 


PARK  FOREST  SOLTIH  WS 


PARK  FOREST  WS 


PARK  RD  WAIHl  ASSOC 


PARK  VIEW  WAIER  CORP 


PARKERSBURG  WS 


-— COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

EPA        uuuiNiT  ^^^^  g^^p^  SERVED    NAT   OPT 

f^O DATE LEVEL  LEVEL 

2015320   WINNEBAGO         Acid      ADJ    /70   1350  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1350 

0312340   COOK  NATL  32166     1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 32166 

0210450   (URISTLAN         Acid      AEU    /69    278  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 278 

1175150   MADOUPIN  Acid      ADJ   03/69    260  1.0 

1170800   MADOUPIN  OONS         865 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSHM 1125 

0210500   CHRISTIAN         Acid      ADJ    /69  6040  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6040 

0450300   EDGAR  Acid      ADJ   10/70  9885  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9885 

1775100   SIEPHEJJSON         NaF      AEU    /60  1200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

1975030   WILL  Acid      ADJ   03/68  6245  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6245 

0314740   COOK  NaF      ADJ   12/52  26222  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 26222 

1977330   WILL  Acid      ADJ     /30    95  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 95 

0895500   KANE  Acid      ADJ    /47    170  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 170 

1590250   RICHLAND  NATL         268     6.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTOI 268 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

CONSeIu?ivI'^SYS?EMS  served  ^  ^^^^^  ^^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

OUNbbOUflVEbYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

\:i2 . DATE LEVEL     LEVEL 

PATOKA  WS  1210400      MARION  NaF  ADJ  /70       1032  1  0 

VEBNDN  1210550      MARION  OONS  335 

IDEAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM  --, 1367 

PAWPAW                                                             1030400      LEE                                  Acid              ADJ      09/59  839                        1.0 

TXXEAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 839 

P^^™*^                                                               0530250      ElORD                                Acid              ADJ      05/68  4258                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4258 

PAYSCNWS                                                         0010550      ADAMS                              NaF               ADJ          /69  1065                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1065 

PEARL  CIIY  WS                                                  1770400      SIEPHENSON                     Acid              ADJ      04/71  661                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 661 

PE^WS                                                         1490650      PIKE                               Acid             ADJ      10/69  322                       1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTO^ 322 

PECATCNICA  WS                                                  2010250      WINNEBAGO                       Acid              ADJ          /68  1732                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1732 

PEXARA  SUBD                                                     0975900      LAKE                                Acid              ADJ          /85  3590                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 3590 

PEKIN  (ILL-AM  WC)                                          1795040      TAZEWELL                         Acid              ADJ          /68  33%7                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBvi 33967 

P^^^ELD  FWD                                                   0195100      CHAMPAIGN                       Acid              ADJ      05/68  275                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 275 

PEORIA  (ILL-AM  WC)                                         1435030      PBORIA                            Acid              ADJ       10/58  132315  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 132315 

PBORIA  HEIOnS  WS                                          1434750      PBORIA                            Acid              ADJ          /82  7453                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7453 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


racrroNE  ws 


PERCY  ws 


PESRY  WS 


PERU  WS 


PEsomn  WS 


PETERSBURG  WS 

OLD  GALEM  (CHATAQUA) 


PIKE  CD  PWD  ND  1 


PINCKNEWILLE  WS 


PINE  RIDGE  UnL  INC 


PIONEER  ACRES  WC 


PIPER  CITY  WS 


PITTSFIELD  WS 


^^7 COUNTY  OHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

EPA         ouUNir  ^^^^^  SERVED     NAT   OPT 

f^O DATE LEVEL  LEVEL 

1970750   WILL  Acid      ADJ   11/70   2832  1.0 

TOLAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 2832 

1570350   RANDOLPH  Acid      ADJ   08/69  1053  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOi 1053 

1490700   PIKE             NaF      ADJ   01/70   A87         1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM A87 

0990850   LA  SALLE  NATL  10886     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSKM 10886 

0190550   CHAMPAIGN         Acid      ADJ   12/70    651  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 651 

1290200   MEllARD  NaF      ADJ    /68   2529  1.0 

1295100   MEIJARD  OCNS         HO 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTO4 2639 

1495000   PIKE             Acid      ADJ    /79  2000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOi 2000 

1450150   PERRY            Acid      ADJ   08/59  4832          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4832 

0735400   HENRY            Acid      ADJ     /70  46          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WA'IER  SYSTEM 46 

0855200   JO  DAVIESS         Acid      ADJ    /71  600          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

0530300   PORD             Acid      ADJ   10/70  905          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB>1 905 

1490750   PIKE             Acid      ADJ   12/63  4170          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4170 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

?5;.rES?rsSE.SSERVE0  ^  ^^  CHEM         STATUS     PLUOR  ^^POP^    ..TUP^^ 

' !^° DATE LEVEL     LEVEL 

PLAINFIEU)  WS  1970800      WILL  naTL  AA85  l.A 

roiAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM Zm485 

PLAINVILLEWS  0010600      ADAMS  NaF  ADJ       10/69        289  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  ViKTER  SYSTEM 289 

P^^^WS  0930200      mSML  Acid  ADJ      07/68  A875  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM Z^75 

PLEASANI  HILL  OGKW  ASSOC  0435980      DUPAGE  Acid  ADJ  /53        182  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 182 

PLEASANT  HILL  WS  1490800      PIKE  NaF  ADJ      06/69  1112  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB^ 1112 

PLEASANT  PLAINS  WS  1670900      SANGAMON  Acid  ADJ      12/68        688  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 688 

PLEASANT  VALLEY  PWD  1435470      PBORIA  Acid  ADJ  /54  3400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3400 

PLIW  CREEK  OdflXMN  0317080      OOOK  NATL  570  1.4 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 570 

PLIM  GROVE  OCNDO  0317950      OOOK  NATL  170  1.3 

TOTAL  POPULmON  SERVED  BY  SOURCE  WAIER  SYSTEM 170 

PLYMDUIHWS  0670550      HANCOCK  Acid  ADJ  /68  649  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 649 

P°^^^«*^^WS  0050200      BOND  Acid  ADJ      01/70  866  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  Wnm  SYSTEM 866 

POID  DR  +  SADDLE  RD  SUED  0437000      DU  PAGE  Acid  ADJ  /50  108  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 108 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


POLO  WS 


PCFLAR  GRCM:  WS 


PCKr  BYROl  WS 


POICMAC  WS 


PRAIRIE  CITY  WS 


PRAIRIE  DU  RDCHER  WS 


PRAIRIE  RIDGE  ASSOC 


PRAIRIE  VIEW  SUBD 


PRESTBURY  UC 


PRESTWICK  UTLL  SUBD 


PRINCETON  WS 


FRINCEVILLE  WS 


^-^7 COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in                         USED           START  SERVED    NAT   OPT 
^Q  DATE LEVEL  LEVEL 

1410A50   OGLE             Acid      ADJ   12/69  2643          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2643 

0070150   BOONE            Acid      ADJ    /68  818          1.0 

TCriAL  POPULATION  SERVED  BY  SOURCE  VINYER  SYSTEM 818 

1610550   ROCK  ISUND        NaF      ADJ   08/70  1289          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1289 

1830650   VERMIUOJ         NaF      ADJ   03/63  874         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 874 

1090400   MCDONOUGH                  NATL  580     3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 580 

1570400   RANDOLPH          NaF      ADJ   05/71  701          1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 701 

1115730   MCHENRY           Acid      ADJ    /78  105          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 105 

1795900   TAZEWELL          Acid      ADJ    /55  55          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 55 

0895520   KANE             Acid      ADJ   12/68  810          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 810 

1977530   WILL             Acid      ADJ    /75  3100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3100 

0110850   BUREAU            Acid      ADJ   11/69  7343          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7343 

1430750   PEORIA                    NATL  1712     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 1712 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

COnIeCu?IvI^sSeMS  SERVFn  ^^?         COUNTY  C^^         STATUS  FLUOR   POP   NATURAL  SYSTEMS 

UUNbhCUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

— _iH° . DATE LEVEL  LEVEL 

PKOPHETSTOWN  WS  1950400   WHIIESIDE         Acid      ADJ   12/68   2141  l.Q 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBd 2141 

P^^PECrms                    0312530   OOOK            Acid     ADJ    /80  40         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

PULASKI  WS                      1530300   PULASKI           NaF       ADJ   11/69  477          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO«1 477 

PimiAM  WIR  ASSOC                  1555150   PUINAM           Acid      ADJ    /55  35          l.Q 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 35 

QU™^  WS  0010650   ADAMS  NaSiF6    ADJ   04/54  42352  1  0 

IL  WT  HOME  0015500   ADAMS  CONS        1020 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 43372 

RAMSEY  WS  0510200   FAYETTE  NaF       ADJ   12/68  1058  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1058 

RAND  ESTAIES  SUED  0975950   UKE  NATL         120     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViAim   SYSIH^ 120 

RANKIN  WS  1830700   VERMILION         NaF      ADJ   11/60    727  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 727 

RANSOM  WS  0990900   LA  SALLE  NAIL         456     1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSItM 455 

RAWIOUL  WS  0190650   CHAMPAIGN         Acid      ADJ   05/65  20161  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20161 

RAPIDS  CITY  WS  1610600   ROCK  ISLAND        Acid      ADJ    /68  1058  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1058 

RARITAN  WS  0710350   HENDERSON  NAIL         177     3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 177 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


RAYMOND  WS 


RED  BUD  WS 


REDDICX  WS 


REDMDN  WS 


REND  LAKE  INT-CITY  W 
AKDJ  WD 
BEULE  RIVE 
BENTCN 

blairsviuje:  pwd 

BUJPORD 

BONbJIE 

BUCKNER 

CARlffiVILLE 

CARTERVILLE  WEST  SUED 

CHRISTOPHER 

GOAL  VALLEY  FWD 

OOLP 

CDRINIH  PWD 

CRAINVILLE 

DAHLOIEN 

DEVILS  KITCHEN  IVTO 

DDC-KELL 

DOWELL 

DU  QUOIN 

DUBOIS 

ENEKGY 

EWING-INA 

FERGES  WATES  DIST 

FREEMANSPUR 

GALATIA 

\]AFm  WD 

HANAPORD 

HIGHWAY  37  N  FWD 

HILL  CITY  WD 

JCWSTDN  CLT{ 


P^T COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in  USED  START  SERVED    NAT   OPT 

1^0   ^ DATE LEVEL  LEVEL 

1350550  MONTOGMERY  Acid      ADJ   01/71  957          1.0 

TDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 957 

1570450  RANDOLPH  Acid      ADJ    /70  2850          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2850 

0914780  KANKAKEE  NATL  243     2.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 243 

0450350  EDGAR  Acid      ADJ    /70  224          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 224 

0555100  FRANKUN  Acid      ADJ    /71  92410          1.0 

0555120  FRANKLIN  OONS  1740 

0810050  JEFFTRSON  OOMS  2635 

0550050  FRANKLIN  OONS  9880 

1995350  WILLIAMSON  OONS  455 

0810100  JEFFERSON  OONS  1922 

0810150  JEFERSON  OONS  705 

0550100  FRANKLIN  OONS  900 

1990150  WILLIAMSON  OONS  5250 

1995300  WILLIAMSON  OONS  136 

0550150  FRANKLIN  CCHS  4550 

1995250  WILLIAMSOJ  OONS  2680 

1990200  WILLIAMSON  OONS  825 

1995120  WILLIAMSON  OONS  3115 

1990250  WILLLAMSON  OONS  1250 

0650150  HAMILTON  OONS  1025 

1995160  WILLLAMSON  CONS  1140 

0815100  JEFERSON  OONS  1725 

0770250  JACKSON  OONS  1260 

1450100  PERRY  OONS  9900 

1890150  WASHINGrON  OONS  500 

1990350  FRANKLIN  OONS  1260 

0555350  FRANKUN  OOJS  2230 

1995050  WILLIAMSON  OONS  1040 

1994A20  WILLIAMSON  OONS  615 

1650150  SAUNE  OONS  1020 

1995400  WILLIAMSON  OONS  210 

0550250  FRANKLIN  OONS  870 

1995100  WILLIAMSON  OONS  900 

0555250  FRANKLIN  OONS  430 

1990500  WILLIAMSON  OONS  5600 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MACEDOHA 

MCLEANSBORO 

MDUNT  VERNON 

MULKYTOWN  FWD 

NCKIH  CITY 

ORIENT 

PIITSBURG 

PUUMFIELD  WD 

FWDSPECr  WATER  DIST 

RADOM 

SESSER 

STONEPORT  WS 

TAMARQA 

raOMPSOJVILLE 

VALIER 

WALIOJVILLE 

WEST  CITY 

WEST  FRANKFX»T 

Wa»LAWN 

ZEIGLEE 


REYNOLDS  WS 


EPA 
ID 
NO 

COUNTY 

05546A0 

FRANKIJN 

0650200 

HAMILTON 

0810300 

JEFFEKSON 

0555150 

FRANKLIN 

0550300 

FRANKLIN 

0550350 

FRANKLIN 

1990600 

WILLIAMSON 

0555400 

FRANKLIN 

1655110 

SALINE 

1890450 

WASHDOON 

0550450 

raANKLIN 

1654880 

SALINE 

1450250 

PEKRY 

0550500 

FT^ANKLIN 

0550600 

RANKLIN 

0810400 

JEFFERSON 

0550650 

FRANKUN 

0550700 

FRANKLIN 

0810450 

JEFFERSON 

0550750 

FRANKLIN 

CHEM 
USED 


STATUS  FLUOR   POP   NATURAL  SYSTEMS 
START  SERVED    NAT   OPT 
DATE  LEVEL  LEVEL 


OCNS 
0»JS 
OONS 
OONS 
OONS 
OONS 
OMJS 
OONS 
0»JS 
CONS 
OONS 
OOJS 
OONS 
OONS 
OOIS 
OONS 
OONS 

oa^s 

OONS 
OONS 


265 

3435 

16995 

560 
1015 

700 
2650 

445 
1260 

245 
3850 

316 
1515 

885 
1500 
1755 

890 

11190 

2835 

2000 


RIOMM)  WS 


Riam»l  PARK  WS 


RIDGE  FARM  WS 

VERMILION  CRCME  W  W 


TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 212484 

1614800   MERCER  /  ROCK  ISLAND         NATL  701 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 701 

1110750   MCHENRY           Acid      ADJ    /70  1068 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 1068 

0312550   COOK             Acid      ADJ   12/71  9403 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9403 

1830750   VERMILiaJ         NaF      ADJ   06/83  1200 

1835050   VERMILION                  0»IS  200 


TOTAL  POPULAnOi  SERVED  BY  SOURCE  WAIER  SYSTB-1 1400 

RIDGECREST  SURD                  0635100   GRUNDY           Acid      ADJ    /70  575 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 575 

RIDGEWDO)  LEDGES  WSOO              1615670   ROCK  ISLAND        Acid      ADJ    /64  475 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 475 


0.9 


1.0 


1.0 


1.0 


1.0 


1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

cyc^TEM  and EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

SsElu?'vfsSEMS  SERVED  ^D USED  START  SERVED   ^NAT^  ^OPT^ 

RIDGEWOOD  WS                     1977650   WILL             Acid      ADJ   03/69  315          1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 315 

RIIX3WAY  WS                      0590300   GALLATIN          NaF      AEU    /70  1245          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 12A5 

RIO  WS                         0950450   KNOX                     NATL  282     2.6 

TOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 282 

RIVER  GRANGE  LAKE  SUBD             0895600   KANE             Acid      ADJ    /63  77          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 77 

RIVERTON  WS                      1670950   SANGAMDN          NaF      ADJ    /68  3447          1.0 

SUGAR  CREEX  PWD                 1675300   SANGAMON                  OONS  625 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 A072 

BQftNOKE  WS                      2030550   WOCXfiORD          Acid      AIXJ    /68  2001          1.0 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2001 

ROBERTS  WS                      0530350   FXM)             Acid      ADJ    /70  422          1.0 

TOLAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQ1 A22 

ROBINSON-PALESTINE  WC              0335030   CRAWFORD          NaF      ADJ    /69  9800          1.0 

EATON  PWD                     0335100   CRAWFORD                  OONS  900 

HEBRCN  PWD                     0335150   CRAWFORD                  OONS  600 

OBLONG                        0330150   CRAWFORD                  OONS  2330 

jTOY                         0330300   CRAWFORD                  OONS  170 

TRIMBLE                       0335200   CRAWFORD                  OONS  155 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13955 

ROCHELLE  WS                      1410500   OGLE             Acid      ADJ    /70  8982          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8982 

RDCX  CITY  WS                     1770500   STEPHENSON         Acid      ADJ   12/70  293          1.0 

TOfEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 293 

ROCK  FALLS  WS                    1950450   WHITESIDE         Acid      ADJ   09/68  10624          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10624 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1610650   ROCK  ISLAND        NaSiF6    ADJ   06/63  A7036          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID<1 A7036 

1795A50   TAZEWELL          NaF      ADJ    /68  240          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAEffi  SYSTEM 240 

1970850   WILL                     NAIL  1913     1.4 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSlHd 1913 

2010300   WINNEBAGO         Acid      ADJ   10/66  139712          1.0 

2010050   WINNEBAC30                 OONS  250 

2015180   WINNEBAGO                 0»IS  500 

1435940   WINNEBAGO                 OOJS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140%2 

2010350   WINNEBAGO         Acid      ADJ    /68  2313          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTH^ 2313 

1415350   OGLE             Acid      ADJ    /74  40          1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATEK  SYSTEM 40 

0312730   OOOK                     NATL  20167     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20167 

0895150   KANE             Acid      ADJ    /59  356          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 356 

1435500   PBDRLA           Acid      ADJ    /79  200          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAItR  SYSm^ 200 

1435700   PECRIA           NaF      ADJ    /52  350          1.0 

TOTAL  POPULATIOSI  SERVED  BY  SOURCE  WATER  SYSTEM 350 

1970900   WILL                     NATL  15519     1.7 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WAITR  SYSTEM 15519 


ROCK  ISLAND  WS 


ROCK-ADAIR  SERV  OORP 


ROCKDALE  WS 


ROCaCFXX®  WS 
CHERRY  VALLEY 
SINGER  TOE  CTR 
ZELLER  ZCNE  CIR 


RDCKT»J  WS 


ROCKVALE  OC»P 


ROLLING  MEADOWS  WS 


ROLLINS  SEWER  AND  WC 


RCME  FARMS  #9 


ROME  WS 


RCMBCVILLE 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

RDOCHOUSE  WS                                                    0610350      GREQE                             NaF                ADJ          /70  2364                        1.0 

ALSEY-GLASOOW  WC                                        1715050      SOOIT                                                   OONS  415 

MANOffiSriHl                                                    1710250      GREEME                                                 OONS  450 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3229 

RDSELLE  WS                                                     0434820      OOOK                               NaF               ADJ          /69  2397                       1.0 

TOLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2397 

RDSEVILLE  WS                                                    1670200      WARREN                            NaF                ADJ      01/72  1254                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1254 

ROSEWOOD  TRACE  SUBD                                      0437080      DU  PAGE                                                NATL  2975             1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTD«1 2975 

RDSICLARE  WS                                                    0690150      HARDIN                             Acid              ADJ       11/58  1441                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1441 

RDSSVILLE  WS                                                    1830800      VERMIUON                       NaF                ADJ      05/62  1363                        1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 1363 

ROUND  LAKE  BEACH  WS                                      0971550      LAKE                                                     NATL  12921            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 12921 

ROUND  LAKE  PARK  WS                                        0971600      LAKE                                                     NATL  4023            1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 4023 

ROUND  LAKE  WS                                                  0971500      LAKE                                                     NATL  2644            1.1 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYS'ID^ 2644 

RCfXANA  WS                                                            1190900      MADISON                            NaF                ADJ           /70  1800                         1.0 

SOimi  RQXANA  WS                                            1190970      MADISON                                                  OONS  2100 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3900 

ROYAL  WS                                                           0190700      CHAMPAIGN                       Acid              ADJ       11/68  274                        1.0 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 274 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

Acid             ADJ          /68  253                       1.0 

SYSTO^ 253 

NaF               ADJ          /70  3348                        1.0 

SYSTEM 3348 

Acid              ADJ          111  182                        1.0 

SYSTO>1 182 

Acid      ADJ    /68  440          1.0 

SYSTEM 440 

Acid      ADJ   04/59  175          1.0 

OMJS  55 

OONS  3400 

OONS  450 

OONS  4550 

OONS  5150 

OONS  2430 

OONS  195 

OMJS  1515 

OONS  590 

OONS  2650 

SYSra^ 21160 

Acid      ADJ    /71  50          1.0 

SYSTEM 50 

Acid      ADJ    /68  500          1.0 

SYSTQ^ 500 

NaSiF6    ADJ   10/58  7813          1.0 

SYSTO-1 7813 

Acid      ADJ    /83  200          1.0 

OONS  7400 

OONS  200 

OONS  9410 

OONS  1470 


RIMA 


RUSHVILLE  WS 


RUSTIC  ACRES  SUBD 


RUTLAND 


S  L  M  WAIER  00 
F.S.H.  WATER  OOKW 
FREEBURG 
HECKER 
LEBANCN 
MASOOUEAH 
NEW  BADEN 
NEW  MEMHnS  PWD 
ShfUHTOJ 
Sl*MERFIELD 

•ffiEirrcN 


TOfEAL 


TOTAL 


TOTAL 


TOTAL 


TCfEAL 


SAECLEBROOK  ESTATES  SUBD 


SADORUS 


SALEM  WS 


SALINE  VALLEY  CD 
ELDORADO  WC 
HARRISBURG  OC«R  CIR 
HARRISBURG  WS 
LIBERTY-LEWmD  PWD 


IDIAL 


TOTAL 


TOTAL 


1570550 

RANDOLPH 

POPULATION  SERVED  BY  SOURCE  WATER 

1690200 

SCHUYLER 

POPULATION  SERVED  BY  SOURCE  WATU< 

0735500 

HEMIY 

POPULATION  SERVED  BY  SOURCE  WAltR 

0991000 

\A  SALTE 

POPULATION  SERVED  BY  SOURCE  WATER 

1635090 

ST.  CLAIR 

1635300 

ST.  CLAIR 

1630600 

ST.  CLAIR 

1330150 

ST.  CLAIR 

1630650 

ST.  CLAIR 

1630800 

ST.  CLAIR 

0274700 

CLINTON 

0275350 

CLINTON 

1631300 

ST.  CLAIR 

1631350 

ST.  CLAIR 

0270500 

a.TNICIN 

POPULATION  SERVED  BY  SOURCE  WATtR 

1797300 

TAZEWELL 

POPULATION  SERVED  BY  SOURCE  WAim 

0190750 

CHAMPAIGN 

POPULATION  SERVED  BY  SOURCE  WATER 

1210450 

MARION 

POPULATION  SERVED  BY  SOURCE  WATER 

1655300 

SALINE 

1655030 

SALINE 

1655500 

SALINE 

1650200 

SALINE 

1655050 

SALINE 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                      COUNTY                            CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

1650250      SAUNE                                                 OONS  315 

1655120      SALINE                                                 OONS  840 

TOTAL  POPULATICW  SERVED  BY  SOLECE  WATES  SYSTEM 19835 

125A8A0      MASON                               NaF                ADJ       10/69  784                        1.0 

TXTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 784 

0374850      DE  KALB                           Acid              ADJ       12/70  3675                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3675 

0195150      CHAMPAIGN                       Acid              ADJ          /68  1874                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1874 

0312790      OOOK                                Acid              ADJ      03/69  10906                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 10906 

1050650      UVTOGSTOI                                          NATL  463             1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 463 

0150250      CARROLL                           Acid              ADJ          /70  4529                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4529 

1130950      MCLEAN                             Acid              ADJ       11/69  882                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 882 

0850400      JO  DAVIESS                     Acid              ADJ       10/71  347                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 347 

0314890      OOOK                                Acid              ADJ       12/70  52319                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 52319 

1977490      WILL                                Acid              ADJ           /74  1870                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1870 

1310350      MERCER                                                 NATL  255            0.9 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 255 


MUDDY 
RALEIOi  WD 


SAN  JOSE  WS 


SANDWICH  WS 


SANGAMDN  VALLEY  IWD 


SAUK  VILLAGE  WS 


SAUNEMIN  WS 


SAVAIMA  WS 


SAYBROOK  WS 


SCALES  MDUND  WS 


SCHAIJMBUKG  WS 


SE  JOLIET  SD 


SEAION  WS 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaF      ADJ    /69  488          1.0 

SYSTEM 488 

NaF      ADJ    /68  2098          1.0 

SYSTEM 2098 

Acid      ADJ    /69  851          1.0 

SYSTEM 851 

Acid      ADJ   11/70  938          1.0 

SYSITM 938 

Acid     ADJ   10/65  1841         1.0 

SYSTEM 1841 

Acid      ADJ    /25  147          1.0 

SYSTEM 147 

NaF      ADJ   04/71  1130          1.0 

SYSTEM 1130 

Acid      ADJ   02/71  5259         1.0 

SYSTEM 5259 

Acid      ADJ    /68  1500          1.0 

SYSIB^ 1500 

Acid      ADJ   09/87  1075          1.0 

SYSTEM 1075 

Acid      ADJ   11/69  811          1.0 

SYSTO^i 811 

NaF      ADJ   12/70  581          1.0 

SYSYm 581 


SENECA  WS 


SMABBCMA  WS 


SHANN»I  WS 


SHAWNEETOWN  WS 


SECOR  WS  2030600   WOODFXM) 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0991050   LA  SALLE 
TOTEAL  POPULATIQN  SERVED  BY  SOURCE  WATER 

0370450   DE  KALB 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER 

0150300   CARROLL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0590350   GALLATIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 
SHAWNITA  TEER  WSm  ASSOC  1977690   WILL 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

0110950   BUREAU 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

1730300   SHELBY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0750800   IROQUOIS 
TCmL  POPULATION  SERVED  BY  SOURCE  WATER 

0995840   LA  SALLE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1310400   MERCER 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

1170950   MADOUPIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


SHEFFIELD  WS 


SHELBYVILLE  WS 


SHELDON 


SHERIDAN  OORR  dR 


SHERRARD  WS 


SHIFMAN  WS 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS        

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

SHOREWOOD  WS                     1975080   WILL                     NATL  4714     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTD^ 4714 

SIBLEY  WS                       0530400   FORD             NaF      ADJ    /70  370          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 370 

SIDELL  WS                       1830850   VERMIUON         NaF      ADJ   04/69  625          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSnW 625 

SIDNEY  WS                       0190850   CHAMPAIGN         Acid      ADJ    /70  886          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 886 

SIGEL  WS                        1730350   SHELBY            NaF      ADJ   12/70  360          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 360 

SILVIS  HEIOnS  W  OORP              1615750   ROCK  ISLAND        Acid      ADJ    /52  1680          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSm>1 1680 

SILVIS  WS                       1610700   ROCK  ISLAND        Acid      ADJ    /68  7130          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 7130 

SKYLINE  S  &  W  EST  SUBD  0895030   KANE  Acid      ADJ    /69    550  1.0 

IL  YO/ffl  CENIHl  (VAL  VIEW)         0895970   KANE  OONS         400 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 950 

SCYWAY  AND  SKYLINE  SUBD            0915450   KANKAKEE          Acid      ADJ    /46  290          1.0 

TCnAL  POPULAirOJ  SERVED  BY  SOURCE  WAITiR  SYSTEM 290 

SMIIHFIELD  WS                    0570850   FULTON            Acid      ADJ   12/b8  340          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 340 

SCMONALK  WS                     0374870   DE  KALB           Acid      ADJ    /68  1344          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1344 

SOmi  OUCAOO  HCTS  WS              0312940   cook             Acid      ADJ   03/68  3932          1.0 

TUIAL  POPULATION  SERVED  BY  SOURCE  WA'IIR  SYSTEM 3932 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SOUffl  ELGIN  WS 


SOinH  GRDVE  SUED 


SOUIH  JACKSCNVILLE  WS 


SOUm  PEKIN  WS 


scum  vnurnxjiati  ws 


SPARLAND  WS 


SPARTA  WS 


SPIN  LAKE  INC  SUBD 


SPRING  VALLEY  WS 


SPRINGERTCW  WS 


SPRINGFIELD  WS 
CHAIHAM 
GRANDVIEW  WS 
JEKCME 
ROCHESTER 
WILLIAMSVILLE  WS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0890800   KANE             Acid      ADJ   05/68  6218          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATHR  SYSTH^ 6218 

0437150   DU  PAGE           Acid      ADJ    /56  63          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 63 

1370400   MDRGAN            Acid      ADJ   08/56  3231          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTQ*1 3231 

1790650   TAZEWELL          Acid      ADJ   05/71  1243          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1243 

0630650   GRUNDY                    NATL  747     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTO«1 747 

1230200   MARSHALL          NaF      ADJ   08/68  624          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 624 

1570600   RANDOLffl          NaSiF6    ADJ   03/54  4957          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSKM 4957 

1135140   MCLEAN            Acid      ADJ    /68  60          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSIHd 60 

0111000   BUREAU            Acid      ADJ   02/70  5822          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS-JEM 5822 

1930450   WHITE            NaF      ADJ   01/69  154          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 154 

1671200  SANGAM3N  Acid      ADJ  07/68  129650          1.0 

1670300  SANGAMDN  OONS        5600 

1670500  SANGAMCW  OONS        1750 

1670600  SANGAM»J  0»IS        1400 

1671000  SANGAMON  CONS        2500 

1671300  SANGAM»I  OMJS        1850 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 142750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                  USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SPRINGLAKE  CX:  00152'W      ADAMS  Acid  ADJ  /74  75  1.0 

TOEAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 75 

ST  ANbE  WS  0910700      KANKAKEE  Acid  ADJ       11/68  1421  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1421 

ST  AUOBTINE  WS  0950500      KNOK  NATL  204  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 204 

ST  CHARLES  SKYLINE  S-WC  0895030      KANE  Acid  ADJ  /69        550  1.0 

IL  YOnH  CENmi  (VAL  VIEW)  0895970      KANE  OONS  400 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 950 

ST  CHARLES  WS  0894830      KANE  Acid  ADJ  /73     17492  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  VJATER  SYSTO^ 17492 

ST  ELMO  WS  0510250      FAYETTE  NaF  ADJ       11/66       1718  1.0 

BROWNSTOWN  0510100      FAYETIE  CJONS  1295 

ST  PETER  0510300      FAYETTE  OONS  1000 

TOTAL  POPULAITCXJ  SERVED  BY  SOURCE  WATER  SYSTEM 4013 

ST  JADC«                                                            1190950      MADISC^                           Acid              ADJ      07/68  800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 800 

ST  JOSEPH  WS                                                    0190900      GHAMPAICH                       NaF               ADJ      07/68  1900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1900 

ST  LIBORY  WS                                                    1631200      ST.  CLAIR                       Acid              ADJ       10/70  549                        1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSIEM 549 

ST  MARIE                                                           0790200      JASPER                            Acid              ADJ          /68  525                        1.0 

TOTAL  POPULATIC^  SERVED  BY  SOURCE  WAIER  SYSTO^ 525 

STANDARD  WS                                                      1550300      PimiAM                                                 NATL  277             1.7 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTB^ 277 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

STANFORD  WS  1131000   MCLEAN  NaF      ADJ   11/70  720  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 720 

STAIEVILLE  OORRECTIOJAL  OR  1977910   WILL  NATL  2850     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2850 

STAUWrCN  WS  1171050   MACOUPIN  Acid      ADJ   06/69   47A4  1.0 

WILLIAMSON  1191100   MACOUPIN  OONS         320 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5064 

STEELEVILLE  WS  1570650   RANDOLPH  NaF      ADJ   12/57  2240  1.0 

TOOAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2240 

STEEPLE  RUN  SUED  0437160   DU  PAGE  Acid      ADJ    /72  1638  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1638 

STBGEK  WS  0314860   COOK  /  WILL        Acid      ADJ   10/67  9269  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTOd 9269 

STELLE  GROUP  SUED  0535100   FORD  Acid      ADJ    /73  110  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110 

STEVER  DIST  IMP  ASSOC  1435600   PEORIA  Acid      ADJ    /53  185  1.0 

T3TAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 185 

STEWARD  WS  1030450   LEE  Acid      ADJ   06/68  298  1.0 

TOTAL  POPULAnOvi  SERVED  BY  SOURCE  WATEK  SYSIEM 298 

STEWARDSON  WS  1730400   SHELBY  Acid      ADJ     /70    745  1.0 

T3TAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYSTEM 745 

STILLMAN  VALLEY  WS  1410550   OGLE  Acid      ADJ    /70  961  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %1 

STOQCION  WS  0850450   JO  DAVIESS         Acid      ADJ   12/68  1872  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1872 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

STOJINGTON  WS                    0210550   CHRISTIAN         Acid      ADJ   11/70  1184          1.0 

IDIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1184 

STORYBRDOK  HIGHLANDS               0935250   KENDALL           Acid      ADJ    /76  70          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 70 

STRASBURG  WS                     1730450   SHEI^Y            NaF      ADJ    /70  488          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 488 

STRAITORD  WEST  SUED               1095200   MOXMXJGH         Acid      ADJ    /69  50          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 50 

SIRAWN  WS                       1050700   LIVINGSTON         Acid      ADJ   06/68  143          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 143 

STREAhWDOD  WS                    0313060   OOOK             Acid      ADJ   12/68  23456          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23456 

STRCNGHURST  WS                   0710400   HEME*RSON         NaF      ADJ    /69  865          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 865 

SUBLEnE  WS                      1030500   LEE              NaF      ADJ   06/68  442          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 442 

SUBURBAN  HEICmS  SUBD              1615800   ROCK  ISLAND        NaF      ADJ    /48  120          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

SUGAR  GKCVE                     0890850   KANE             Acid      ADJ    /67  1402          1.0 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSfEM 1402 

SULLIVAN  WS  1390300   MOULTRIE  NaF      ADJ   09/68   4600  1.0 

MXJdRIE  00  RWD  1395150   MOULTRIE  CONS        1162 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5762 

SUN  RIVER  THRACE  0910720   KANKAKEE  Acid      ADJ    /85    600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

SUNNYLAND  SUED                   1977730   WILL             NaF      AOJ    /45  350          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 350 

SUNSET  TRAILS  APTS                 1777770   WILL              Acid      ADJ     /66  200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 200 

SWEDOJA  WATER  ASSOC               1315200   MERCER                    NATL  150     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

SYCAM3RE  WS                     0370550   DE  KALB           Acid      ADJ   11/70  9219          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 9219 

SYLMAR  WATER  OORP  SUBD             1795930   TAZEWELL          Acid      ADJ    /61  60          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

TABLE  GRCVE  WS                   0570900   FULTON                    NATL  489     A.O 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSTEM A89 

TALLULA  WS                      1290250   MEUARD           Acid      ADJ    /69  681          1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 681 

TA^MS  WS                        0030100   ALEXANDER         Acid      ADJ   10/69  826          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 826 

TAMPIOO  WS                      1950550   WHITESIDE         Acid      ADJ   07/70  %6          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAI"ER  SYSTEM %6 

TAYDOIVILLE  WS                   0210600   CHRISTIAN         Acid      ADJ   05/60  12036          1.0 

LANGLEYVILLE  FWD                0215150   CHRISTIAN                  OONS  310 

OWANEOO                       0210AO0   CHRISTIAN                  OONS  300 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 12646 

TEE  AND  GREEN  SUBD                0437200   DU  PAGE           Acid      ADJ    /59  65          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 65 

TEH  MILE  VIEW  SUBD                2035150   WOODPORD          Acid      ADJ    /52  51          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 51 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                        EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                          USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

■MnOPOLIS  WS                    0490450   EFFINGHAM         Acid      ADJ     /70  1414          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  1414 

IHAWVILLE  WS                     0750850   IHDQUOIS          Acid      ADJ    /70  275          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 275 

THEBES  WS                       0030150   ALEXANDER         Acid      ADJ    /70  455          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 455 

THQMASBORD  WS                    0190950   CHAMPAIGN         Acid      ADJ   06/68  1242          1.0 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  1242 

1HCMS0N  WS                      0150350   CARROLL           NaF      ADJ    /70  911          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 911 

TIMBER  BROOK  ESTAIES               0735450   HEMRY            NaF      ADJ    /72  118          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 118 

TIMBER  RIDGE  SUBD                 0735470   HEMIY            Acid      ADJ    /76  53          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 53 

TIMBERLAKE  ESTAIES  SUBD             1335050   MONROE            Acid      ADJ    /71  80          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 80 

TIMBERLAN  SUBD                   2035200   WOODFORD          NaF      ADJ    /49  105          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI&  SYSlB-1 105 

TXaaiWA  WS                     0111050   bureau            NaF      ADJ   02/70  990          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 990 

"TCftilX)  WS                       0350200   CUMBERLAND         Acid      ADJ   12/58  1284          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1284 

TOLCNO  WS                       0191000   CHAMPAIGN         Acid      ADJ   01/70  2434          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2434 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


TOLUCA  WS 


TCKLGA  WS 


TOULOJ  WS 


TOWER  HILL 


TOWER  LAKES  WC 


TOWER  RIDGE 


TRHCWT  WS 


TRI-OOUNTY  WC 


TRI-STAIE  VILLAGE  WS 


TRIPLE  OAKS  WATER  00 


TRIVDLI  FWD 


TOOY  WS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1230250   MARSHALL  NATL  1471     1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1471 

0991150   LA  SALLE  NAIL  695     1.0 

TOfEAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 695 

1750150   STARK  NATL  1390     2.2 

TOTAL  POPULATXOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1390 

1730500   SHELBY  Acid      ADJ   07/70  700  1.0 

TOTAL  P0PULAna4  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

0975010   LAKE  Acid      ADJ    /69  1130  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAItR  SYSTEM 1130 

1615780   ROCK  ISLAND        Acid      ADJ    /78    55  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI5R  SYST^ 55 

1790700   TAZEWELL  Acid      ADJ   11/68  20%  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20% 

0975450   LAKE  NaF      ADJ    /60  222  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 222 

0437300   DU  PAGE  Acid      ADJ    /40  700  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'lT^M 700 

1795950   TAZEWELL  Acid      ADJ    /68  700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

1435510   PEORIA  NATL  350     3.7 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WAIER  SYSTEM 350 

1191000   MADISON  NaF       ADJ   10/70  3772  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3772 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

TUaCESRY  imL  INC                                        1115760      MCHEMRY                                               NATL  189            2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 189 

U  S  INDUSTRIAL  CHEM  00                                 0415100      DOUGLAS                           Acid              ADJ          /68  1175                        1.0 

TOTEAL  P0PULATI(»1  SERVED  BY  SOURCE  WA3ER  SYSTEM 1175 

ULLIN  WS                                                            1530350      PULASKI                           NaF                ADJ       11/70  550                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYSTEM 550 

IMCN  OIL  COMPANY                                          1977860      WILL                                                     NATL  50            1.3 

TOTAL  POPULAnOl  SERVED  BY  SOURCE  WATER  SYSTEM 50 

IKION  WS                                                            1110900      MCHENRY                           Acid              ADJ      04/68  622                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 622 

UNION-YORK  WATER  DIST                                  0235400      CLARK                               NaF               ADJ          /65  705                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 705 

URSA  WS                                                             0010700      ADAMS                               NaF                ADJ      08/68  454                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 454 

UaJTC  GREAT  LAKES                                          0975227      LAKE                                Acid              ADJ          /76  47275                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 47275 

UnUTIES  UNLIMITED  WS                                 1975500      WILL                                Acid              ADJ           /69  115                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH-1 115 

VALENTINE  MANOR  SUBD                                    0997300      LAKE                                                     NATL  200            0.8 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

VALLEY  VIEW  MUIUAL  WC                                   1797020      TAZEWELL                         Acid              ADJ          /56  90                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 90 

VALLEY  VIEW  NO  4,  NO  6                                 1797010      TAZEWELL                         Acid              ADJ           /59  233                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 233 


1^1 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

VALLEY  VIEW  WS  0437350      KANE  Acid  ADJ      03/68  2112  1.0 

TOTAL  POPULAITCN  SERVED  BY  SOURCE  WAI^  SYSTEM 2112 

VALLEY  WAIBR  00  INC  0935100      KENDALL  Acid  ADJ  /63  1225  1.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1225 

VALLEY  warn  OGMPANY  0935101      KENDALL  mTL  1750  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1750 

VALLEYVIEW  SUED  0375200      YE  KALB  Acid  ADJ  /71         100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

VALMEYER  WS  1330250      MMiDE  NaF  ADJ  /70        898  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 898 

VAN  ORIN  WS  0115000      BUREAU  Acid  ADJ  /68        100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQd 100 

VANDALIA  WS  0510350      FAYETIE  Acid  ADJ      05/67      5338  1.0 

VANDALIA  CORR  CIR  0515500      FAYETIE  OONS  1250 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6588 

VARNA  WS                                                            1230300      MARSHALL                         Acid              ADJ          /68  441                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 441 

VAUCaiNnALE  MEADOWS  SUB                                  0915950      KANKAKEE                          Acid              ADJ           /74  270                         1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 270 

VENADO-ARGLE  WATER  ASSOC                             1795050      TAZEWELL                         NaF               ADJ          /72  135                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135 

VERMIUOJ  WS                                                    0450400      EDGAR                              Acid              ADJ          /70  299                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 299 

VERMDNT  WS                                                       0570950      FULION                            Acid              ADJ       12/69  885                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB>1 885 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


VEiaOJ  HILLS  WS 


VEESAILLES  WS 


VET'S  PLACE  SUBD 


VICTORIA  WS 


VIEIWA  WS 


VILLA  aO/E  WS 


VILLA  PARK  WS 


VlCUi  WS 


VIRGINIA  WS 


W  LIBEIOY-DUNnAS  WD 


WADSWORIH  OAKS  SUBD 


WAOGONEH  WS 


EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0971750   LAKE                     NAIL  9827     0.9 

TOEAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 9827 

0090200   BROWN            NaF      ADJ   12/69  513         1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 513 

1435650   PBORLA            Acid      ADJ    /79  85          1.0 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 85 

0950550   KNOX                     NATL  389     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 389 

0870350   JOHNSON           Acid      ADJ   11/67  1420          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1420 

0410350   DOUGLAS           NaF      ADJ   01/71  2707          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2707 

0430800   DU  PAGE           Acid      ADJ   03/68  23185          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 23185 

1310450   MERCER                    NATL  1144     1.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1144 

0170250   CASS             Acid      ADJ   11/69  1825          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1825 

1595050   RICHLAND          Acid      ADJ    /70  225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 225 

0977320   LAKE                     NATL  80     1.5 

TOTAL  POPUlAnOl  SERVED  BY  SOURCE  WATER  SYSTEM 80 

1350700   MONTOQMERY         Acid      ADJ   09/68  277          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 277 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
. NO       DATE LEVEL  LEVEL 

WALK  UP  W30DS  SUBD                1115800   MCHENRY                   NATL  760     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 760 

WALNUT  HILL  WELL  ASSOC             1835150   VEEMIUON         Acid      ADJ    /46  3000          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 3000 

WALNUT  WS                       0111100   BUREAU            NaF      ADJ    /69  1513          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1513 

WAPELLA  WS                      0390250   DE  WITT           NaF      ADJ   01/69  768          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSltM 768 

WARREM  WS                       0850500   JO  DAVIESS         Acid      ADJ   05/66  1595          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1595 

WARREMSBURG  WS                   1150500   MADON            NaF      ADJ   11/68  1372          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ>1 ^ 1372 

WARREJJVILLE  WS  0430833   DU  PAGE  Acid      ADJ   05/68   7519  1.0 

WARREliVILLE-ALBRiafr  ST  0430831   DU  PAGE  CONS  63 

WARRENVILLE-WELL  #6  0430834   DU  PAGE  CONS         240 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 7822 

WARRENVILLE-RAY  ST  HQMEEWNERS        0430832   DU  PAGE           Acid      ADJ    /77  112          1.0 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 112 

WARSAW  WS                       0670650   HANCOCK           NaF      ADJ   10/69  1842          1.0 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSll-M 1842 

WASHBURN  WS                     2034940   WOODFTORD          Acid      ADJ    /70  1206          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 1206 

WASHJNGTON  ESTATES  INC             1797050   TAZEWELL          Acid      ADJ    /55  1300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1300 

WASHINGTON  WS                    1790750   TAZEWELL          Acid      A1\J   08/68  10364          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10364 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and  '        EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

WAIAGA  WS  0950600      KM3X  NATL  996  2.3 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 996 

WSm  WORKS  (TAYLOR  RIDGE)  1615130      ROCK  ISLAND  Acid  ADJ  /78  32  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32 

WAIESGATE  SUBD  1595150      RICHLAND  Acid  ADJ  /  74  60  1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 60 

WATEKLOO  WS  1330300      MDNROE  NaF  ADJ      07/68  4961  1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4%1 

WALKMAN  WS  0370600      DE  KALB  Acid  ADJ       12/69        943  1.0 

TOfTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTO^ 943 

WATSEXAWS  0750900      IRDQLDIS  NaF  ADJ       11/70  5543  1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5543 

WATSON  WS  0490500      EFFINGHAM  Acid  ADJ       10/83        551  1.0 

TOfTAL  POPULAnON  SERVED  BY  SOURCE  WATTR  SYSTO»1 551 

WAIUHIYI  WW  00  1235150      MARSHALL  NATL  263  2.0 

TOfTAL  POPULATiai  SERVED  BY  SOURCE  WAIH(  SYSTEM 263 

WAUOGNDA  WS  0971850      LAKE  Acid  ADJ      03/69  5688  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WA'1"EH  SYSTEM 5688 

WAUKBGAN  WS  0971900      LAKE  NaSiF6  ADJ      03/52     67653  1.0 

PARK  CITY  0971400      LAKE  OONS  3675 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 71328 

WAVERLY  WS  1370450      MORGAN  Acid  ADJ       10/67       1600  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1600 

WAYNE  CITY  WS  1910450      WAYNE  NaSiF6  ADJ       11/69       2030  1.0 

SIMS  1910400      WAYNE  OONS  630 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 2660 


l 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO                        DATE LEVEL    LEVEL 

WAYNESVILLE                                                     0390300      DE  WITT                          NaF               ADd       11/70  569                        1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  Wam  SYSTH^ 569 

WELDOJ  WS                                                         0390350      DE  WITT                           NaF                ADJ          /69  531                        l.Q 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 531 

WELLINCTCW  WS                                                  0750950      IROQUOIS                         NaF               ADJ          /70  370                        1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 370 

WENCNAWS                                                          1234950      MARSHALL                                             NATL  1025            1.7 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1025 

WEEMES  SUBD                                                     0895750      KANE                                                     NAIL  164             1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 164 

WERNER  GOER  SUBD                                              0495300       EFFINGHAM                        Acid              ADJ           /68  34                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 34 

WEST  BROOKLYN                                                  1030550      LEE                                  Acid              ADJ          /68  225                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

WEST  CHIGAGO  WS                                              0430900      DU  PAGE                           Acid              ADJ      06/68  12550                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 12550 

WEST  DUNDEE  WS                                                0890950      KANE                                Acid              ADJ          /68  3502                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKim  SYS-HiM 3502 

WEST  POINT                                                       0670700      HANCOCK                           Acid              ALU          /68  237                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 237 

WEST  SALEM                                                          0470200       EDWARDS                            Acid              ADJ           /68  1750                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1750 

WESTERN  SPGS  WS                                              0313180      COOK                                                     NATL  12876            1.2 

TOTAL  POPUU^CW  SERVED  BY  SOURCE  WATER  SYSTEM 12876 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaF      ADJ    /68  733          1.0 

SYSTEM 733 

Acid      ADJ   12/70  16718          1.0 

SYSTEM 16718 

Acid      ADJ    /63  90          1.0 

SYSTEM 90 

NaF      ADJ    /74  161          1.0 

SYSTEM 161 

Acid      ADJ    /24  273          1.0 

SYSTEM 273 

Acid      ADJ   07/63  A3043          1.0 

SYSTEM A30A3 

Acid      ADJ   12/63  23266          1.0 

SYSTEM 23266 

Acid      ADJ     /42  3563          1.0 

SYSTEM 3563 

Acid      ADJ   10/62  2935          1.0 

SYSITM 2935 

Acid      ADJ     /70  500          1.0 

SYSnM 500 

NaF      ADJ     /70  260          1.0 

SYSITM 260 

Acid      ADJ    /72  7100          1.0 

SYSTEM 7100 


WESTFIEID  WS 


WESTMKT  WS 


WESTPORT  SUED 


WESTPORT  WS  INC 


WHEIATON  FARMS  SUBD 


WHEATON  WS 


WHEELING  WS 


WHISPERING  HILLS  WC 


WHITE  HALL  WS 


WHIIE  HEAm  W  W 


WHITE  OAK  ESTAIES 


WILDWOO)  SUBDIVISICN 


0230200   CLARK 
TOTAL  POPULATIGN  SERVED  BY  SOURCE  WATER 

0430950   DU  PAGE 
TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER 

0955100   KNOX 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0955040   KNOX 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0437500   DU  PAGE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0431050   DU  PAGE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0314970   COOK 
TOTAL  POPULATTOl  SERVED  BY  SOURCE  VJJOER 

1115700   MCHENRY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0610400   GREENE 
TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER 

1475050   PIATT 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1035050   LEE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0977350   LAKE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WILDWDOD  UTIL  GO  2015AO0   WINNEBAGO         Acid      ADJ    /57    700  1.0 

TOEAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSIH«1 700 

WILLIAMSFIELD  WS  0950650   KNQX  NAIL         585     3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 585 

WILLCW  HILL  WS  0790300   JASPER  NaF      ADJ    /68    292  1.0 

TOEAL  POPUIAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 292 

WILLCWBRDOK  UHL  00  1977870   WILL  Acid      ADJ    /72    602  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 602 

WILLCWBROOK  WS  0431100   DU  PAGE  NATL  1A57     1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1457 

WILMETIE  WS  0313300   COOK  Acid      ADJ   12/58  32500  1.0 

GLENVIEW  0311020   COOK  OONS       45000 

TOEAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTH*1 77500 

WILMQOON  WS                    1971100   WILL                     NATL  4424     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4424 

WINCHESTER  WS                    1710350   SCOTT            Acid      ADJ    /68  1716          1.0 

TOTE'^  POPULATK*!  SERVED  BY  SOURCE  WATEl^  SYSTEM 1716 

WINDING  CREEX  ESTATES               1615850   RDOC  ISLAND        Acid      ADJ     /80  70          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTtM 70 

WINDSOR  WS                       1730550   SHELBY  /  MERCER     NaF       ADJ     /70  2091          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 2091 

WINFIELD  WS                     0431150   DU  PAGE           Acid      ADJ   10/68  4422          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlH^l 4422 

WINNEBAGO  WS                      2010500   WINNEBAGO          Acid      ADJ   10/69  1644          1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYS-JTM 1644 


240 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


ILLINOIS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WDWEHKA  WS 


WINSLOW  WS 


WIMHROP  HARBOR  WS 


WITT  WS 
IRVING 


WOLF  RIDGE  WELL  CORP 


WONDER  LAKE  WS 


WOOD  DALE  WS 


WOOD  PARK  WAIHl  00 


VOOD  RIVER  WS 


WOODHAVEN  LAKES  SUED 


WOODHULL  WS 


WOCCLAND  HEIOJTS  SUED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0313330   OOOK             NaSiF6    ADJ   12/52  18579          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTDd 18579 

1770550   STEPHEWSON         Acid      ADJ   OA/69  361          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 361 

0971950   LAKE                     NATL  5438     1.3 

TOLAL  POPULATIOJ  SERVED  BY  SOURCE  WATEH  SYSTH^ 5438 

1350850   MKraOMERY         Acid      ADJ   01/71  1205          1.0 

1350350   MCWTOGMERY                 OC*JS  615 

TOfEAL  POPULATlOl  SERVED  BY  SOURCE  WATER  SYSTEM 1820 

0735120   HENRY            Acid      ADJ    /73  150          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

1115750   MCHENRY           Acid      ADJ   09/69  865          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 865 

0431200   DU  PACE                          Acid      ADJ   03/68  11251          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIEK  SYSTEM 11251 

1615900   ROCK  ISLAND        Acid      ADJ    /73  40          I.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlliM 40 

1191150   MADISON           Acid      -\1XJ    /70  12449          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSlliM 12449 

1035100   LEE              Acid      AIXJ     /71  4100          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAItR  SYSl'EM 4100 

0730750   HENRY                     NAIL  901     2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 901 

1435760   PEDRIA            Acid      ADJ    /73  245          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'1"EH  SYS^IEM 245 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

ILLINOIS 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WOODLAND  WS                     0751000   IROQUOIS          Acid      ADJ    /70  333          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 333 

MDODLAWN  UTIL  OORP                1415050   OGLE             Acid      ADJ    /61  250          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 250 

W30DRIDGE  WS                     0431250   DU  PAGE           Acid      ADJ   06/68  22322          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATffi  SYSTEM 22322 

WOODSTOOC  WS                     1110950   MCHEMY           Acid      ADJ   09/66  11725          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  11725 

WOODWAY  COURT  SUBD                1797250   TAZEWELL          Acid      ADJ    /63  45          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 45 

WORDQJ  WS                       1191200   MADISON           Acid      ADJ    /70  953          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 953 

WYANETWS                       0111150   BUREAU           Acid      ADJ    /68  1069          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSim 1069 

WYCMING  WS                      1750200   STARK                    NATL  1614     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1614 

YATES  CITY  WS                    0950700   KNOX                     NATL  860     2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 860 

YORK  CENEER  OOOP                  0437550   DU  PAGE           Acid      ADJ   03/54  300          1.0 

TOTAL  POPUIvmCW  SERVED  BY  SOURCE  WAIER  SYSTEM 300 

YORKVILLE  WS                     0930250   KENDALL                   NATL  3422     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3422 

ZICN-BENION  WS                   0972000   LAKE             Acid      ADJ    /55  17861          1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTTM 17861 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ABOITE  "IWP 


ADVANCE 


ALBION 


ALEXANDRIA 


ANDEESCN 


ANDREWS 


ANGOLA 


ABG06 


ARLINGTON  HEIOflS 


ASHLEY 
HUD8CW 


AMX»  ELEMENTARY 


AUBURN 


^^7        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

ID                           USED           START  SERVED     NAT   OPT 
NO DATE LEVEL  LEVEL 

520201A   ALLEN                     NAIL  5670     0.9 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5670 

5206001   BOONE                    NATL  530     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 530 

5257001   NOBLE                     NAIL  1700     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1700 

52A8001   MADISON           Acid      ADJ    /68  6200          1.0 

"lUTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6200 

52A8002   MADISON           Acid      ADJ    /63  6A695          1.0 

TOTEAL  POPULMTON  SERVED  BY  SOURCE  WATER  SYSHM 64695 

5235001  HUNTINCIOJ         NaF      ADJ    /84  1300          1.0 
imAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

5276001  STEUBEN           NaF      ADJ    /72  5300          1.0 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  -WATER  SYSTEM 5300 

5250001   MARSHALL          NaF      ADJ    /75  1525          1.0 

imAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1525 

5235002  ALLEN                     NATL  200     0.7 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 200 

5276002  DEKALB  /  SIEUBEN    NaF      ADJ    /82  833          1.0 
5276022   STEUBEN                   OONS  450 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1283 

KOSCIUSKO         NaSiF6    ADJ    /85  128          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 128 

5217001   DE  KALB                   NATL  8700     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'J'EM 8700 


IT 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

SrES?rSYrTEMSSERVEO  f  ^^^'  CH|M         STATUS     PLUOR  ^^POP^    NATUP^L  SV 

— !^2 „^ . DATE LEVEL    LEVEL 

AURORA                                                               5215001      DEARBORN                         Acid              AUJ          /67  5600                        1.0 

DILLSBORO                                                     5215002      DEARBORN                                             OONS  1280 

ELRDD                                                             5269002      RIPLEY                                                 OONS  910 

HOGAN  Wm  00  (PART)                                   5215005      DEARBORN                                             OONS  300 

TOTAL  POPULAHOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 8090 

AVILLA                                                               5257002      NOBLE                                                   NATL  1257            1,0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1257 

BAER  FIELD  MUNICIPAL  AIRPORT                                        ALLEN                                                   NATL  3000            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

BAINBRIDGE                                                       5267001       PUINAM                            NaF               ADJ          /82  644                        1.0 

TOEAL  POPULAnOJ  SERVED  BY  SOURCE  WAITR  SYSTH^ 644 

BARGEESVILLE                                                    5241001      JOHNSON                          NaF               ADJ          /81  7500                        1.0 

TOTAL  P0PULATI»1  SERVED  BY  SOURCE  WATER  SYSTD>1 7500 

BATESVILLE                                                       5269001      RIPLEY                            Acid              ADJ          /52  4800                        1.0 

OLDEMBURG                                                     5224006      FRANKLIN                                             OONS  758 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5558 

BATTLE  GROUND                                                  5279002      TTPPECANOE                     NaF                ADJ          /79  1722                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYS^TEM 1722 

BEAN  BDOSSCff-PATRICKSBURG  RURA                 5260001      (MH                                NaF               ADJ          /81  4550                        1.0 

TOEAL  POPUIAllON  SERVED  BY  SOURCE  WAIEK  SYSl^ 4550 

BEDFORD                                                                5247001       LAWRENCE                          NaSiF6          AIXJ           /52  14000                         1.0 

EAST  LAWRENCE  RW                                          5247002       LAWRENCE                                               OONS  3%0 

OOLITIC                                                         5247005      LAWRENCE                                             OONS  1588 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 19548 

BERNE                                                                 5201001      ADAMS                                                   NATF.  3500            1.3 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 3500 

BICKNELL                                                           5242001      KNOX                                NaF               ADJ          /81  4710                        1.0 

TOTAL  POPULAIITON  SERVED  BY  SOURCE  WA'lTiR  SYSra«l 4710 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and ^ ^PA  o5U^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  l^D  USED DATE  LEVEL     LEVEL 

BIIX>FIELD  5228003      GREEME  NaF  AIU  /52       6534  1.0 

TUTAL  roPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6534 

Bj^^CMINCTroN  5253002  MDNROE  Acid  ADJ  /70     50000  1.0 

B&B  Wm  EmJECriNC  5253001  MONROE  OONS  3202 

EAOTKN  M3NRDE  W  OORP  5253003  MONROE  OONS  1470 

EU^nSVIUi:  5253004  MONROE  ^S  3700 

NASHVILLE  (PART)  5207002  MONROE  OONS  1200 

RHORER-SCHAOfr-HARRELL  RD  WC  MONROE  OONS  160 

SOUIHERN  M3NR0E  WC  5253007  MONROE  OONS  3500 

VAN  BUREM  WIR  OORP  5253008  MDNROE  OONS  3458 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 66690 

BLUE  RIVER  EUM.  HEl^Y  AW  /77         504  4.5 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WATER  SYSHM 504 

BuuFpioN  5290001      WELLS  NATL  10000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

BOONE  GROVE  SCHOOL  POR^  ^  ^^^        ^  "^'^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-ITiM 884 

BOONVILLE  5287001      WARRICK  NaF  ACU  /67       6248  1.0 

GENIRYVILLE  5274004      WARRIOC  CTNS  1026 

TomSOti  5287007      WARRICK  OONS  2646 

TOEAL  FOPULAITON  SERVED  BY  SOURCE  WATER  SYSm^ 9920 

BORDER  TRI-OOUMIY  5210002      CI^  NaF  ADJ  /79      4900  1.0 

TOriAL  POPUIATION  SERVED  BY  SOURCE  WAllR  SYS'lTM 4900 

BRAZIL  5211001  d^Y  NaF                ALU  /56     11000                        1.0 

CARBON  5211002  CLAY  OONS                      945 

CENTER  POINT  5211003  O^Y  OONS                      468 

KNianSVILLE  5211006  OAY  OONS                    1288 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 13701 

BREMEN  5250003      MARSHALL  NaF  ADJ  /  75       3500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

C^NfEcSfsYS^EMS  SERVED  %'  ^^^'  ^li""^^^^^^^'^^?^^^^ 

^ DATE LEVEL    LEVEL 

BRIGHTON  ELm  LAGRANGE  ADJ  /79         lAO  A. 5 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WAIER  SYSTEM 140 

BRISTOL  5220001       ELKHART  NaF  ADJ  /83  1650  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB^ 1650 

BROOK  5256002      NEWON  NaF  ADJ  /82        914  1.0 

TOTAL  POPULAn(»J  SERVED  BY  SOURCE  WATER  SYSTEM 91A 

BROOKLYN  5255002      MDRGAN  NaF  ADJ  /81        911  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTD^ 911 

BRDOKSTON  5291002      WHITE  NaF  ADJ  /67  1600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1600 

BRDOKVILLE  5224001      FRANKLIN  NaF  ADJ  /68  2900  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 2900 

BRCWN  00  5207001      BROWN  Acid  ADJ  /84  4860  1.0 

NASHVILLE  (PART)  5207002      MDNROE  OONS  1200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6060 

BRCWNSBURG  5232002      HENDRICKS  NATL  6000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6000 

BRUCEVILLE  5242003      KNOX  NaF'  ADJ  /80        750  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI'EK  SYSTEM 750 

BRU^MITT  ELEM  PORTER  NaF  ADJ  /79        450  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

BUNKEH  HILL  5252003      MIAMI  NATL  %0  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB«1 %0 

BUTLER  5217003      DE  KALB  NATL  2503  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2503 


246 


POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATFR  'SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

IMO  DATE LEVEL     LEVEL 

CAMBRIDGE  CITY  5289002      WAYNE  NaF  ADJ  /68  2500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

CAMDEM  5208001      CARROLL  NaF  ADJ  /81  600  1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  Wnm  SYSTEM 600 

CAMPBELLSBURG  5288001      WASHINGTON  NaF  ALU  /8A         700  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

CARMEL  5229004      HAMILTOJ  NaF  ADJ  /56  20000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

CARROLL  ELEMENTARY  CARROLL  NaF  AEU  713  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 713 

CARTHAGE  5270001      RUSH  NaF  ADJ  /80        802  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 802 

CEimRVILLE  5289003      WAYNE  NaF  ADJ  /81  2350  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB»1 2350 

CHALMERS  5291003      WHITE  NaF  ADJ  /84        550  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 550 

CHANDLER  5287002      WARRICK  Acid  ADJ  /80  7710  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7710 

CHARLEST»*J  5210003      CLAiy<  NaP'  AlU  /d6      6600  1.0 

MARYSVILLE-OnSOO-NABB  WYR  00  5210006      QMK  OONS  3310 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9910 

CHESTERFIELD                                                    52A800A      MADISOl                           NaF               ADJ          /79  2698                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2698 

CHESTERTON                                                        5264004       PORTER                             Acid              AIXJ           /72  12000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAJEK  SYSITM 12000 


i 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
^12 DATE LEVEL    LEVEL 

CHRISNEY                                                           5274001       SPEMCER                           NaF                ADJ          /80  531                        1.0 

lOIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 531 

CHURUBUSOO                                                       5292003      WHITLEY                                               NATL  1600             1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1600 

CICERO                                                               5229005      HAMILTON                         NaF                ADJ          /81  2500                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

CLARKS  HILL                                                     5279006      TIPPECANOE                     NaF               ADJ           /84  640                        1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 640 

CLEARWATER  LTHLITIES                                                          ALLEN                                                     NATL  4986             0.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 4986 

CLINiai                                                             5283004      VERhffLLION                     NaF               ADJ          /83  5348                        1.0 

CUNTCN  TWP                                                  5283003      VERMTLLIOJ                                          OJtiS  1900 

ST  BEKNICE  WTR  CORP                                   5283010      VERMILLION                                          CONS  848 

TOTAL  POPULATION  SESVED  BY  SOURCE  WATER  SYSTEM 8096 

CLOVERnALE                                                       5267003      PUTOAM                            Acid              ADJ          /84  1260                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB«1 1260 

OOLFAX                                                               5212001      CLINTON                          NaF               ADJ          /79  832                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 832 

OOLLBGE  CORNER  ELEM                                                         MADISON                           NaF               ADJ          /77  397                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 397 

COLUMBIA  QTY                                                  5292004      WHITLEY                                               NAIL  5049            1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 5049 

OOLUMBUS                                                           5203002      BARTHODDMEW                   NaSiF6          ADJ          /52  33000                        1.0 

SOUffl  WESTERN  BARTHOLOMEW                        5203008       BARTHODGMEW                                          OC^IS  4035 

TOTAL  P0PULA3T0N  SERVED  BY  SOURCE  WATER  SYSTEM 37035 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and — E?^  CoUi^^V  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   I^D            USED date  LEVEL     LEVEL 

OONOORD  EA^  ELEW                                                             ELKHART                           NaF                AOJ           /78  493                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 493 

(jj^YDON                                                             5231001      HARRISON                         NaF                ADJ          /66  4500                        1.0 

EA^  HARRISON  WC                                        5231002      HARRISON                                              OONS  900 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 5400 

OoviNCTroN                                                         5223002      FXXMTAIN                         NaF                ADJ           /81  2800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 2800 

OOWAN  ELEM                                                                          DELAWARE                         NaF                ALU           111  341                        4.5 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAl-ER  SYSTW 341 

(»ANE  NAVAL  CENnS                                        5251003      MARITN                             NaF                ALU          /84  5300                        1.0 

BUBNS  CITY                                                    5251001      MARTIN                                                  OONS  150 

CBANE                                                             5251002      MARTIN                                                  CONS  340 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5790 

CRAWTORDSVILLE-IN  CITIES  W  GO                   5254005      MONIGOMERY                     Acid              ALU          /64  14200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14200 

CRITOFIELD,  FW  ELEM                                                       LA  PORTE                         NaF                ADJ           /78  548                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 548 

O^OIHEIISVILLE                                                  5236001      JAOCSON                           NaF                ADJ           /81  1745                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAlTli  SYSTEM 1745 

(SOWN  POINT                                                     5245008      LAKE                                Acid              AlXJ           /73  16400                        1.0 

TOTTAL  POPULAITON  SERVED  BY  SOURCE  WAITER  SYSTEM 16400 

CULVER                                                               5250005      MARSHALL                         Acid              ADJ          /53  1780                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD-I 1780 

OMBERUND                                                                          MARION                                                  NATL  2234            0.0 

TOOAL  POPULATTON  SERVED  BY  SOURCE  WA'ra<  SYS"!™ 2234 


t 

.181 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

DALEVILLE  ELEM                                                                  MLAWARE                         NaF               ADJ          111  349                       4.5 

"laiAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 349 

DANVILLE                                                           5232004      HENDRICKS                                            NAIL  4220            2.0 

TOTAL  POPUIATICW  SEKVED  BY  SOURCE  WA3ER  SYSTEM 4220 

DARLINCnCN                                                       5254003      MDNIOCMERY                     NaF               ADJ          /83  875                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 875 

DAYTON  ELEM                                                                        TIPPECANOE                     NaF               ADJ          /74  322                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 322 

DECAIUR                                                             5201002      ADAMS                                                   NATL  9000            1.6 

TOTAL  POPUlAnaJ  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

MLPHI                                                               5208002      CARROLL                          NaF               ADJ          /65  3000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

DEMME  ELEM                                                                      JASPER                            NaF               ADJ          /80  711                        4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 711 

DOOR  VILLAGE  ELEM                                                             LA  PORTE                         NaF               ADJ          /78  190                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^  190 

DUBLIN                                                               5289005      WAYNE                              NaF               ADJ          /80  1300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

DUNE  ACRES                                                       5245010      PORTER                            NaF               ADJ          /67  280                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 280 

DUNKIRK                                                             5238001      JAY                                                       NATL  3500            1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

DURBIN  ELEM                                                                        HAMILTON                         NaF               ADJ          /80  225                       4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 225 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA . 

WATER  SYSTEM  and E^  COU^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYST^E MS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  U^ED pAjE      LEVEL     LEVEL 

OY^                                                                   5245011      IME                                Acid              AEU           /73  9555                        1.0 

•lUrAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO1 9555 

E^QUCAOO                                                 5245012      I^                               NaF               AOJ          /66  46000                       1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSmi ^000 

EASTEIiM                                                                            MADISON                           NaF                AOJ  777                        A.5 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 777 

iiuTTP  NaF  ADJ  220  A.5 

EAST  UiM  SCHOOL  WHITE  Nat  hlu 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WAT^  SYSTB4 220 

EASHRN  BARTH)IiCMEW  00  5203004      BARTH0II3MEW  NaF  AOJ  /81  3510  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3510 

EAOTRN  HEIGHIS  WIR  00  5228002      GREENE  NaF  AOJ  /82  6318  1.0 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 6318 

RimART  NaF  ADJ  /76        418  A.5 

EASIWOOD  ELEM  hLKHAKi  war 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM A18 

EKijjOOD  5248006      MARION  NaF  ALU  /78  2400  1.0 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

EDINBUBG  5241002      JOHNSON  NaF  AEU  /79  5100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 5100 

EDWARDSFORT  5242005      KNOX  ^  ^.         ^''       ,Z  '*' 

KNOX  00  RURAL  WAIffi  00  5242018      KNOX  OONS  15UU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTliM 1950 

EDWARDSVIU^  5222001       FIDYD/ HARRISON  NaF  ^  /81       5000  1.0 

ELIZABEHU  5231007      HARRISON  OONS  300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATIB^  SYST^ 5300 

BGOil^ELEM  ST.  JOSEPH  NaF  ADJ  /77         619  A.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlfER  SYSTEM 619 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

c5Nlllu\',rSYrTEMS  SERVED  ^  ^^^'  CH|M         ^^ATUS     F^OR  JOP^    NATURAL  SYSTEMS 

NO DATE LEVEL    LEVEL 

ELKHART  5220008      ELKHART  NaF  MX3  /53    AOOOO  1.0 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 AOOOO 

ELW30D  5248007      MADISON  NATL  10840  0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATTiR  SYSTEM 10840 

EMINENCE  ELEM  MORGAN  NaF  ADJ  /79        432  4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 432 

EVANSVILLE  5282002      VANDERBURGH  NaSiF6  ADJ  /63  130049  1.0 

GERMAN  TWP  WIR  DIST  5282003      VANEtRBURGH  OONS  2951 

GIBSON  WC  5226009      GIBSON  OONS  2052 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTH«1 135052 

FAIRMDUNT                                                         5227005      GRANT                                                   NATL  3900            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 3900 

FALL  CREEK  ELEM                                                                HAMILTON                         NaF               ADJ          /79  237                        4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 237 

FARMLAND                                                           5268002      RANDOLPH                                             NATI.  1700            1.3 

TOTAL  POPUIvmCW  SERVED  BY  SOURCE  WAItR  SYSTB^ 1700 

FERDINAND                                                         5219004      DUBOIS                            NaF                ADJ          /80  2400                        1.0 

TOTAL  POPULATim  SERVED  BY  SOURCE  WATER  SYSTB^ 2400 

FISHER  ELEM                                                                        HAhnLICW                                             ADJ           /79  300                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

FLORA                                                                 5208003      CARROLL                          NaF                ADJ           /70  2000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 2000 

FLCWING  WELLS                                                  5234004      HOWARD                                                 NATL  3770            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB*! 3770 

FOREST  HILL                                                     5252009      MIAMI                                                   NATL  110            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA         

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
cSNSECuf'vE  SYSTEMS  SERVED  ID  USED SJART  SERVED   ^NAT^  ^OPT^ 

PXKIVILLE  5230003   HANCOCK  NaF      MXJ    /56  3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTO«1 3000 

PXXNTAIN  CITY  5289006   WAYNE  NATL         900     1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 900 

FXWLER  5204006   BENTON  NaF      ADJ    /71  2600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2600 

F^^ANCISOO  5226002   GIBSON  NATL  1000     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

F^iANKFmT  5212003   CLINTON  NATL  16000     0.9 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WAra<  SYSTEM 16000 

FRANKLIN  OOUNIY  522A002   FRANKLIN  NaF      ALU    /83   2600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYSTEM 2600 

FRAMOJN-IN  CITIES  W  00  52A1004   JOHNSON  Acid      ADJ    111  14000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 14000 

raANKTON  5248008   MADISON  NaF      ADJ    /82   2026  1.0 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYST04 2026 

FREELANDVILLE  5242006   KNCK  NaF      AOJ    /80    700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYS'I'EM 700 

FREMDNT  5276006   S'lEUBEM  NaF      ADJ     /84   1200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSl^EM 1200 

FT  BEU  HARRISON  5249001   MARION  Acid      ADJ    /65   1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

FT  BRANCH  5226001   CIBSON  Acid      ADJ    /81   2535  1.0 

HAUBSTAOT  5226003   CIBSON  CONS        1389 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 3924 


'.3' 

I 


253 


POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START  SERVED    NAT   OPT 
DATE          LEVEL  LEVEL 

FT  WAYNE 

5202015   AT  J  EN 

EDGEWOOD  PARK  SD 

AT  J  EN 

NEW  HAVEN 

5202009   AT  TEN 

SUNNY  MEAD  OChW  ASSN 

5202018   AT  .TEN 

TDTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

GARREIT 

5217004   DE  KALB 

lUlAL  POPULATION  SERVED  BY  SOURCE  WAITiR 

GARY-HCBART  W  OORP 

52A5015   LAKE 

GRIFFITH 

5245019   LAKE 

LINOOLN  UniJTIES  INC 

LAKE 

NEW  ancAoo 

5245032   LAKE 

OGDQJ  DUNES 

5245035   LAKE 

scheservittp: 

5245041   LAKE 

TURKEY  CBEFK 

5245045   LAKE 

'iUEAL  POPULATION  SERVED  BY  SOURCE  WATER 

GAS  CITY 

5227006   GRANT 

lUIAL  POPULAnON  SERVED  BY  SOURCE  WAim 

GAS'iUN 

5218008   DELAWARE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

GENEVA 

5201003   ADAMS 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

GIKNMOOD 

5270002   FAYhTlE 

imAL  POPULi^TON  SERVED  BY  SOURCE  WATEl< 

GOODLAND 

5256003   NEWTON 

lUiAL  POPULATION  SERVED  BY  SOURCE  WAIER 

GOSHEN 

5220009   ELKHART 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

GOSPORT 

5260003   OWEN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

NaSiF6    ADJ    /51  180000          1.0 

OONS  392 

OONS  12000 

cutis  250 

SYSTEM 192642 

NATL  4820     0.9 

SYSTEM 4820 

Acid      ADJ    /56  188000          1.0 

OONS  18169 

OONS  250 

OCWS  8200 

OCWS  1800 

OOJS  13500 

OONS  800 

SYSTO^ 230719 

NaF      ADJ    /74  8000          1.0 

SYSTEM 8000 

NaF      ADJ    /85  1156          1.0 

SYSIH-l 1156 

NATL  1500     1.6 

SYSIH^ 1500 

NATL  124     0.8 

SYSITM 124 

NATL  1150     1.3 

SYS-i™ 1150 

NaF      ADJ    /70  19600          1.0 

SYSTEM 1%00 

NaF      ADJ    /81  1064          1.0 

SYSTEM 1064 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA  

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

GRABILL                                                             5202006      ALLQJ                                                   NAIL  600            0.9 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

GRANDVIEW                                                         5274005      SPQ«:ffi                           NaF                ADJ           /81  700                        1.0 

FINaf-NE^TON  Wffi  OORP                               527A003      SPEMCER                                                OONS  1100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

GREEM  TWP  ELEM                                                                  MORGAN                             NaF                ADJ          /79  246                        4.5 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 246 

GREEIJCASTLE                                                      5267004      PUTNAM                             Acid              ADJ           /84  9000                        1.0 

BIG  WALNUT  OORP                                          5267002      PUINAM                                                 OONS  340 

REELSVILLE  WIR  00                                      5267006      PUIKAM                                                 CONS  896 

90UIH  43  Wffi  OORP                                      5267009      PUTOAM                                                 OONS  795 

TWO  FOURIY  (240)  WIR  00                           5267011       PUTNAM                                                 OONS  120 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQi 11151 

GREEMDALE                                                         5215003      TEARBORN                         NaSiF6          ADJ          /65  3870                        1.0 

mWEH  VALLEY                                              5215004      DEARBORN                                              OCWS  700 

NORTH  DEARBORN-IN  aTTES  W  00                5215008      DEARBCRN                                              OONS  2430 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

GREENE  ELEM  &  MI1»LE                                                       ST.  JOSEPH                     NaF                ADJ          /79  466                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 466 

(HEEIJFIELD                                                       5230004      HANCOCK                                               NATL  11400            0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS'l'EM 11400 

(REENSBURG                                                        5216002      DECATUR                           Acid              ALU           /53  9200                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 9200 

OlEENIOWN                                                         5234006      HOWARD                                                 NAIL  2265            0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2265 

CREEl^LLE                                                       5222004      FIDYD                              NaF                ADJ          /75  3240                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3240 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

Acid  ADJ  /69  20000  1.0 

SYSTEM 20000 

NaF  ADJ  /55  1910  1.0 

SYSra^ 1910 

NATL         500     0.8 
SYSTEM 500 

NaF      ADJ         484  4.5 

SYSTEM 484 

Acid      ADJ    /83  2400  1.0 

SYSTEM 2400 

Acid  ADJ  /53  107000  1.0 

OONS  0 

OONS  200 

GONS  0 

OONS  0 

OONS  23000 

OONS  3663 

SYSTEM 133863 

JEFFEKSON  NaF  ADJ  /68       1500  1.0 

JEFFERSON  OONS  4000 

BY  SOURCE  WATEK  SYS-ITM 5500 

HAMILTON  Acid  AlU  781       3800  1.0 

BY  SOURCE  WSm  SYSTEM 3800 

HAMILTON,  OH  Acid  ADJ  /84  0  1.0 

DEARBC«N  OOJS  360 

BY  SOURCE  WATER  SYSTEM 360 

BLACKFORD  NATL  9000  1.2 

BY  SOURCE  WATER  SYSI"EM 9000 


(XEEbWDOD-IN  aTIES  W  00  5241005 

TOTAL  POPULATICW  SERVED 
HAGEKSTCWN  5289007 

TOTAL  POPULATiai  SERVED 
HAMILTON  5276023 

TOTAL  POPULATION  SERVED 
HAMILTON  90UIH  EAST  MIK)LE 

TOTAL  POPULATION  SERVED 


HAMILTCW  WESTERN  UHL 


HAMIM) 

GLENWOCO,  IL 
HIGHLAND 
LANSING,  IL 
LYNWDOD,   IL 
MUNSTER 
PEOPLES  WC 


HANOVER  OOLLEXE 
HANOVER 


5229009 

TOflAL  POPULATION  SERVED 

5245020 
0311050 
5232011 
0311590 
0311680 
5245031 
5245036 


JOHNSON 
BY  SOURCE  WATER 

WAYNE 
BY  SOURCE  WATER 

STEUBEN 
BY  SOURCE  WATER 

HAMILTON 
BY  SOURCE  WATER 

HAMILTON 

BY  SOURCE  WATER 

LAKE 

COOK,  IL 
LAKE 
COOK,  IL 
COOK,  IL 
LAKE 
LAKE 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


5239002 
5239003 


TOTAL  POPULATION  SERVED 
HARBOR  WATER  (INDIANAPOLIS  WC) 

TOTAL  POPULATION  SERVED 


HARRISai,  OH 
WEST  HARRISON 


HARTFXM)  CLTi 


3100812 
5215011 

TOTAL  POPULATION  SERVED 

5205002 

TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

JNDIANA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

HAZELTON  5226004   GIBSON  ADJ  4A8  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A48 

HEBRON  5264009   PORTER  NaF      ADJ    111  2600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2600 

HBftaiEY  ELEM  TIPPECANCE         NaF      ADJ  618  A. 5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 618 

HOLLAND  5219006   DUBOIS  NaF      ADJ    111        700  1.0 

SIQIDAL  Wm  OORP  5263005   PIKE  OONS         200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

HONEYVILLE  ELEM  LAGRANGE  NaF      ADJ    111         110  A. 5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM HO 

HOOSIER  VILLAGE  5206009   MARION  NATL         170     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

HCFEWELL  ELEM  JOlNSOl  NaF      ADJ    /79    170  A. 5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 170 

HUMraKKMJ  5202007   ALLEN  NaF      ADJ    /81  1500  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  1500 

HUmiNGBURG  5219007  DUBOIS  NaSiF6    ADJ  /5i   5500          1.0 

DUFF  WAIHl  OORP  5219003  DUBOIS                    OONS         380 

ST  ANTHONY  5219010  DUBOIS                    CONS         500 

ST  HEI«Y  5219011  DUBOIS                    OONS         850 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EM 7230 

IN  S&S  aniJDREM'S  HCME             5270007   HENRY                     NATL  A25     0.9 

TOa:AL  POPULATION  SERVED  BY  SOURCE  WAl'ER  SYSIB«1 A25 

INDIAN  HEUarrS  SD                         HOWARD                     NATL  6000     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6000 


I 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

INDIANAFOUS  5249004   MARION  NaSiF6    ADJ    /51  705000  1.0 

TOTAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 705000 

JACKSON  OOUNIY  RW  5236003   JACKSON  NaSiF6    ADJ    /69   7350  1.0 

SLYOO  Wm  00  5236006   JACKSON  OONS         154 

SOUDERN  BROWN  OOUNTY  WTR  00       5207003   BROWN  OCNS        1000 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 8504 

JAfXSON  ELEM  PORTER  NaF      AOJ    /79  251  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 251 

JAMESTOWN  5206008   BOONE  NAIL         924     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  924 

JASONVILLE  5228004   GREEWE  NaF      ADJ    /54   3000  1.0 

HYMERA  5277004   SULLIVAN  OONS        1000 

WILFRED  5277010   SULLIVAN  OONS         400 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4400 

JASPER  5219009   DUBOIS  NaSiF6    ADJ    /58  10000  1.0 

DUBOIS  WATER  UHL  (PART)  5219002   DUBOIS  OCNS         478 

IRELAND  imLITIES  5219008   DUBOIS  OONS         946 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11424 

JEFFERSON  ELEM  ELKHART  NaF      ADJ    /78   443  4.5 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 443 

JEFFERSONVILLE-IN  CITIES  W  CO        5210005   CLARK  Acid      AIXJ    /59  60000  1.0 

TOTAL  POPUUmOi  SERVED  BY  SOURCE  WAFER  SYSTEM 60000 

JENNINGS  00  WATER  INC  5240006   JENNINGS  NaF      AIXI    /83   5000  1.0 

OOUNIRY  SQUIRE  LAKE  UHLITY        5218004   JENNINGS  OCWS         468 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5468 

JMIOWN  ELEM  ELKHART  NaF      AEU    /78    324  4.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 324 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA        

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

KEMiALLVILLE  5257007      NOBLE  NaF  ADJ  /58  9000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 9000 

KENILAND  5256005      NEKTON  NaF  ADJ  /80  1900  1.0 

"lUEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'^EM 1900 

KILLBUCK  ELEM  MADISON  NaF  ADJ  /77  582  A. 5 

TOTTAL  POTULATION  SERVED  BY  SOURCE  WATER  SYSTEM 582 

KINCMAN  522300^,       POUhrTAIN  NATL  700  0.9 

TC7EAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

KINGSBURY  ELfM  LA  PORTE  NaF  ADJ  /78        388  A. 5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 388 

KINGSPORD  HEIGmS  52A601A      LAPORTE  NaF  ADJ  /81  1700  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 1700 

KIRKLIN  521200A      QJ^TON  NATL  750  1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 750 

KNIGHTSTOWN  5233005      HEURY  NaF  ADJ  /69  3000  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

KNCK  5275002       STARKE  NaF  ADJ  /81  3600  1.0 

TOfEAL  POPULAITON  SERVED  BY  SOURCE  ViKim  SYS'ltM 3600 

KDKOO-IN  CITIES  W  00  523A007      HOWARD  Acid  AiXJ  /52  58000  1.0 

TOfEAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER  SYS'fEM 58000 

KDUES  526A013      PORTER  NaF  ADJ  /80  1700  1.0 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WATER  SYSTEM 1700 

L  &  M  REIGIONAL  WD  5268013      RANDOLPH  NAIL  A09  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l'HM A09 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

LA  CROSSE                       52A6015   LA  PORTE          NaF      ADJ    /80  700          1.0 

•roiAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 700 

LA  FXMMNE                     528500A   WABASH                    NATL  850     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 850 

LA  GRANGE                       5244003   LAGRANGE          NaF      ADJ    /70  2000          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTO4 2000 

LA  PAZ  ELEM                             MARSHALL                  ADJ    /77  440          4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 440 

LA  PORTE                        5246017   LA  PORTE          Acid      ADJ    /54  24000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 24000 

LADOGA                         5254006   MCKIGOMERY         NaF      ADJ    /82  1125          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1125 

LAFAYETTE                       5279013   TIPPECANOE         NaF      ADJ    /53  50000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 50000 

LAKE  STATION                     5245027   LAKE             NaF      ADJ    /84  15000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

LAKE  VILLAGE  ELEM                        NEWTON            NaF      ADJ    /74  309          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEk  SYSTEM 309 

LANESVILLE                      5231003   HARRISON          NaF      ADJ    /85  1000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 1000 

LAVILLE  ELEM                            ST  JOSEPH         NaF      ADJ    /77  828          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EM 828 

LAWREMCE                        5249005   MARION                    NAIL  18000     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIW 18000 
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EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID 

USED 

START    SERVED           NAT        OPT 

NO 

DATE                            LEVEL     LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 

NO UA 

LAWRQJCEBURG                     5215006   DEARBORN          Acid      ADJ    /81  A700          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAllK  SYSa^EM 4700 

LEACH  ELEM  &  JR  HIGH                      MADISON           NaF      AIXJ    /81  433          4.5 

Wm.  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 433 

LEBANON                        5206003   BOONE                    NATL  12000     0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 12000 

LEESBURG  SCHOOL                          KOSCIUSKO         NaF      AEU    /85  463          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 463 

LIBERTY  WW                      5281001   UNION            Acid      ADJ    /81  1850          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1850 

LIOONIER                        5257010   NOBLE            NaF      ADJ    /68  3200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

LIMA  ELEM                              LAGRANGE          NaF      ADJ     /79  240          4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 240 

LMS  TWP  OONSERVANCY  DIST            5217005   DEARBORN           Acid      ADJ     /81  3500          1.0 

HOGAN  WIR  00  (PART)              5215005   DEARBORN                  OONS  300 

T3TAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3800 

LDGANSPORT                      5209006   CASS             Acid      ADJ     /56  18000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIliR  SYSTEM 18000 

LONG  BEAffl                      5246028   LA  PORTE          Acid      ADJ    /69  2200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'1"EM 2200 

LDOOOOOEE                       5251005   MARTIN            Acid      ADJ    /84  3200          1.0 

PERRY  WIR  SYS  INC               5251006   MARTIN                    OONS  440 

TOTAL  POPULAITai  SERVED  BY  SOURCE  WATER  SYSTEM 3640 

LOWELL                         5245029   LAKE                     NATI.  6000     4.4 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'IICH  SYSIYM 6000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

5268004      RANDOLPH                                             NATL  1385            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1385 

5287006      WARRICK                           NaF               ADJ          /83  900                        1.0 

TOrCAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 900 

5228006      GREENE                            NaF                ADJ          /52  700                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

5239006  JEFFERSON                       NaF                ADJ          /68  12472                        1.0 
5239001      JEFFERSON                                            OONS  1750 

5240004      JEFFERSON                                            OONS  2332 

5239007  JEFFERSON                                            OONS  1600 

TOTAL  POPULVnCW  SERVED  BY  SOURCE  WATER  SYSTO^ 18154 

5227014      GRANT                              NaSiF6          ADJ          /52  36000                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 36000 

5235006      WELLS                              NaF               ADJ          /85  1000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

POSEY                              NaF                ADJ          /77  343                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 343 

5255009      NORGAN                            NaF                ADJ          /53  13000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEl^  SYSTEM 13000 

ELKHART                          NaF               ADJ           /76  476                       4.5 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 476 

HANOOCX                          NaF                ADJ          /76  230                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 230 

5261004      PARKE                                                   NATL  500            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 


LYNN 


LYNNVILLE 


LYCWS 


MADISON 

CANAAN  Wm  00  (PART) 

DUPOff 

RYKER  RIDGE 


MARIOJ 


MARKLE 


MARKS  ELEM 


MARTINSVILLE 


MARY  FEESER  ELEM 


MAXWELL  MIDDLE 


MECCA 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

MEDARYVILLE 


MEDORA 


MICHIGAN  CITY 
MIOHANA,  MI 


MIDMfHJRY 


MIDDLEIOWN 


MILPORD 


MILPORD  ELEM 


MILLHtSBURG 


MILLS  CREEX  EHM 


MILLTDWN 
MARENGO 


MISHAWAKA 


MITCHELL 


5266003  PULASKI 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5236004   JACKSON 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEE 

5246020   LA  PORTE 
0004320   BERRIAN 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

5220014  ELKHART 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

5233008   HENRY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5243017   KOSCIUSKO 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

LAGRANGE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5220015  ELKHART 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

LAPCSOE 

TOTAL  POPULAllTOJ  SERVED  BY  SOURCE  WATEI< 

5213006   (RAWEXM) 
5213005   CRAWEORD 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
5271009   ST.  JOSEPH 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
5247003   LAWRENCE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK 


NAIL  896     1.4 

SYSTEM 8% 

NaF      ADJ    /83  500          1.0 

SYSTEM 500 

NaSiF6    ADJ    /52  40000          1.0 

COtiS  960 

SYSIH^ 40960 

NaF      ADJ    /80  1650          1.0 

SYSIH^ 1650 

NaF      ADJ    /78  2046          1.0 

SYSTEM 2046 

NaF      ADJ    /83  1200          1.0 

SYSTEM 1200 

ADJ    /77  130         4.5 

SYSTEM 130 

NaF      ADJ    /83  809          1.0 

SYSTEM 809 

NaF      ADJ     /74  147          4.5 

SYSTEM 147 

NATL  950     1.6 

OONS  820 

SYSTEM 1770 

Acid      ADJ     /61  40000          1.0 

SYSTEM 40000 

NaF      ADJ    /75  4100          1.0 

SYSlH-1 4100 


6 

I 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL    LEVEL 

M3N0N  5291010      WHITE  NaF  ADJ  /59  1500  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

hONRDE  5242008      ADAMS  NATL  800  1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 800 

MONROEVILLE  5202008      ALLEN  NATL  1364  0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1364 

{■CNTOGMERY  5214004      DAVIESS  NaF  ADJ  /70        560  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 560 

MOtmCELLD  5291011      WHITE  Acid  ADJ  /69  6100  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6100 

M3jnPELIER  5205004      BLACKEXM)  NaF  ADJ  /67  2000  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

M30RESVILLE  5255006      MORGAN  Acid  ADJ  /67       7000  1.0 

HILL  WC  5255005      MORGAN  OONS  1000 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WAIER  SYSTEM 8000 

MORGAN  OOUMTY  RURAL  WATTO  5255010      MORGAN  NaF  AIXJ  /79  2716  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2716 

MORGAN  TOP  SCHOOL  PORTER  NaF  ADJ  /80        520  4.5 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSIW 520 

MySOCCD  5256006      NEWTCW  NaF  .MXJ  /66  1348  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  Wam  SYSYm 1348 

KCRRIfflCWN  5273003      SHELBY  NATL  900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 900 

MOUNT  SUMMIT  5233009      HENRY  NaF  ADJ  /80        477  1-0 

TOTAL  POPULAITON  SERVED  BY  SOURCE:  WA'IliR  SYSTEM A77 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 

NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

NaSiF6          ADJ           /56       7805  1.0 

SYSTEM 7805 

Acid  ADJ  /57  80000  1.0 

SYSra^ 80000 

NaF  ADJ  /68  4700  1.0 

SYSTEM 4700 

NaF                ADJ          /76        216  4.5 

SYSTEM 216 

Acid  ADJ  /69  40000  1.0 

SYSTEM 40000 

NaF                ADJ          /53       1500  1.0 

SYSTEM 1500 

Acid  ADJ  /54  20056  1.0 

SYSTOd 20056 

NaF  ADJ  /85       1080  1.0 

SYSTEM 1080 

NATL        4800     1 .4 
SYS1"EM 4800 

Acid      AlXJ     /66   8700  1.0 

SYS'l'EM 8700 

Acid      ADJ    /70   7507  1.0 

SYSTEM 7507 

NATL  2000  0.8 

SYSTEM 2000 


MUNCIE-IN  CITIES  W  00 


NAPPANEE 


KXNT  VERNON  5265006   POSEY 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER 

5218012   DELAWARE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5220016   ELKHART 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

JOHNSCXJ 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

5222005   FIDYD 
TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER 

5271011   ST.  JOSEPH 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5233011   HEMRY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

5265007   POSEY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5241006   JOHNSON 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5287004   WARRICK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
NOBLESVILLE-IN  CITIES  W  00  5229015   HAMILTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
NORTH  JUDSON  5275003   STARKE 

TOmL  PCPULATION  SERVED  BY  SOURCE  WATER 


NEEDHAM  ELEM 


NEM  ALBANY 


NEW  CARLISLE 


NEW  CASTLE 


NEW  HARMONY 


NEW  WHITELAND 


NEWBUROi 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO     DATE LEVEL    LEVEL 

NGRTH  LAWRENCE                                                52A7004      LAWREIJCE                         NaF                ADJ          /83  5256                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTEM 5256 

NORTH  LIBEKTY                                                  5271010      ST.  JOSEPH                     NaF               ADJ          /76  1200                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

NDRTH  MADISON  ELEM                                                           MORGAN                            NaF               ADJ          /79  258                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 258 

NORTH  SALEM                                                      5232017      HEMDRICKS                                            NATL  600            0.8 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

NDRTH  VERNDN  52A0008  JENNINGS  NaF               ADJ  /65       5200                        1.0 

BUKbfT  PINES  WAUR  ASai  5240001  JEMNINGS  OONS                     A30 

HAYDEN  Wm  ASSN  5240005  JEMNINGS  OONS                    1344 

VERNON  5240009  JENNINGS  OONS                      529 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7503 

OAKLAND  aTY                                                    5226005      GIBSON                            NaF                ADJ          /81  3200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

QAKICWN                                                             5242009      KNOX                                NaF               ADJ          /75  900                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH4 900 

ODON                                                                   5214005      DAVIESS                           NaF               ADJ          /83  1500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

OREXDN-DAVIS  OC«P                                                             STARKE                            NaF                AiU  727                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 727 

ORLEANS                                                             5259003      ORANGE                                                 NATL  2035            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2035 

OSGOC©  5269004      RIPLEY  NaSiF6  ADJ  /66       1300  1.0 

NAPOLBCN  O0r*lUNITY  RW  ASSN  5269007      RIPLEY  OOJS  641 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1941 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

OSLO  ELEM                                                                            ELKHART                                               ADJ          /76  400                        A. 5 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATEE  SYSTEM 400 

OSSIAN                                                               5290002      WELLS                                                   NATL  1900            1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSTEM 1900 

CnWELL                                                               5263001       PIKE                                NaF               ADJ          /84  2000                        1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

OWEMSVILLE                                                       5226006      GIBSON                             NaF               ADJ          /82  1276                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1276 

CK-BOW  ELEM                                                                        ELKHART                           NaF               ADJ          /76  360                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 360 

OXFORD                                                               5204005      BEMDN                             NaF               ADJ          /83  1300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

PAXI                                                                 5259004      CHANGE                             NaSiF6          ADJ          /65  5000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA5ER  SYSTEM 5000 

PARAGON                                                             5255013      MORGAN                            NaF               ADJ          /81  536                         1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 536 

PARKER  CITY                                                      5268007      RANDOLPH                         NaF               ADJ          /82  1440                        1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSn3>1 1440 

PATOKA  LAKE  REGIONAL  WIR  DIST                    5219012      GBSN/DUBS/Sl^NQl/CRWF  Acid              ADJ           /80  980                         1.0 

DALE                                                               5274002      SPENCER                                                OONS  1700 

DUBOIS  WA^R  irnL  (PART)                         5219002      DUBOIS                                                  OONS  479 

ENGLISH                                                          5213002      CRAWFORD                                              OONS  633 

GRAMTSBURG                                                5213003      CRAWFORD                                              OOJS  389 

PAIDKA  WATER  00  INC                               5213007      CRAWFORD                                              OONS  820 

ST  MEINARD                                                    5274013      SPEICER                                                OC»JS  690 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 5691 

PAIRIOr                                                             5278001       SWITZERLAND                   Acid              ADJ           /81  3972                        1.0 


^ 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

CANAAN  Wm  00  (PART)  5239001      JEFFERSON  OONS  1750 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WA3ER  SYSTH^ 5722 

PQJDLEION  5248019      MADISON  NaF  ADJ  /73  2A95  1.0 

WTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 2495 

PEMNVILLE  5238006      JAY  NATL  805  1.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 805 

PEKRY  ELEM  DELAWARE  NaF  ADJ  /76        239  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  239 

PERSHING  ELEM  WAYNE  NaF  ADJ  /78        113  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  113 

PEHJ  5252016      MIAMI  Acid  ADJ  /69  15000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEH  SYSTD^ 15000 

PETEKSBURG  5263002      PIKE  NaF  ADJ  /74      2987  1.0 

PIKE-GIBSON  5263003      PIKE  OONS  5103 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8090 

PIERCEION                                                         5243018      KDSQUSKD                                           NATL  1082            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSTEM 1082 

PINE  ELEM                                                                            PORTER                            NaF               AIU          /79  317                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 317 

PITrSBC«D                                                         5232019      HENDRICKS                                            NATL  900            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

PITTSBURG  ELEM                                                                  CARROLL                                               ADJ          /73  100                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

PLAINFIELD                                                       5232020      HENDRICKS                       Acid              ADJ          /84  9080                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9080 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                             START   SERVED           NAT        OPT 
DATE LEVEL    LEVEL 

Acid              ADJ           /69  211                        A. 5 

SYSTEM 211 

NaSiF6          ADJ          /69  9000                        1.0 

SYSTEM 9000 

NaF                ADJ           /76  286                        4.5 

SYSTEM 286 

NATL  7500            0.0 

SYSTEM 7500 

NaF                ADJ          /82  1100                        1.0 

SYSi™ 1100 

ADJ          /77  1140                        4.5 

SYSTEM 1140 

NaF                ADJ          /73  2100                        1.0 

CONS  1800 

SYSTO^ 3900 

NaSiF6    ADJ    /57  9000          1.0 

OONS  840 

SYSTEM 9840 

NaF      AW    /69  12000          1.0 

SYSTEM 12000 

NATL  7254     0.0 

SYSTEM 7254 

Acid      ADJ    /84  5590          1.0 

OONS  2324 

OONS  1500 

OONS  1000 

SYSTEM 10414 


PLEASANT  LAKE  ELEM 


PLYKXJIH 


PLYKXnW  WEST  ELEM 


PORTLAND 


POSEYVILLE 


PRAIRIE  HEIOfPS  ELEM 


TOTAL  POPULATICW  SEEVED 

5250010 
TOfTAL  POPULATION  SERVED 

TOTAL  POPULATION  SERVED 
5238007 

TDTCAL  POPULATICW  SERVED 
5265008 

TOTAL  POPULATION  SERVED 

TOfEAL  POPULATIC»J  SERVED 


PRINCE'S  LAKE  UnUTY  5241007 

OORDRY-SWEEIWATER  OONSER  DIST  5207004 


STEUBEN 
BY  SOURCE  WATER 

MARSHALL 
BY  SOURCE  WATER 

MARSHALL 
BY  SOURCE  WATER 

JAY 
BY  SOURCE  WATER 

POSEY 
BY  SOURCE  WAIER 

LAGRANGE   • 

BY  SOURCE  WATER 

JOHNSOJ 
JOHNSCW 


TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 


PRINCETON 
PATOKA 


PURDUE  UNIVERSITY 


PUQTAN  miUTIES 


RAMSEY 

FLOYDS  KNC« 
GEORGETOWN 
PALMYRA  (PART) 


522^008 
5226007 


GIBSON 
GIBSON 


BY  SOURCE  WATER 
TIPPECANOE 
BY  SOURCE  WATER 
ALLEN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


TOTAL  POPULATION  SERVED 

5279015 
TOTAL  POPULATION  SERVED 


5231005 
5222002 
5222003 
5231004 


HARRISON 
FLDYD 
FLOYD 
HARRISON 


I 


TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'IER 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

REDKEY                         5238008   JAY                      NATL  1700     1.5 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1700 

RENSSELAER                      5237005   JASPER            NaF      ADJ    /65  5000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

REYNOLDS                        5291013   WHITE            NaF      ADJ    1 19  686          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTD^ 686 

RICHMCMHIN  CITIES  W  00            5289012   WAYNE            Acid      ADJ    /63  48800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 48800 

RIDGEVILLE         f             5268008   RANDOLPH          NaF      ADJ    /84  936          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 936 

RILEY                          5243020   VIGO                     NATL  1008     1.5 

.  TOTAL  P0PULATIC»1  SERVED  BY  SOURCE  WATER  SYSTEM 1008 

RISING  SUN                      5258002   OHIO             NaF      ADJ    /84  2500          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

RIVERSIDE  5210008   CLARK  NaF      ADJ    /84   1700  1.0 

OAK  PARK  5210007   CLARK  CONS        1350 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3050 

RQACHDALE                       5267007   PUTOAM  NaF      ADJ    /80  2000          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

RQANCKE                        5235009   HUNTINGTON  NATL  1200     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 1200 

ROCHESTER                       5225006   FULTCW  NaF      ADJ    /65  5000          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5000 

ROCKPORT-IN  CITIES  W  00            5274007   SPENCER  Acid      ADJ    /61  2100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS1B«( 2100 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                  USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

RCHE  CriY  ELEM  &  MIDDLE                                                 NOBLE                               NaF                ADJ          /78  650                        A. 5 

TOfEAL  POPULATIOJ  SEHVED  BY  SOURCE  WAIEK  SYSmi 650 

ROYAL  CENIER                                                    5209008      CASS                                                     NATL  989            0.7 

"lOrEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 989 

RUSHVILLE                                                         5270005      RUSH                                Acid              ADJ          /58  6200                        1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 6200 

RUSSIAVILLE                                                      523A008      HOWARD                                                 NATL  967             1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 967 

SALEM                                                                 5288005      WASHXNOTON                     NaSiF6          ADJ          /67  7000                        1.0 

EAST  WASHINCroN                                          5288002      WASHINGTON                                          OJtiS  2400 

PALMYRA  (PART)                                         5231004      HARRISON                                              OONS  1000 

NEW  PEXIN                                                      5288004      WA-SHTNCIDN                                          OCWS  12% 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTE^l 116% 

SAN  PIERRE  ELEM                                                                 STARKE                                                 ADJ           /74  120                        4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 120 

SANTA  GLAUS                                                      5274010      SPENCER                           NaF                ADJ          /79  1120                        1.0 

SANTA  LAHILL                                                5274011      GIBSON                                                  CONS  711 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1831 

SCHNEIESR                                                         5245042      LAKE                                                     NATL  480            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1B«1 480 

SGOrrSBURG                                                       5272001       SGOTT                              NaF                ADJ          /67  6000                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

SE  FOUNTAIN  SCHOOL                                                           FOUNTAIN                         NaF               ADJ          /77  1371                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1371 

SELLERSBURG                                                      5210010      CLARK                              NaF               ADJ          /67  6883                        1.0 

RURAL  MEMBERanP                                        5210009      CLARK                                                   OOJS  2860 

SILVER  CREEK                                                5210011      CLARK                                                   OCNS  4275 


[■•;i 
ixii 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

SUNFLDWBR  VALLEY  Wffi  OORP                       5210012      CLARK                                                   OONS  lAO 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 14158 

SEYMXJR-IN  CITIES  W  GO                                 5236005      JACKSON                           NaSiF6          ADJ          /54  13000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13000 

SHADED  ACRES                                                    5268009      RANDOLPH                                             NATL  66            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 66 

SHARPSVILLE                                                      5280003      TIPIDN                                                 NATL  700            1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

SHELBYVILLE-IN  CITIES  W  00                         5273002      SHELBY                            Acid              AOJ          /65  15200                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 15200 

SHERIDAN                                                           5229014      HAMILT(*J                                             NATL  2200            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

SHIPSHEWANA                                                     5244006      LAGRANGE                         NaF               AEU          /84  480                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO<1 480 

SHIRLEY                                                             5233013      HEMRY                                                   NATL  950             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1Q«1 950 

SILVER  LAKE                                                      5243021      KOSCIUSKO                                           NATL  672             1.3 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 672 

SOUTH  BEMD  5271014      ST.  JOSEPH  Acid  AIXJ  /67  127500  1.0 

FARMINGION  SQUARE  Wm  SUP  ST  JOSEPH  OONS  250 

ROSELAND  ST  JOSEPH  CONS  832 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 128582 

SOUffl  CENTRAL                                                                    1^  PORTE                         NaF                AEU          /76  920                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 920 

SOUTH  HARRISON  00                                            5231006       HARRISON                          NaF                AIU           /81  4000                         1.0 

TOTAL  POPULA'n(*I  SERVED  BY  SOURCE  WATER  SYSTEM 4000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SOinH  HAVEN  WW                                                526A027       PORTER                             Acid              ADJ          /81  5930                        1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5930 

SOiriH  VKITLEY                                                  5292007      WHITLEY                           Acid              AIXJ          /64  1575                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1575 

SOLTIHWESTERN  ELEM                                                             SHELBY                                                 ADJ          /78  A70                        4.5 

TCTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A70 

SPEEDWAY                                                           52A9008      MARION                            NaSiF6          ADJ          /68  17000                        1.0 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 17000 

SPRINGFIELD  ELEM                                                               LA  PORTE                         NaF               ADJ          /79  453                        4.5 

TDOM.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 453 

SPRINGS  VALLEY  REG  WATER  5259002      ORANGE  NaF  ADJ  /83      2940  1.0 

NEW  FRDSPECr  WTR  00  5259005      ORANGE  OONS  168 

•roiAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 3108 

SPLRGEEN  5263004      PIKE  NATL  300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

Srr  JOE  5217006      DEKALB  NATL  850  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST-EM 850 

ST  JOHN  5245043      LAKE  NaF  ADJ  /82  4100  1 .0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 4100 

ST  PAUL  5216004      DECATUR/ SHELBY  NaF  ADJ  /83  1200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EM 1200 

STAIKTON  5211007      CLAY  NATL  650  0.8 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 650 

SniLWELL  ELEM  LA  PORTE  NaF  ADJ  /73        242  4.5 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTliM 242 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

STIXXER  FXDRK  imUTIES  5272002      SOOTr  NaF  ADJ  111  16000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16000 

RlK»fnvn.TK  5248010      MADISON  NATL  2100  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

SUbWAN  5269005      RIPLEY  NaF  ADJ  /83        930  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 930 

SWAN9CN  ELEM  ST.  JOSEPH  NaF  ADJ  /79        403  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 403 

SWAYZEE  5227020      GRANT  NATL  1200  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

SYRACUSE  5243025      KOSCIUSKO  NaF  ADJ  /84      2059  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2059 

TELL  CITY  5262004      PERRY  Acid  ADJ  /85       9000  1.0 

AND-TBD  INC  5262001      PEKRY  CONS  800 

NDRTH  PERRY  WIR  SYS  5262003      PERRY  OONS  500 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 10300 

THORNTOWN                                                         5206005      BOONE                              NaF               ADJ          /80  1500                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

TOPEKA                                                               5244008      LAGRANGE                         NaF                ADJ          /65  876                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 876 

TRITON  ELEM                                                                        SHELBY                            NaF                ADJ          /76  597                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 597 

UNIOJ  CENTER  ELEM                                                             PORTER                            NaF               ADJ          /80  510                       4.5 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 510 

UNION  CITY                                                       5268010      RANDOLPH                                             NATL  4000            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

IKEON  ELEM  ELKHART  NaF  ADJ  /79        23A  4.5 

TUTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 25A 

IWIIED  MEIHODIST  MEM3RIAL  HCME  5235011      HlNnNC7K)N  NATL  400  0.9 

TUEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 400 

UPLAND  5227022      GRANT  NATL  4000  1.8 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

VALLEY  GROVE  ELEM  MADISON  ADJ  /77        290  4.5 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 290 

VALPARAISO  5264029      PORTER  Acid  ADJ  /52     21000  1.0 

LAC  UnUTIES  PORTER  OONS  1176 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22176 

VAN  BUREN  5227023      GRANT  NATL  1000  0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

VEEDERSBURG  5223005      FXXJNTAIN  NaF  ADJ  /69  2150  1.0 

TOTAL  POPULAnaJ  SERVED  BY  SOURCE  WATER  SYSIB^ 2150 

VERSAILLES  5269006      RIPLEY  NaF  ADJ  /70      2100  1.0 

HOLTON  OChMUNITY  WIR  CORP  5269008      RIPLEY  OONS  1120 

TTTTAL  POPULATI(»  SERVED  BY  SOURCE  WATER  SYSTEM 3220 

VEVAY                                                                 5278002       SWITZERLAND                   NaF                ADJ           /55  1500                        1.0 

imPL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

VINCDINES                                                          5242014      KNOX                                Acid              ADJ           /67  21000                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 21000 

WABASH                                                               5285003      WABASH                             Acid              ADJ          /58  14000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14000 

WAKARUSA                                                           5220029      ELKHART                           NaF                ADJ           /81  1400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 1400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

INDIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO                    DATE LEVEL    LEVEL 

WALDRON  C1»BERVANCY  DIST                             5273006      SHELBY                            NaF               ADJ          /83  468                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A68 

WALKERTCN                                                         5271017      ST.  JOSEPH                     NaF               ADJ          /54  2800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2800 

WALTON                                                               5209010      CASS                                                     NATL  1341            1.2 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYS1B>1 1341 

WANATAH                                                             5246033      LAPORTE                           NaF               ADJ          /80  850                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSItM 850 

WARREN                                                               5235012      HUNnNGIQN                     NaF               ADJ          /67  1254                        1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIH^  SYSTEM 1254 

WARREN  ELEM                                                                        ST.  JOSEPH                     NaF               ADJ          /77  412                       4.5 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 412 

WARSAW                                                               5243030      KDSaUSKD                       Acid              ADJ          /68  10000                        1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 10000 

WASHINCTCN                                                       5214007      DAVIESS                           Acid              ADJ          /70  12000                        1.0 

DAVINESS  00  RW                                            5214002      DAVINESS                                              OONS  1512 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WJm  SYSTEM 13512 

WASHXNCroN  ELEM                                                                 STARKE                            NaF               ADJ          /81  233                       4.5 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WAIER  SYSIEM 233 

WATERLOO                                                           5217007      DE  KALB                                               NATL  1900            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIEM 1900 

WATSCN  RURAL  WAIHl  DIST                                5210016       CLARK                                NaF                AIXJ           /80  4000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 4000 

WAVERLY  ELEM                                                                      MDRGAN                                                 ADJ          /80  240                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSJEM 240 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WAYNETOWN 


WES-DEL  MIDDLE 


WEST  LAFAYETIE 


WEST  LEBANON 


WESTFIELD 


WESnKRT 


WESIVILLE 


WESTWOCO  ELEM 


WHITELAND 


WHITES  DJSTITlXrE 


WmiESTOWN 


WHITING 


^^                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

5254013      MONTOOMEKY                     NaF                ADJ          /83  1000                        1.0 

TOTAL  POPULATION  SffiVED  BY  SOURCE  WATEK  SYSTEM 1000 

DELAWARE                         NaF               ADJ          /SO  253                        4.5 

TOTAL  FOPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 253 

5279020      TIPPECANOE                     Acid              ADJ           /58  30000                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WA3ER  SYSTEM 30000 

5286003      WARREN                                                 NATL  960            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 960 

5229021      HAMILTON                                              NATL  2700            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2700 

5216005      DEGAIUR                           NaF               ADJ           /80  1500                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

5426029      LAPORTE                           NaF                ADJ           /84  2652                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2652 

HEMIY                               NaF                ADJ           /76  296                        4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO>1 2% 

5241009      JaiNSON                                                NATL  1950            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 1950 

5285020      WABASH                                                 NA'JL  250            1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 250 

5206006      BOONE                              NaF                ADJ          /84  750                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

5245048      LAKE                                NaF                ADJ           /  72  7300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSrEM 7300 


iil.l 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


INDIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

NaF               ADJ          /80  2800                        1.0 

SYSITW 2800 

NaF               ADJ          /80  5547                        1.0 

SYSra«l 5547 

NaF               ADJ          /74  463                       4.5 

SYSTEM 463 

NaF               ADJ          /80  378                       1.0 

SYSTEM 378 

NaF               ADJ          /69  1007                       1.0 

SYSTEM 1007 

NaF               ADJ          /84  900                       1.0 

SYSTEM 900 

NaF               ADJ          /78  388                      4.5 

SYSTEM 388 

NATL  1000            2.0 

SYSTEM 1000 

NaF               ADJ          /83  450                       1.0 

SYSTEM 450 

NaF               ADJ          /80  4100                        1.0 

SYSTEM 4100 

NaF               ADJ          /51  3750                       1.0 

SYSn^M 3750 


WINAMAC 

TOTAL 
WINCHESTER-HOOSIER  WATER  (X) 

TOTAL 
WINFIELD  ElEM 


WINGATE 


WINSLDW 


woLcxnr 


WOO),  Xm  ELEM 


WDCXDBURN 


YANKEEIDWN 


\mKIOWN 


ZIOJSVILLE 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


5266005   PULASKI 
POPULATION  SERVED  BY  SOURCE  WATER 

5268003   RANDOLffl 
POPULATIOJ  SERVED  BY  SOURCE  WATER 

LAKE 
POPULATICW  SERVED  BY  SOURCE  WATER 

5254014   hCWrOGMERY 
POPULATION  SERVED  BY  SOURCE  WATER 

5263006   PIKE 
POPULATiai  SERVED  BY  SOURCE  WATER 

5291015   WHITE 
POPULATION  SERVED  BY  SOURCE  WATER 

LAKE 
POPULATIOJ  SERVED  BY  SOURCE  WATER 

5202024   ALLEN 
POPULAnCN  SERVED  BY  SOURCE  WATER 

5287008   WARRICK 
POPULATION  SERVED  BY  SOURCE  WA'IER 

5218014   DELAWARE 
POPULATIOJ  SERVED  BY  SOURCE  WATER 

5206007   BOONE 
POPULAnON  SERVED  BY  SOURCE  WATER 
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•VS 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


AOCLEY 


ADAIR 


ADEL 


AINSWOEOH 


ALBEST  ClTl 


ALQCNA 


ALLISON 


ALTON 


ALTOONA 


AMES 

ISU  CAMPUS  WAIER 


ANA^06A 


ANKEUY 


EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                     USED                             START 'SERVED  NAT        OPT 
NO DATE,' LEVEL     LEVEL 

4201001      HARDIN                                                 NATL  1900            0.7 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATE»  SYSTEM 1900 

0105002      GUimiE                                               NATL  883            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 883 

2503003      DALLAS                             Acid              ADJ       11/74  2846                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2846 

9203007      WASHINCTiaJ                                          NATL  547             1.1 

TOrmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 547 

1103009      BUEUA  VISTA                   Acid              ADJ      05/82  818                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ; 818 

5502015      KOSSITIH                           NaSiF6          ADJ      04/59  6289                        1.1 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6289 

1203026      BUTLER                            Acid              ADJ      08/68  1132                        1.1 

TOTAL  POPULAnOl  SERVED  BY  SOURCE  WATER  SYSTEM 1132 

8403029      SIOUX                              Acid              ADJ      07/82  986                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 986 

7707030      POLK                                                     NATL  5764            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5764 

8503039      STORY                               NaSiFb          ADJ      02/57  45775                        1.0 

8503528      STORY                                                   CONS  7890 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM ^-  53665 

5307048      JONES                                                   NATL         '^  4958            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4958 

7709053   POLK                    NATL  15429     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15429 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL     LEVEL 

AMIHCN 


APLINC7ia4 


ARCADIA 


ARGYLE  RWS 


ARLTNCTMJ 


ARMSTRCNG 


ASHiai 


ATLAWnC 


AUDUBON 


AVDGA 


BADGER 


BANCROFT 


9704060   WOODBURY 
TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER 

1207061   BUTLER 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

1403062   CARROLL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5603701   LEE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3307065   FAYETIE 
TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

3203066   E>MET 
TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

7209069   OSCEOLA 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

1509074   CASS 
TOOM.  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

0505077   AUDUBOJ 
TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

7803080   POTTAWATTAMrE 
TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER 

9405082   WEBSTER 
TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER 

5507085   roSSUIH 
TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATEK 


NATL  687     1.5 

SYSTEM 687 

Acid      ADJ   01/67  1027          1.1 

SYSTEM 1027 

NATL  454     1.8 

SYSIH-l 454 

NaSiF6    ADU   05/85  75          1.0 

SYST™ 75 

Acid      ADJ   09/84  498          1.1 

SYSTEM 498 

Acid      ADJ   09/68  1153          1.1 

SYSTEM 1153 

Acid      ADJ   12/84  441          1.1 

SYSTEM 441 

Acid      ADJ   11/68  7789          1.0 

SYSTEM 7789 

Acid     ADJ   05/63  2841         1.0 

SYSTEM 2841 

Acid     ADJ   08/64  1650         1.0 

SYSTEM 1650 

NATL  653     2.2 

SYSTEM 653 

Acid      ADJ   04/63  1082          1.1 

SYS-TEM 1082 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


BAXTtH 


BEAVEKDALE  HEIGHTS 


BEWORD 


SEEDS  LAKE  ST  PARK  N 


BELLE  PLAINE 


BELLEVUE 


BELHM) 


BQXICN  00  CARE 


BLAIRSBURG 


BLAIRSTCWN 


BLDOCIDN 


BLa>1FIELD 


^^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

5003091      JASPER                             Acid              ADJ      05/83  951                        1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTOI 951 

2985303      DES  MOINES                                          NATL  240            3.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 240 

8709096      TAYLOR                             Acid              ADJ      09/68  1692                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1692 

3500933      FRANKLIN                                              NATL  75            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

0610099      BENTON                             Acid              ADJ      09/82  2903                        1.0 

TOTEAL  POPULATK^I  SERVED  BY  SOURCE  WATER  SYSTOi 2903 

4910000      JACKSON                           Acid              ADJ      09/79  2450                        1.1 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSKM 2450 

9905003      WRIGKT                            Acid              ADJ       08/64  2505                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2505 

0600901      BENTON                                                 NATL  50            1.1 

TCTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 50 

4003012   HAMILTON                  NATL  288     1.0 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WAIER  SYS-TEM 288 

0607013      BENTCW                                                 NATL  695             1.7 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATE[{  SYS1H>1 695 

8714018      TAYLOR                                                 NATL  275            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 275 

2613019      DAVIS                               Acid              ADJ      04/69  2849                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2849 


■'l» 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


BCWDURAffl' 


bcxm: 


BQXHOLM 


BRANDCW 


BREm 


BREMEU  imUTIES 


BRITT 


BROOCLYN 


BURLINGIOJ 
DANVILLE 
IOWA  ARMY  AMD  PLANT 


BUSSEY 


CALLEUDER 


CARLISLE 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

7717032      POLK                                Acid              ADJ      09/82  1283                        1.0 

TCTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1283 

0819033      BOONE                              Acid              ADJ      09/61  12602                        1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 12602 

0825036      BOCNE                                                   NATL  267            2.6 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 267 

1011001      BUCHANAN                                             NATL  337            0.7 

TDGCAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 337 

1409041      CARROLL                          Acid              ADJ      06/82  502                        1.0 

TOTAL  P0PULATI(»4  SERVED  BY  SOURCE  WATER  SYSTEM 502 

0908000      BREMER                                                 NATL  30            2.0 

TOTAL  POPULAirai  SERVED  BY  SOURCE  WATER  SYSTEM 30 

4103045      HANCOCK                          Acid              ADJ      09/71  2185                        1.1 

TCJIAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTB»1 2185 

7909047      POWESHIEK                                            NATL  1509            1.3 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1509 

2909053      DES  MOINES                     NaSiF6          ADJ      04/63  29529                        1.0 

2915000      E*S  MOINES                                          OONS  994 

2900900      DES  MOINES                                          OONS  51 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30574 

6309061      MARION                                                 NATL  579            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 579 

9417063      WEBSTER                                               NATL  446            1.7 

TOTAL  POPULATKU  SERVED  BY  SOURCE  WAIER  SYSTEM 446 

9113071      WARREU                            Acid              ADJ       12/64  3073                        1.0 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 3073 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA       

WATER  SYSTEM  and  EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

CARROLL  1A15072   CARROLL  Acid      ADJ   01/72  9705  1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSTEM 9705 

CASCADE  3118080   DUBUQUE  Acid      ADJ   02/80  1912  1.1 

TUTAL  FOPULATICW  SEKVED  BY  SOURCE  WATER  SYSTEM 1912 

CASEY  3914081   Gl/IHRIE  Acid      ADJ   11/84    473  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIIE  SYSTEM 473 

CEDAR  FALLS  0709084   BLACK  HAWK         Acid      ADJ   09/58  36322  1.1 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 36322 

CEDAR  FALLS  MH  VILLAGE  0709600   BLACK  HAWK  NAIL         250     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WSm  SYSTH>1 250 

CEDAR  RAPIDS  5715093   LINN  NaSiF6    ADJ   05/52  110243  1.0 

TOLAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 110243 

CENTER  POINT  5718006   LINN  Acid      ADJ   03/66   1591  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1591 

CENTERVILLE  0407008   APPANOOSE         Acid      ADJ   06/62   6558  1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6558 

CENIRAL  CITY  5720010   LINN  Acid      ADJ   05/70   1067  1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1067 

CENIRAL  WJm  SYST™  3000099   DICKINSON         Acid      ADJ   09/68   1700  1.1 

ARNOLDS  PARK  3003067   DICKINSON  OONS        1051 

CKDBOJI  3060091   DICKINSON  OONS         559 

TOEAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 3310 

CENTRAL  WATER  WORKS               9400801   WEBSTER                   NATL  37     2.0 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 37 

CERRD  OORDO  00  CARE                1700901   CERRO  GORDO                NATL  72     1.3 

TOTAL  PCHJLATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 72 


;ii 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

5903011      UUCAS  Acid  ADd       10/58  4987  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH4 A987 

2417018      CRAWPORD  Acid  ADJ      03/85  615  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 615 

8609019      TAMA  Acid  ADJ      09/85  376  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEE  SYST^ 376 

1800900      CHEBDKEE  NATL  1230  1.2 

1833060      OffiRDKEE  OONS  169 

1849071      CHEBOKEE  OONS  233 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 1632 

4509024      HOWARD  NATL  175  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 175 

9420027      WEBSTH^  NATL  200  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3HI  SYSTEM 200 

1630028      CEDAR  Acid        -      ADJ      07/81  1001  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1001 

7329029      PAGE  Acid  ADJ      07/81  5458  1.0 

7383901       PAGE  OONS  2200 

7335054      PAGE  OONS  316 

8758061      TAYLOR  CONS  554 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIEM 8528 

9909031      WRIGKT  Acid  ADJ       10/72  3060  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3060 

1228038      BUTLER  Acid  ADJ      03/69  1424  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTSI 1424 


CHARITON 


CHARTER  OAK 


CHELSEA 


CHEROKEE  RWS  MILL 
LARRABEE 

MERirau 


CHESTER 


CLARE 


CLARENCE 


CLARINDA 

PAGE  I  RW  ASSN 
COIN 
NEW  MARKET 


CLARION 


CLARKSVILLE 


CREEK 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CLAY  00  RWD 
FX)STORIA 


CLEAR  LAKE 


CLBCHORN 


cumER 


OQATS  SUBD 


COLESBURG 


COLLINS 


COLD 


OOUWBUS  JUNCnCN 


OOLWELL 


CONRAD 


EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

2100701   CLAY  Acid      ADJ   03/85  2730  1.1 

2122067   CLAY  OCWS         261 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3011 

1716076   CERRD  OORDO        Acid      ADJ   04/63  7A58  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7458 

1817045   CHEROKEE                  NATL         275     1.4 
TOIAL  POFULATICiJ  SERVED  BY  SOURCE  WATER  SYSTEM 275 

8616052   TAMA                     NATL         275     0.7 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 275 

9433348   WEBSTHl                   NATL         159     2.2 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 159 

2809055   EELAWARE                  NATL         463     1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm>l 463 

8515060   STORY                     NATL         450     1.7 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'TEM 450 

8520061   STORY                     NATl.         810     1.4 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 810 

5815064   LOUISA  Acid      ADJ   04/81  1429  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIE1<  SYSIB^ 1429 

3409066   FLOYD                     mTL  91     1.7 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 91 

3809067   GRUNDY            Acid      ADJ   09/82   1133  1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1133 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                     USED                            START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

A308068      IOWA                                                     NATL  255  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSEEW 255 

1A27070      CARROLL                          Acid              ADJ      OA/68       1448  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 1448 

5208071      JOHNSOJ                                               NATL  7687  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7687 

0220075      ADAMS                              Acid              ADJ      07/58       1939  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTHd 1939 

9334078      WAYNE                              Acid              ADJ       11/68       1818  1.0 

TOTDVL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 1818 

3525079      FRANKLIN                                              NATL  264  1.4 

TDTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 264 

7820080      POnAWATIAMIE  NaSiF6  ADJ      08/62  56449  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 56449 

0700675      BLACX  HAWK                                          NATL  240  1.5 

IDEAL  POPULAnON  SERVED  BY  SOURCE  WAIHR  SYSTEM 240 

9214085      WASHINCTTON                                          NATL  290  1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 290 

7822086      POrrAWATEAMIE                                    NATL  547  2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 547 

4515087      HOWARD                            Acid              ADJ      06/60      3860  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3860 

8816089      UNION  Acid  ADJ      04/53      8429  1.0 


OONROY 


OOOJ  RAPIDS 


OORALVILLE 


CORNING 


OORYDON 


OOULTBR 


COUNCIL  BLUFFS 


COUNIRY  TERRACE  MHP 


CRAWPC»DSVILLE 


CRESCENT 


CRESOO 


(KESTON 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA ^^ 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                     ID                                                                     USED                             START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SO  IOWA  RWS-HICHLAND/TING  8080701       RINGGOLD  OONS  910 

ELLSTON  8020001      RINGGOLD  OONS  60 

TDEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 9399 

DALLAS  CEmm  2520098      DALLAS  Acid  ADJ       11/85  1360  1.0 

TDTEAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 1360 

DALLAS  00  CARE  2500900      DALLAS  NATL  100  5.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

DAVIS  CITY  2715009      DECARIR  NATL  327  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 327 

DAYTON  9425011      WEBSTER  NATL  941  2.4 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 941 

DE  WITT  2330036      CLItHDN  NATL  4512  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4512 

DEOORAH  %30012      WINNESHIEK  Acid  ADJ       12/63  7991  1.1 

TDTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7991 

DEMISCN  2424027      CEAWFXDRD  Acid  ADJ       11/64  6675  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6675 

DQWARK  5617029      LEE  NATL  300  2.9 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 300 

DOJVER  0915030      BREMEK  NAIL  1647  0.9 

TOflAL  POPULATI»l  SERVED  BY  SOURCE  WAIER  SYSTEM 1647 

DES  MOINES  Wm  WKS  7727031  POLK  Acid              ADJ  09/59  191003                        1.0 

BESWIOC  warn  ASSOC  7714707  POLK  OONS                    1218 

CLIVE  7720051  POLK  OONS                    6064 

CUM-tlNG  9123047  WARREN  OONS                      151 


287 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and  ~EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO    DATE LEVEL  LEVEL 

GREQJFIELD  PLAZA  7700801  POLK  GONS  2000 

JOHNSTON  7740011  POLK  OONS  2617 

LAKEWDOD  BENEFITIED  WTR  DIST  9100879  WARREN  COtiS  990 

NORWALK  9164078  WARREN  OONS  2676 

PLEASANT  HILL  7767092  POLK  OONS  3493 

SE  POLK  RW  ASSOC  7774701  POLK  OONS  2100 

URBANDALE  7780042  POLK  OONS  17869 

WINDSOR  HEIGHTS  7791027  POLK  OONS  5474 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 235655 

DESOTO                         2529035   DALLAS            Acid      ADJ   07/79  1035          1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM  1035 

DEXTER                         2533038   DALLAS            Acid      ADJ   11/77  678          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 678 

DIAGONAL                        8018040   RINGGOLD          Acid      ADJ   03/85  362          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBd 362 

DIAMOND  HEAD  LAKE                 3900300   GUIHRIE                   NATL  250     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 250 

DIETRICK  MHP                     3800600   GRUNDY                    NATL  182     1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 182 

DIKE                           3815042   (MJNDY                    NATL  987     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 987 

DONNELLSON                      5620046   LEE                      NAIL  972     3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 972   . 

DOUDS  UnUTTES                  8926048   VAN  BUREM                  NATL  275     2.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 275 

DCWS                           9921050   WRIGHT                    NATL  777     2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 777 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

3126052      DUBUQUE                           Acid              ADJ       10/51  62321                        1.1 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATEK  SYSTEM 62321 

12A0081      BUTLHl                                                 NATL  815            0.9 

TOTAL  PCffULAnCW  SERVED  BY  SOURCE  WATEH  SYSTOd 815 

9427082      WEBSTER                                               NATL  504            2.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 504 

0717084      BLAOC  HAWK                                          NATL  718            0.8 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 718 

1636090      CEDAR                             Acid             ADJ      09/81  1583                       1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTO«1 1583 

3130091      DELAWARE                         Acid              ADJ       10/71  3825                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3825 

8627095      TAMA                                                     NATL  1355            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1355 

9926096      WRIOrr                           Acid             ADJ      01/53  4324                       1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIBR  SYSIH^ 4324 

6115097      MADISCN                                                NATL  1140            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1140 

2825099      MLAWARE                         Acid              AIXJ       12/69  844                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSIH^l 844 

9049001      WAPELLO                           Acid              ADJ       06/82  1116                        1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1116 

2220002      CLAYIOJ                           Acid              ADJ      01/71  900                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 


DUBUQUE 


DUMDNP 


DUNCGMBE 


DUKERTON 


DURANT 


DYERSVILLE 


DYSART 


EAGLE  GRDVE 


EARLHAM 


EARLVILLE 


EDDYVILLE 


EDGEWOM) 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ELBEIOi 


ELDON 


ELDC»A 


ELDRIDGE 


ELK  HORN 


ELKADER 


ELLSWraiTH 


ELMA 


ELY 


EhMETSBURG 


ESTHERVILLE 


EVANSDALE 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

8631003   TAMA                     NATL         194     2.4 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAKH  SYSTEM 194 

9053004   WAPELLO  NML  1255     1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1255 

4236005   HARDIN  Acid      ADJ   10/65  3063  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3063 

8230008   SOGTT  Acid      ADJ   10/68  3279  1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WA3ER  SYSIHi 3279 

8325013   SHELBY            Acid      ADJ   06/65    746  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB4 746 

2223011   CLAYTON  Acid      ADJ   09/82  1688  1.1 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1688 

4009016   HAMILTON                  NATL         480     1.0 
TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTH4 480 

4525017   HOWARD           Acid      ADJ   09/82    714  1.1 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 714 

5728018   LINN             Acid      ADJ   06/82    425  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 425 

7428021   PALO  ALTO         Acid      ADJ   03/55  4621  1.1 

TOTAL  POPULATIOSI  SERVED  BY  SOURCE  WATER  SYSTEM 4621 

3218024   EhWET  Acid      ADJ   03/58  7518  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 7518 

0723027   BLACK  HAWK         Acid      ADJ   12/83  4798  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4798 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                             START   SERVED           NAT        OPT 
DATE LEVEL     LEVEL 

NATL  980            1.0 

SYSTEM 980 

Acid             ADJ      08/68  683                       1.0 

SYSra^ 683 

NaSiF6    ADJ   12/52  9428          1.0 

OONS  410 

OONS  154 

OONS  281 

OONS  271 

OONS  113 

SYSTEM 10657 

Acid      ADJ   07/68  1287          1.1 

SYSTEM 1287 

NAIL  461     2.2 

SYSTEM 461 

NATL  93     2.6 

SYSTEM 93 

Acid      ADJ   05/63  805         1.0 

SYSTEM 805 

Acid      ADJ   10/69  4270          1.1 

SYSTEM 4270 

NATL  300     1.8 

SYSTEM 300 

NATL  30000     0.7 

SYSTEM 30000 

Acid      ADJ   12/68  13520         1.0 

SYSTEM 13520 


FAIRBANK 


FAIRFAX 


FAIRFIELD 
BIRMINGHAM 
JEFFERSOJ  00  RW 
LIBEKIYVILLE 
LOCJRIDGE 
RCME 


FARLEY 


FARmAMVILLE 


FTBNALD 


PONIANEILE 


FOREST  CITY 


PORT  ATKINSON 


PORT  DCXX3E 


PORT  MADISCN 


1025031       BUCHANAN 
TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

5731032   LINN 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER 

5131033  JEFFERSCN 

8909011  VAN  BUREU 

5131705  JEFFERSON 

5148079  JEFFERSON 

5157091  JEFFERSON 

4475001  HENRY 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

3135018   DUBUQUE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1320039   CALHOUN 
TOfEAL  POPULATIOI  SERVED  BY  SOURCE  WATER 

8562345   STORY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0315046   ADAIR 
TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATHl 

9525047   WINNEBAGO 
TOTEAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

9641049   WINNESHIEK 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

9433050   WEBSTER 
TOTEAL  POPULATTOJ  SERVED  BY  SOURCE  WJm 

5625062   LEE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and EPA  COU^^TY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                                                 ^^^° DATE  LEVEL     LEVEL 

FXK  CREEK  ACHES                                              7700800      POLK                                                     NATL  204            3.8 

■rorAL  FOPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 204 

EREDERICKSBURG                                                1940068      CffiOCASAW                                            NATL  1075            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1075 

GALVA                                                              4715072      IDA                                Acid             ADJ      08/84  420                       1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM A20 

GARNAVILUO                                                       2234074      CLAYTON                           Acid              ATU      03/83  723                        1.1 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAHR  SYSTO^ 723 

GARNER                                                               4130075      HANOOOC                                               NATL  2908            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2908 

GARRISON                                                           0625078      BENTON                                                 NATL  411            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO>1 411 

GARWIN                                                               8637079      TAMA                                                     NATL  626            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 626 

GAUL'S  WAKR  0CM4ISSI0N                               2909357      DES  MDINES                                          NATL  30            3.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30 

GIBSON                                                               5425082      KEOKUK                                                 NATL  40            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO1 ^ 

GLADBROOK                                                         8640089      TAMA                                Acid              ADJ      08/68  970                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl^  SYST^ 970 

GLEN  MARK  SUBDIV  2ND  ADD                             2909308      DES  MDINES                                          NATL  85            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm>l 85 

GLEWWOOD                                                           6525090      MILLS                              Acid              AIXJ       10/59  5280                        1.0 

PACIFIC  JUNCTION                                        6562022      MILL5                                                   OGNS  511 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5791 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

GLIDDEli  1438091      CARROLL  Acid  ADJ       12/69  1076  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1076 

OOLDFIELD  9937092      WRIOfT  NaF  ADJ       10/80  789  1.1 

TOfmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 789 

OCWRIE  9436095      WEBSTER  NATL  1085  2.4 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIHl  SYSTH^ 1085 

GRAETITNGER  74450%      PALO  ALTO  Acid  ADJ      08/68  923  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 923 

GRAND  JIWCTICN  3730098      GREEWE  NATL  961  1.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %1 

CHANGER  2537001      DAUAS  Acid  ADJ      07/84  619  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 619 

GRANVILLE  8429002       SIOUX  NATL  320  0.9 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTH«1 320 

(»EEME  1253006      BUTLER  Acid  ADJ      03/81  1332  1.1 

TOTAL  PCMJLATION  SERVED  BY  SOURCE  WATER  SYSTH>1 1332 

QiEEJJFIELD  0140007      ADAIR  Acid  ADJ      08/62       2243  1.0 

90  IOWA  RW  ASSOC-CSAND  RIVER  0140701      ADAIR  OONS  375 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2618 

CREEMFIELD  MH  COURT  3400613      FliDYD  NATL  75  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

ailMES  7736011      POLK  NATL  1990  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1990 

BUNNELL  7930008      POWESHIEX  NATL  8864  1.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHiR  SYSl-EM 8864 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA  ^___ 

■ FpI rnilNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           ontM         o                               SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^° pATE      LEVEL    LEVEL 

GRISWOLD  1528010      CASS  Acid  AEU      03/82  1176  1.0 

TOTAL  FOPULAnON  SERVED  BY  SajRCE  WAIHl  SYST^ 1176 

GRUNDY  CENTER  3833013      GRUNDY  NATL  2880  1.5 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 2880 

GUIHRIE  CENTER  3937016      GUIHRIE  Acid  ADJ      02/59  1713  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3HI  SYSmi 1713 

GUTIENBERG  2242018      CLAYTON  Acid  ALU      05/81  2428  1.1 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 2428 

HAMILTON  6309001      MARION  NATL  163  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 163 

HAMILTON  00  CARE  4000901      HAMILTON  NATL  45  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIQi ^5 

HAMPTON  3544024      FRANKLIN  Acid  ADJ      08/76  4630  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSIEM A630 

HANSELL  3549026      FRANKLIN  NATL  138  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSllN 138 

HAROOURT  9442027      WEBSTHl  NATL  347  2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 347 

HARTEOID  9128035      WARREN  NATL  790  1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 790 

HARTIEY  7128036      O'BRIEN  Acid  AOJ      08/52       1700  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1700 

HEDRICK  5432042      KEOKUK  NATL  852  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 852 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

IOWA 

SlES?rsrs?EMS  SERVED  %'  ^^^'  CH|M         STATUS     FLUOR  JOP^    NATUF^L  SYST^^^ 

, '^O DATE LEVEL     LEVEL 

HIAWAfflA                                                           5735045      LINN                                Acid              ADJ       10/81  4825                        1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4825 

HICKDRY  HOL[£W                                                77093%      POLK                                                     NATL  63            6. A 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 63 

HILLTOP  VILLAGE  MHP                                       1800601      CHEROKEE                                              NATL  250            0.8 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 250 

HOLLAND                                                             3839052      GRUNDY                                                 NATL  278            1.1 

TOTCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO"! 278 

HOLSTEIN                                                           4721054      IDA                                                       NATL  1477             1.0 

•KXEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1477 

HOfKDWCN                                                         2835056      DELAWARE                                              NATL  774            1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 774 

HUBBARD                                                             4254061      HARDIN                                                 NATL  852             1.3 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 852 

HULL                                                                8444063      SIOUX                             Acid             ADJ      11/85  1714                       1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1714 

HIMBCHXT                                                           4641064      HIMBOLDT                         Acid              ADJ      03/64  4794                        1.1 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAFER  SYSTEM 4794 

HIMESTOJ                                                           9348065      WAYNE                              Acid              ADJ      03/83  671                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 671 

HUXLEY                                                               8538066      STORY                                                   NATL  1884            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1884 

IDA(»CVE                                                         4728067       IDA                                  Acid              ADJ       09/71  2285                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSTEM 2285 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA  — 

—Z. _ ^^T COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     OUUNIY                           o                                    ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^  DATE LEVEL    LEVEL 

INDEPENDENCE  1037070      BUCHANAN  Acid  AEU      04/63      6392  1.1 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WA3HI  SYSl-EM 6392 

INDiANOI^  9133075      WARREN  NATL  10843  2.3 

TOTAL  FOPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 10843 

IONIA  1946078      CHICKASAW  NATL  350  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 350 

IOWA  CITY  5225079      JOHNSON  NaSiF6  AOJ      08/53     51577  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 51577 

IOWA  CITY  REGENCY  MHP  5225386      JOHNSON  NATL  700  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

IOWA  00  CARE  ^"800901      ICWA  NATL  62  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 62 

IOWA  FALLS  4260097      HARDIN  Acid  AEU      07/68      6174  1.1 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6174 

IOWA  MEDICAL  PEN  5200938      JOHNSON  NATL  300  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

IOWA-AMERICAN  WC-GLTNION  2326048      CLINTON  Acid  AEU      09/65     32828  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 32828 

IOWA-AMERICAN  WIR  OO-DAVENPORT  8222001      SOOTI  Acid  ADJ      07/52  130638  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 130638 

IREION  8447098      SIOUX  Acid  AOJ      09/68        588  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 588 

jEFpEESON  3742004      GREENE  NaSiF6  ADJ      03/60      4854  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WSm  SYST^ ^54 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

CONSECU?ivl''sYS?EMS  SERVED  ^  ^^^^^^  ^^^  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

UUNbtUUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

— ^ DATE LEVEL     LEVEL 

JESUP  1044006      BUCHANAN  Acid  ADJ       10/68      2343  1.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAITH  SYSTEM 2343 

JHJELL                                                               4027010      HAMILTON                                             NATL  1145            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3HI  SYSTEM II45 

JOf^^                         1335001   CALHOUN                   NATL  91     l.i 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 9I 

•^^^                           9448099   WEBSItR                   NATL  32     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTH-l 32 

*^AIi»A                         9233012   WASHINCION         Acid      ADJ   11/68  1862          1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSmi 1862 

^^A^«AR                         4033013   HAMILTON                  NATL  225     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 225 

KANAWIA                        4150014   HANOOOC           Acid      ADJ   08/85  756          1.1 

TOrmL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 755 

KBOOK                         5640019   lEe             NaSiF6    ADJ   04/55  13536         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOI I3536 

*®^SAl)5UA                       8938026   VAN  BUREIJ                  NATI.  1003     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYSmi IOO3 

KE»rA                          5440028   KEOKUK                    NAQL  1100     1.0 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

KESSELER'S  HCMBCWNERS  ASSOC         5200802   JOHNSON                   NATL  40     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSItM 40 

KEYSTONE               ,         0640030   BEMDN                    NATL  618     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 618 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

VA,ATCD  cvQTFM  .nH " EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SlEgu?rsVstE^.S  SERVED  'g  START  SERVED       ^N.T^      O^PT^ 

KLEM^E                                                               4155035      HANCOCK                                               NATL  620            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 620 

KNQXVILLE                                                         6342036      MARION                                                 NATL  8200            1.5 

MARION  00  RWD                                              6342711      MARION                                                 OONS  2000 

LAOONA                                                       9138041      WARREN                                                 OONS  376 

TOTCAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH-l 10576 

LA  FORTE  CIT^                                                  0743057      BLACK  HAWK                                         NATL  2324            1.1 

TOTEAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2324 

LADORA                                                               4840042      IOWA                                                     NATL  289            0.7 

TOTAL  FOPULAnC»l  SERVED  BY  SOURCE  WAIffi  SYSTEM 289 

LAKE  CITY                                                          1345043      CALHOUN                           Acid              AIXI      05/65  2006                        1.0 

TOTAL  FOPULATICXJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2006 

LAKE  MILLS                                                       9545044      WINNEBAGO                       Acid              AIXJ      02/65  2281                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2281 

LAKE  PANARAMA  WATER  00                                 3900301      OJIHRIE                                               NATL  500            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

LAKE  PARK                                                         3045046      DICKINSON                       Acid              ADJ      06/85  1123                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1123 

LAKE  VIEW                                                         8127048      SAC                                  Acid              ADJ      06/60  1291                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1291 

LAKEWDOD  UnUTIES                                        9433324      WEBSTER                                               NATL  200            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

LAM3NI                                                               2740050      DECATUR                          Acid              AEU      07/63  2705                        1.0 

TOl^  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 2705 

LARCHWOOD                                                         6050059      LYON                                                     NATL  701            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYST^ 701 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

Acid  ADJ      08/68  1606  1.1 

SYSTEM 1606 

NATL  53A  0.7 

SYSTEM 53A 

Acid  ADJ      09/80  2899  1.0 

SYSm«l 2899 

NATL  921  0.8 

SYSTEM 921 

NATL  8045  1.0 

SYST™ 8045 

NATL  654  1.4 

SYSTEM 654 

NAIL  140  1.2 

SYSTEM 140 

1>1ATL  225  0.8 

SYSTH>1 225 

NATL  2104  3.4 

SYSTEM 2104 

Acid  ADJ       11/65  476  1.1 

SYSTEM 476 

NATL  202  2.1 

SYSTEM 202 

NATL  264  5.4 

SYSTEM 264 


LAURENS 


LAWLES 


IE  CLAIRE 


LE  (XAND 


LE  MARS 


LEHIGH 


LEIGmCN 


LEIWAR  SUBDIV 


LEDN 


LIME  SPRINGS 


LINOOLN 


LINDEM 


7614063   POCAHCMIAS 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH 

1957064   CHICKASAW 
TOTAL  POTULATION  SERVED  BY  SOURCE  WAMl 

8245066   SOOTT 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

6457070   MARSHALL 
TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

7540174   PLYMUm 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

9453071   WEBSTER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

6259072   MAHASKA 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

0717353   BLACK  HAWK 
TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

2742076   DECAIUR 
TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER 

4535081   HOWARD 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

8660002   TAMA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

2544083   DALLAS 
TOTAL  PCffULATIOJ  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LINN  GRCfVE 


LOGAN 


lcm:  tree 


U/THER 


LYNNVILLE 


LYTTCW 


MALVERN 


MANCHESIHI 


MANILLA 


MANLY 


MANNING 


MANS» 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1147085   BUEMA  VISTA  NATL  205     0.9 

TOTAL  POPULAirai  SERVED  BY  SOURCE  WAIER  SYSTD4 205 

4337092   HARRISOJ  Acid      ADJ   04/81  1540  1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 1540 

5240095   JOHNSON  Acid     ADJ   02/73  1014         1.0 

TOTTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSIB«1 1014 

0844005  WOtE                                                  NATL         155     4.5 
TOTAL  POPULAirai  SERVED  BY  SOURCE  WAIER  SYSTEM 155 

5047008   JASPER                    NATL         406     1.8 
TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM A06 

8133009   SAC                      NATL         377     1.9 
TOTML  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 377 

6545020   MILLS  Acid      ADJ   05/82  1244  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1244 

2839021   DELAWARE  Acid      ADJ   12/52  4942  1.1 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4942 

2436023   CRAWFORD  Acid      ADJ   12/69  1020  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1020 

9845024   WORIH  Acid      ADJ   02/81  14%  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1  --' 14% 

1457025   CARROLL  Acid      ADJ   09/79  1609  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1609 

1351027   CALHOUN  NATL  1924     4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 1924 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OWA 


VATER  SYSTEM  and 
:ONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ   07/79   6313  1.0 

SYSTEM 6313 

Acid      ADJ   11/69    A42  1.1 

SYSTEM A42 

NATL        1206     1.1 

SYSTEM 1206 

Acid      ADJ   11/63  19A74  1.0 

SYSTEM 19474 

Acid      ADJ   12/58  26938  1.0 

SYST^ 26938 

NATL         286     1.2 
SYSTEM 286 

NATL         561     0.7 
SYSIH4 561 

NATL         320     2.2 

SYSTEM 320 

Acid      ADJ   05/72    945  1.1 

SYSTEM 945 

Acid      ADJ   07/85   1166  1.0 

SYSmi 1166 

NAIL        1404     2,2 
SYSTEM 1404 

NATL         324     1.8 
SYSTD^ 324 


WCfJXEIA  4950029   JACKSON 

•KJIAL  POPULATICW  SERVED  BY  SOURCE  WAIER 
MARATHON  1150030   BUENA  VISTA 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WAIHl 
MARCUS  1838032   CHEROKEE 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
MARICN  5751035   LINN 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER 
MARSIALLTOWN  6469042   MARSHALL 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
MAURICE  8458057   SIOUX 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER 
MAYNAKD  3350059   FAYETTE 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WAIER 
MC  CAIiJSBURG  8552010   STMIY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
MOGRBOOR  2258012   CLAYTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
MBCHANICSVILLE  1667076   CEDAR 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER 
MELOffiR-DALLAS  WIR  SUPPLY  6300099   MARICN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
MESERVEY  1754073   CERRD  C»RDO 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH< 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

2952075   DES  MOINES  NAIL  A87     1.0 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTOd 487 

3050079   DICKINSON         Acid      ADJ   09/68  2076  1.1 

3090701   DICKINSaJ  OONS  A50 

3090081   DIOONSOJ  OOJS  435 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2%1 

9155083   WARRQJ  NAIL  778     2.6 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 778 

8954084   VAN  BUREN  NATL  567     1.5 

TOTEAL  POPULAnC»l  SERVED  BY  SOURCE  WATER  SYSIH^ 567 

7849086   POTEAWATEAMIE      Acid      ADJ   12/84  419  1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 419 

4344088   HARRISCN  Acid      ADU   04/82  3107  1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3107 

7751092   POLK  NaF      ADJ   05/77  1530  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSHM 1530 

4347093   HARRISON  Acid     ADJ   01/84  373         1.0 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTEM 373 

2264095   CLAYICN  Acid      ADJ   01/70  1530  1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1530 

7950097   POWESHIEK         Acid      ADJ   12/80  1485  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 1485 

5343098   J(MS  Acid      ADJ   12/63  3641  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3641 

9461007   WEBSTER  NATL  257     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 257 


MIECLEHOWN 


MILFXM) 

OSCEDLA  00  RW^C  OKBJI 
WEST  OWDBOJI 


MILD 


MILTCN 


MINE04 


MISSOURI  VALLEY 


MITCHELLVILLE 


hCOALE 


MDNCNA 


MCNIEZUMA 


MCWTICELLD 


MOORLAND 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and                      EPA        COUNTY 
CONSECUTIVE  SYSTEMS  SERVED              ID 

NO 

MDRNDC  SUN 

5857011   LOUISA 

"iUlAL  POPULAnON  SERVED  BY  SOURCE  WATEK 

MDUMT  PLEASANT 

AA53016   HEMRY 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAKK 

MDIKT  VESNON 

5758021   LINN 

TOrmL  POPULATION  SERVED  BY  SOURCE  WAltK 

m  AUBURN 

0650001   BENTON 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WAIHI 

m  AYR 

8055014   RINOOOLD 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

MJRRAY 

2032023   CLARKE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAllR 

MUSCATINE 

7048001   MUSCATINE 

lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

NEDLA 

7853043   POrrAWAIAMIE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

IE^A[A 

8562044   b"lURY 

lUIAL  POPULATION  SERVED  BY  SOURCE  WATER 

NEW  HARl'WJRD 

1271058   BUTLER 

TOTAL  PCMJLATICW  SERVED  BY  SOURCE  WAllR 

NEW  LONTION 

4458060   HEURY 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

NEW  PRCVIDEMCE 

4271062   HARDIN 

'lUm.  POPULATION  SERVED  BY  SOURCE  WATER 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED     NAT   OPT 
DATE LEVEL  LEVEL 

NATL  950     1.2 

SYSnM 950 

NATL  7322     1.5 

SYSTEM 7322 

Acid      ADJ   12/70  3325          1.0 

SYSTEM 3325 

Acid      ADJ   03/83  188         1.0 

SYSTEM 188 

Acid      ADJ   10/82  1938          1.0 

SYSnM 1938 

NATL  703     3.1 

SYSTEM 703 

Acid      ADJ   05/66  23467         1.0 

SYSra^l 23467 

Acid      ADJ   07/85  839         1.0 

SYSTEM 839 

NATL  5912     1.8 

SYSTEM 5912 

NATL  764     0.8 

SYSTEM 764 

NATL  2043     1.6 

SYSTEM 2043 

NATL  249     2.1 

SYSTO^ 249 


1!' 

"3' 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

NEW  SHAROJ  6264063      MAHASKA  Acid  ADJ       10/70  1225  1.0 

TUEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1225 

NEW  VIRGINIA  9159067      WARREW  Acid  ADJ      06/83        512  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 512 

NEWHALL  0653050      BENTON  NATL  899  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 899 

NEWTON  5059064  JASPER  Acid              ADJ  10/59     15520                        1.0 

CENIRAL  IOWA  RWA  (NE^m»l)  5059704  JASPER  OMJS                    3800 

LAUREL  6452062  MARSHALL  OCWS                     278 

MELBOURNE  6471063  MARSHALL  OONS                     732 

MINGO  5052087  JASPES  OONS                     303 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20633 

NORA  SPRINGS  3423069      FLOYD  NATL  1572  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1572 

NORTH  EHILISH  4858070      IOWA  NATL  990  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 990 

NORTH  LIBERTif  5252072      JOHNSON  Acid  ADJ       11/59  2046  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2046 

NORTHWOOD  9855077      WDRm  Acid  ADJ      06/66  2193  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 2193 

NORWAY  0656081       BENTON  NAIL  633  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 633 

OAK  LAKE  5500838      KDSSLTIH  NATL  63  0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 63 

OAK  MANOR  MH  COURT  9000637      WAPELLO  NATL  80  3.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 80 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


OAK  PARK  MH  OOURT 


OAKLAND 


QAKWDOD  PARK  WIR  SUPPLY 


ODESOLT 


OEIWEIN 


OLDS 


CMAHA,  NE 
CARTHl  LAKE 


OJAWA 


ORANGE  CITY 


CROIARD 


ORIENT 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
N0_ DATE LEVEL     LEVEL 

9A33600      WEBSTER                                                NAIL  225            2.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 225 

7856084      POTTAWATTAMIE                                    NATL  1552            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1552 

7709398      POLK                                                   NATL  35            7.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35 

8144087      SAC                                                       NATL  1316            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1316 

3353088      FAYETTE                                               NATL  7564            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 7564 

4465093      HEMY                                                   NATL  225            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 225 

3105507      DOUGLAS                           Acid              ADJ       11/69  0                        1.0 

7812079      POTTAWATTAMIE                                    CONS  3438 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3438 

6739095      MDNOKA                            Acid              ADJ      05/82  3283                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3283 

8474097      SIOUX                              NaF               ADJ       12/73  4588                        1,0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYS-IHH 4588 

6668001      MITCHELL                                              NAIL  93            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYSTEM 93 

0160099      ADAIR                              Acid              ADJ       11/84  416                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSITM 416 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OSAGE  6663001   MITCHELL  Acid      ADJ   02/69   3718  1.1 

"lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3718 

OSCEOLA  2038038   CLARKE  Acid      ADJ   05/71   3750  1.0 

CLARKE  RW  DISTRICT  #1  2000702   CLARKE  OONS         200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  3950 

OSKALDOSA  6273005   MAHASKA  Acid      ADJ   02/65  11634  1.0 

BEACON  6203093   MAHASKA  0»JS         530 

TOTAL  POPULATI»I  SERVED  BY  SOURCE  WATER  SYSIB^ 12164 

OraO                           946A008   WEBSTER                   NAIL  672     2.2 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 672 

OnOSEN                        4652011   HIMBOLDT                  NATL  93     1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSIH^ 93 

OmMJA  9083012   WAPELLO  NaSiF6    ADJ   01/58  27381  1.0 

WAPELLO  RW  ASSOC  9000742   WAPELLO  OONS        3600 

AGEMCY  9003006   WAPELLO  OONS         657 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 31638 

PARKERSBURG  1281028  EUTim  mTL  1968     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1968 

PAULLINA  7139032   O'BRIEN  Acid      ADJ   11/69  1224  1.1 

TOTAL  POPUIATIfflJ  SERVED  BY  SOURCE  WAIER  SYSITM 1224 

PELLA  6368033   MARION  Acid      ADJ   11/59   8349  1.0 

CENIRAL  ICWA  WIR  ASSN  (PELLA)       5059706   MARION  CONS        1200 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9549 

PEKRY  2561036   DALL^  Acid      ADJ   06/53   7053  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7053 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and ^^  CoUTJtT  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D     ^^ED DATE  LEVEL  LEVEL 

PEESHDG  UnLTITIES  6300800   MARION  NATL  700     1.6 

TOTEAL  EOPULAHON  SERVED  BY  SOURCE  WSm  SYSTQi 700 

PLANnON  VILLAGE  2900600   DES  hODES  NATL         150     3.2 

TOTAL  FORJLATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

PLEASANTVILLE  6377046   MARION  NATL  1531     1.6 

TOflAL  POPULAnOJ  SERVED  BY  SOURCE  WAKR  SYSTEM 1531 

PLYMDITIH  17590^   CERBO  OORDO       Acid     ADJ   07/84   A63         1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 463 

FOCAHONTAS  7633049   POCAHONTAS         Acid      ADJ   02/81  2352  1.1 

TOTAL  PCMJLATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 2352 

FOX  QTY  7770050   POLK  Acid      ADJ   04/83  1658  1.0 

TOTAL  POPULATim  SERVED  BY  SOURCE  WATER  SYSTEM 1658 

FOSTVILLE  0375053   ALLAMAKEE         Acid      ADJ   11/65  1475  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIQI 1475 

POWESHIEX  Wm  ASSOC  8670701   POWESHIEK         NaF      ADJ   12/85  2596  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^l 2596 

PRAIRIE  ClTi  5064055   JASPER  Acid      ADJ   08/79  1278  1.0 

TOTAL  POPULAnOl  SERVED  BY  SOURCE  WAIER  SYSTEM 1278 

PRAIRIE  RIDGE  HCMBOWNERS  8503301   STORY  NATL  72     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 72 

PRESGOTT  0270056   ADAMS  Acid      ADJ   03/84    349  1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 349 

PRESTON  4%5057   JACKSON  Acid      ADJ   02/82   1120  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1120 


ii' 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

[QWA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

QUIMBY                                                               1855066      CHEHKEE                         Acid              ADJ      05/72  424                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 424 

RANDALL                                                             4039071      HAMILTMJ                                             NATL  171            2.2 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 171 

RAIHBUN  RWA                                                     0400900      APPANOOSE                       Acid              ADJ      05/79  24500                        1.0 

BLAKESBURG                                                    9027014      WAPELLO                                               OONS  404 

CANIRIL                                                         8920001      VAN  BUREN                                            GOiS  299 

CINCINAITI                                                    0410026      APPANOOSE                                            OONS  598 

DERBY                                                             5909028      APPANOOSE                                            OONS  151 

DRAKESVILLE                                                  2618051      DAVIS                                                   OONS  212 

GARDEN  GRC^/E                                                2725073      DEDmJR                                               OONS  297 

LINEVILLE                                                     9352084      WAYNE                                                   OONS  319 

ALLERTON                                                    9303024      WAYNE                                                   OONS  670 

LOVILLA                                                         6858000      MONROE                                                 OONS  637 

LUCAS                                                             5915004      LUCAS                                                   OONS  292 

MERCER  00  roSDl-EAST,  M)                         2024383      MERCER                                                 OONS  0 

M3RAVIA                                                         0467008      APPANOOSE                                            OONS  706 

M3ULTON                                                         0472012      APPANOOSE                                            OONS  762 

MYSTIC                                                           0477040      APPANOOSE                                            OONS  665 

PULASKI                                                          2662064      DAVIS                                                   OONS  267 

SEYMXJR                                                         9368035      WAYNE                                                   OONS  1036 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WA3HI  SYSTEM 31815 

READLYN                                                             0%5073      BREMER                                                 NATL  858            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 858 

RED  OAK                                                             6950075      MCNTOOMERY                     Acid              ADJ      03/62  6810                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIB^ 6810 

REINBECK                                                           3870073      GRUNDY                                                 NATL  1808            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1808 

REMSEN                                                               7568079      PLYMOIHH                                             NATL  1592            0.7 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 1592 

RICEVILLE                                                         4558001      HOWARD                                                 NATL  919            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSItM 919 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and   ^^  COU^;^^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              ID  USED date  LEVEL  lIvEL 

RICHLAND                        5A70083   KEOKUK                    NATL  600     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTDi 600 

RIDGEWAY                        9680085   WINNESHIEK                 NATL  308     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 308 

RINARD                         137A086   CALHOUN                   NATL  97     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 97 

RINCSTED                        3275087   E>WE:r            Acid      ADJ   10/82  557          1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 557 

RIVERSIDE                       9260090   WASHINCTTOJ         Acid      ADJ   01/75  826          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 826 

ROCK  RAPIDS                     6065092   LYON             NaF      ADJ   02/80  2693          1.1 

LYCN-SIOUX  RW-RDCK  RAPIDS          6000800   LYCN                     OONS  942 

TOTAL  POPULATION  SERVED  BY  SOJRCE  WATER  SYSTEM ^ 3635 

RDQCPORD                        3A30091   EIDYD            Acid      ADJ   12/85  1012          1.1 

TOTAL  P0PULATia4  SERVED  BY  SOURCE  WATER  SYSIEM 1012 

tCCKWELL                        1773097   CERRD  OORDO                NATL  1039     2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1039 

OXXWELL  CIT^                    1376098   CALHOUN                   NATL  2276     l.A 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO^ 2276 

RDCMAN                         7428022   PALO  ALTO                  NATL  86     0.8 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 86 

ROLAND                         8570001   STORY                     NATL  1005     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO"! 1005 

RDLLIN  km:  OOLNIRY  MANOR           0600600   BENTON                    NATL  200     0.7 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


RUNNELLS 


RUSSELL 


RUIHVEN 


RYAN 


SAC  ClVi 


SALfM 
HILLSBORD 


SANBORN 


SCHALLER 


SEKGEANT  BLUFF 


SHEFFIELD 


SHELBY  (DUNTY  RW 
PERSIA 
PORTSMDUTH 
TENNANT 
WESTHJALIA 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

7774008   POLK                     NATL  377     1.6 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 377 

5939009   LUCAS                    NATL  593     3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 593 

7465010   PALO  ALTO         Acid      ADJ   01/68  769          1.1 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIH(  SYSTEM 769 

2864013   DELAWARE          Acid      ADJ   08/84  390          1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAUR  SYSIH^ 390 

8150015   SAC              Acid      ADJ   03/79  3000          1.0 

TOfEAL  POPULATIC»J  SERVED  BY  SOURCE  WAIHl  SYSTEM 3000 

4478023   HEMRY                    NATL  463     2.0 

4425032   HENRY                    COtiS  208 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 671 

7165025   O'BRIEM           Acid      ADJ   09/68  1398          1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1398 

8156028   SAC             Acid      ADJ   09/82  832         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 832 

9774033   WOODBURY                  NATL  2416     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2416 

3570037   FRANKLIN                  NAIL  1224     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1224 

8300184   SHELBY            Acid      ADJ   08/85  870          1.0 

4360038   HARRISOJ                  OMJS  355 

8365052   SHELBY                    OC»iS  240 

1479015   SHELBY                    OONS  77 

8380011   SHELBY                    OOJS  169 

TOTAL  POPULATK^l  SERVED  BY  SOURCE  WAIER  SYSIB^ 1711 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SHELDCN 


SHELLSBURG 


SHEIJANDQAH 


SIBLEY 


SIOOURNEY 


SIOUX  CEHJm 


SIOUX  CITY 


SLATER 


SOMERS 


SOinH  QAIS  ESTAIES 


SOUfflDALE  HCME  OWNERS 


SPENCER 


EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

7170040   O'BRIEM  Acid      ADJ   09/73  5003  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5003 

0670043   BE2W0N  NATL         771     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 771 

7383045   PAGE  Acid     ADJ   08/62  6274         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6274 

7245047   OSCEDLA  NaF      ADJ   02/81   3051  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3051 

5475050   KEOKUK  Acid      ADJ   04/80   2330  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^M 2330 

8486053   SIOUX  Acid      ADJ   10/61   4588         1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4588 

9778054   WOODBURY  Acid      ADJ   05/73  82003  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 82003 

8580057   STORY  Acid      ADJ   12/80   1312  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1312 

1381073   CALHOUN  NATL         220     1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 220 

5500602   KOSSUIH  NATL         151     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 151 

5500822   WDSSUra  NATL         70     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 70 

2171071   CLAY  Acid      ADJ   08/64  11726  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 11726 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and                      EPA 
CONSECUTIVE  SYSTEMS  SERVED              ID 

NO 

SPIRIT  LAKE 

3070078 

TOTAL  POPULATION  SERVED 

SPRING  GROVE  MHP 

2900677 

lUlAL  POPULATION  SERVED 

SPRINGBRDOK 

A984086 

TOTAL  POPULATION  SERVED 

SQUAW  VATTKY  HCMEUWNERS 

8500301 

TOTAL  POPULATION  SERVED 

SQUAW  vat.tj=:y  so  SUBDIV 

8503305 

TOTAL  POPULATION  SERVED 

ST  ANSGAR 

6673016 

TUIAL  POPULATION  SERVED 

ST  AMIMONY 

6A82017 

■lUJAL  POPULATION  SERVED 

ST  PAUL 

5675022 

TOTAL  POPULATION  SERVED 

STACWIT.TJ^ 

6677089 

•KflAL  POPULATION  SERVED 

STANHOPE 

4045090 

TUm.  POPULATION  SERVED 

STANiUN 

6965091 

lUllAL  POPULATION  SERVED 

STANWDOD 

1681092 

TUilAL  POPULATION  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

DICKINSON         Acid      ADJ   08/68  4522          1.1 

BY  SOURCE  WATER  SYSTEM 4522 

DES  M3INES                  NATL  25     3.2 

BY  SOURCE  WATER  SYSTEM 25 

JACKSON                   NATL  209     0.7 

BY  SOURCE  WATER  SYSTO^ 209 

STORY                    NATL  114     0.8 

BY  SOURCE  WATER  SYSIH*! 114 

STORY                    NATL  60     1.6 

BY  SOURCE  WATER  SYSTEM 60 

MITCHELL          Acid      ADJ   10/57  1100          1.1 

BY  SOURCE  WATER  SYSTEM 1100 

MARSHALL                   NATL  140     2.3 

BY  SOURCE  WATER  SYSTEM 140 

LEE                      NATL  210     2.6 

BY  SOURCE  WAIER  SYSTEM 210 

MITCHELL          Acid      ADJ   08/75  538          1.1 

BY  SOURCE  WATER  SYSTEM 538 

HAMILTON                  NATL  492     2.3 

BY  SOURCE  WATER  SYSIH"! 492 

MDNKXWERY         Acid      ADJ   08/73  747          1.0 

BY  SOURCE  WAIER  SYSTEM 747 

CEDAR            Acid      ADJ   10/68  705          1.0 

BY  SOURCE  WATER  SYSTEM 705 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


STAIE  cEmm 


STOCKPORT 


STORM  LAKE 
LAKESIDE 


STORY  CLTi 


STOATFX3RD 


SULLY 


SIMIER 


SllRISE  TAILER  PARK 


SirrHESLAND 


SWAIilVVLE 


SWEA  cin 


TESRILL 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

6A84093      MARSHALL                                             NATL  130A            1.5 

TOTEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYST^ 1304 

8973095      VAN  BUREM                                            NATL  272            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIQ4 272 

1178097      BUENA  VISTA                   Acid              ADJ      01/67  881A                        1.1 

11450A7      BUENA  VISTA                                        OONS  589 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9403 

8584000      STORY                                                   NATL  2763            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2763 

4051002      WEBSTER                                               NATL  806            2.4 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 806 

5076005      JASPER                                                 NATL  823            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 823 

0970006      BREMER                                                 NATL  2335            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2335 

5700665      UNN                                                   NATL  90           0.8 

TOTAL  PCHJLATICN  SERVED  BY  SOURCE  WATER  SYSTEM 90 

7177007      O'BRIEN                           Acid              ADJ      08/83  897                        1.1 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 897 

1778008      CERRO  OORDO                                        NATL  186            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI"EM 186 

5584009      KDSSUIH                           Acid              ADJ      06/85  813                        1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 813 

3080016      DIOaNSOJ                       Acid              ADJ      07/84  420                        1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI-ER  SYS'ID^ 420 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


■mCHPSCIN 


IHORWDDN 


TIFFIN 


TIMBEKLINE  ASSOC 


TIPTCN 


TITCNKA 


TDLEEO 


TRAER 


TREYNDR 


TRIPOLI 


UNIVEKSITY  WS 


URBANA 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

9585017   WINNEBAGO         Acid      ADJ   02/83  668          1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 668 

1781019   CEKRO  GCmX)                NATL  442     2.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTHd 442 

5288021   JOHNSON           Acid      ADJ   05/79  413          1.0 

TOTAL  POPULATION  SERVED  BY  SOJRCE  WATER  SYSTEM 413 

2900626   DES  KOINES                 NATL  700     3.1 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

1689022   CEDAR            Acid      ADJ   07/62  3055          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSIHd 3055 

5588026   WDSSUIH                   NATL  607     1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 607 

8676027   TAMA                     NATL  2442     1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2442 

8681030   TAMA                     NATL  1703     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1703 

7866031   POTIAWArCAMIE      Acid      ADJ   11/85  981          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSnm 981 

0975032   BREMER           Acid      ADJ   11/80  1280          1.1 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1280 

5225101   JOHNSON           Acid      ADJ   07/67  8560          1.0 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8560 

0680041   BEMON                    NATL  574     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 574 


314 


c^>.^- 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IOWA 

WATER  SYSTEM  and EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cSnSECU?iVE  SYSTEMS  SERVED  ID USED START   SERVED        ^NAT^     ^OPT^ 

VAN  BIBEU  00  CARE  8900901      VAN  BUREN  NAIL  50  2.4 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAHE  SYSTEM 50 

VAN  HORNE  0685045      BENTON  NATL  682  1.4 

TXim.  POPULATICN  SERVED  BY  SOURCE  WAItR  SYSTH^ 682 

VANMEnffi  2570046      mUS  Acid  AHJ      09/82  747  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 747 

VARINA  7642047      POCAHONTAS  Acid  ADJ      01/85  122  1.1 

TOTAL  POPUL/mON  SERVED  BY  SOURCE  WATER  SYSTEM 122 

VICTOR  ^75050      IOWA  Acid  AIXJ      09/68  1046  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1046 

VILLISCA  6985051      MONTGOMERY  Acid  ADJ       11/63  1434  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1A34 

VDJCENT  9486052      WEBSTER  NATL  198  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 198 

VINTON  0688053      BENTON  Acid  ADJ      06/74  5040  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5040 

VOLGA  CITY  2285055      CLAYTON  NATL  310  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 310 

WALL  LAKE  8166061       SAC  Acid  AXU      06/78        892  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 892 

WALNUr  7872062      POTTAWATrAMIE  NATL  897  2.9 

TOTDVL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 897 

WASHINCTON  9271068      WASHINGTON  NATL  6800  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WASHTA 


WATERDDO 
HUDSON 


WAUOCMA 


WAIJKEE 


WALMXJ 


WAVEELY 


WAYLAND 


WEBB 


WEBSTER  CITY 


WELLMAN 


WELLSBURG 


wesle:y 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1880073   CHERDKEE                  NATL  320     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 320 

0790074   BLACK  HAWK         Acid      ADJ   12/66  75985          1.1 

0737062   BLACK  HAWK                 OOJS  2267 

TOEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTD4 78252 

3375001   FAYETIE                   NATL  308     2.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 308 

2573080   DALLAS                    NATL  2227     2.9 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTO^ 2227 

0398082   ALLAMAKEE         Acid      ADJ   10/51  3983          1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3983 

0990085   BREMER                    NATL  8W>     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 844A 

4490091   HEWRY                    NATL  720     1.4 

TOTAL  POPULATIOg  SERVED  BY  SOURCE  WATER  SYSTEM 720 

2178092   CLAY                     NATL  222     0.7 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WATER  SYSTH»1 222 

4063094   HAMILTON                  NATL  8572     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'IW 8572 

92760%   WASHINGIOJ                 NATL  1125     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1125 

3890097   GRUNDY                    NATL  761     2.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 761 

5592098   KOSSUIU                   NATL  598     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT1ER  SYSTEM 598 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WEST  BEND 


WEST  BRANCH 


WEST  BUUJIODN 


WEST  CENTRAL  RW  BOYER 


WEST  CENmAL  RW  NISH 
ASPDWALL 
(»AY 
■UMPLETCN 


WEST  DES  MDINES 


WEST  UBEEOY 


WEST  POINT 


WESTOOOD 


WESTOOC»  HILLS  ASSOC 


V«AT  CHEER 


i^T  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

7470099      KDSSUIH  NATL  941  1.1 

TCJIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQ^ 941 

1694000      CEDAR  Acid  ADJ      01/70  1867  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WSm  SYSTEM 1867 

2985002      DES  MOINES  NATL  3371  3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTQi 3371 

1400903      SAC  Acid  ADJ      08/83  2087  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 2087 

1400902  CARROLL  Acid              ADJ  08/83      23%                        1.0 

2406070  ORAWFTORD  OCWS                        65 

0528004  AUDUBOJ  OONS                     108 

1479015  CARROLL  OONS                      319 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2888 

7785007      POLK                                                     NATL  23000            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23000 

7073010      MUSCATINE                                            NATL  2723            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 2723 

5691012      LEE                                                       NATL  1133            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1133 

4453318      HENRY                                                   NATL  110            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ HO 

2985003      DES  MOINES                                          NATL  106            3.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 106 

5493016      KEDKUK                                                 NATL  803            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 803 


I 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WHEATLAND 


WHirnMHE 


WILLIAMS 


WILLIAMSBURG 


WILTON 


WINFIELD 


WINIER  MHP 


WIMHtSEn' 


WINIHBDP 


WOCOBINE 


WDCXWARD 


woccwARD  as 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

2394017   CLXNION                   NATL  840     0.9 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSIHd 840 

5595020   KOSSUrm           Acid      ADJ   05/70  647          1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 647 

4070022   HAMILTON                  NATL  410     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTO^ 410 

4884023   IOWA                     NATL  2033     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2033 

7078026   MUSCATINE         Acid      ADJ   01/71  2502          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2502 

4493028   HEMRY                    NATL  1042     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH4 1042 

1900601   CHICKASAW                 NATL  45     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSIB^ 45 

6171029   MADISON           Acid      ADJ   01/64  4021          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 4021 

1093031   BUCHANAN          Acid      ADJ   07/68  767          1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 767 

4388034   HARRISON          Acid      ADJ   07/82  1463          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1463 

2576036   DALLAS            Acid      ADJ   07/70  1212          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1212 

0800923   DALLAS            Acid      ADJ   09/67  600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 600 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


IOWA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM 
USED 


STATUS     FLUOR       POP       NATURAL  SYSTEMS 
START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


WDKIHINGTON 


XEUIA  RWS 
MTNBURN 


3189001      DUBUQUE 

TUEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 

2576705      CkVLLAS 
25A7085      DALLAS 


NATL 


A32 


432 


1.9 


NaF      ADJ   02/83   1902 
CONS         390 


1.0 


TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 


2292 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ARCADIA                                                                                   CRAWFORD                                                NATL  332             0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 332 

ARKANSAS  QTY                                                                    OOWLEY                            NaSiF6          ADJ      04/53  14155                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14155 

ARMA                                                                                     CRAWFX»D                                             NATL  1395            0.0 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1395 

ASHLAND                                                                                CLARK                              Acid              ADJ      09/65  1100                        1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1100 

ATCHISON                                                                              ATCHISON                         Acid              ADJ      07/69  14335                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIHl  SYSTEM 14335 

AIVDX)                                                                                  RAWLINS                                               NATL  1788            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1788 

BIRD  CITY                                                                            CHEYEMNE                                             NATL  659            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 659 

BONNER  SPRINGS                                                                  WYANDOTTE                       Acid              ADJ       12/59  8446                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 8446 

BREWSTER                                                                                  IHOMAS                                                    NATL  169             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 169 

BURLCrr                                                                                PAWNEE                                                 NATL  275            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 275 

BURLINCICW                                                                          OCFFEY                            NaSiF6          ADJ      06/59  4628                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 4628 

BURNS                                                                                   MARICW                                                 NATL  278            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 278 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and  ~EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

CAPALDO                                                                                                                                                   NATL  0             0.0 

WIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 0 

CHANUre                                                                                NEOSHO                            NaSiF6          ADJ      09/56  11386                        1.0 

TOTAL  POPULATK^i  SEKVED  BY  SOURCE  VlKim  SYSTEM 11386 

CHEEOKEE                                                                              CRAWFORD                                              NATL  791            0.0 

TUIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 791 

CHESOKEE  00  RM)  1                                                             OlEKOKEE                                              NATL  0            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH^l 0 

QRCLEVILLE                                                                        JACKSOJ                                                NATL  162            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 162 

O0FFEYVILl£                                                                        MMtXMEKY                     NaSiF6          ADJ  17988                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 17988 

OOLBY                                                                                        raCMAS                                                    NATL  5014             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  501A 

GOUWBUS                                                                                  CHEROKEE                                                NATL  3212             0.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 3212 

OOCMJDGE                                                                              HAMILTON                                              NATL  90            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 90 

COUNCIL  ODVE                                                                    MORRIS                             NaSiF6          ADJ       07/58  2381                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2381 

CRAWFXDRD  00  RWD  2                                                                CRAWFORD                                                NATL  0             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO<1 0 

CRAWFORD  00  RWD  3                                                                CRAWFORD                                                NATL  0             0.0 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATEI^  SYSTEM 0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

CRAWFXM)  00  RWD  4                                                                CRAWPORD                                               NATL  0             0.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 0 

I^'^MAR                                                                                    ROOKS                                                   NATL  258            0.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTS^ 258 

DEEKFIELD                                                                            KEARNY                                                 NATL  511            0.0 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WATER  SYSTO^ 511 

DQIBY                                                                                    SEDOJICK                                             NATL  8269            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 8269 

DIGHICW                                                                                LANE                                                     NATL  1538            0.0 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATER  SYSTEM 1538 

DODGE  CITY                                                                          PORD                                                     NATL  15292            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO-l 15292 

EL  DORADO                                                                            BUTLER                            NaSiF6          ADJ  17795                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17795 

ELLINWOOD                                                                            BARTON                                                 NAIL  2448            0.0 

TOTAL  POPULATK*!  SERVED  BY  SOURCE  WAKR  SYSTEM 2448 

ELLSWORTH                                                                            ELLSWORTH                       NaSiF6          ADJ      02/66  2465                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 2465 

fJ'^PORIA                                                                                LYON                                NaSiF6          ADJ  27885                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27885 

EUREKA                                                                                 GREEtWDOD                       NaSiF6          ADJ      05/58  5304                        1.0 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 5304 

PCWLER                                                                                 MEADE                                                   NATL  600            0.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS        

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

fsjO  DATE LEVEL     LEVEL 

FUEDCNIA                                                                              WILSON                             NaSiPb          ADJ      06/54  4922                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATEK  SYSTEM 4922 

FT  LEAVEUWOfOH                                                                   LEAVENWDR-ffl                                        ADJ  9700                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 9700 

FT  RILEY                                                                              RILEY                               Acid              ADJ      08/64  25000                        1.0 

TOflAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25000 

FT  SOOm                                                                              BOURBON                           Acid              ADJ  12870                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12870 

FT  SOOTT  2001104      BOURBON  Acid  ADJ      06/52     12870  1.0 

VERNON  CO  RWD  7,  K)  5024622      VERNON,  MD  CONS  0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSI^ 12870 

GARDEN  CITY                                                                        FINNEY                                                 NATL  17241            0.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 17241 

GARDNER                                                                                JOHNSON                           NaSiF6          ADJ       12/66  2392                        1.0 

TOTAL  P0PULATIC»1  SERVED  BY  SOURCE  WATER  SYSTEM 2392 

GARNEIT                                                                                    ANDERSCN                          Acid               ADJ  34%                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 3496 

GIRARD                                                                                  CRAWFXM)                                              NATL  2582            0.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2582 

GOODLAND                                                                              SHERMAN                                                NAIL  5636            0.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5636 

GRAINFTELD                                                                          GOVE                                                     NAIL  356            0.0 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 356 

GREAT  BEND                                                                          BARTON                                                 NATL  16098            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSl^EM 16098 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

OUNhJELL  GOVE  NATL  A32  0.0 

TOOIAL  POPULAnOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 432 

HANSTON  HODGEMAN  NATL  273  0.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 273 

i^AYS  ELLIS  NaSiF6  ADJ      08/52  16325  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 16325 

HESINCnCN  DICKINSON  NaSiF6  ADJ      07/61  3000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 3000 

HERNDON  RAWLINS  NATL  245  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 245 

HILL  CITY  GRAHAM  NATL  1983  0.0 

TOTEAL  POPULATIOJ  SEKVED  BY  SOURCE  WAIER  SYSTEM 1983 

HILLSBORD  MARION  NATL  2419  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2419 

HOLOCMB  FINNEY  UKFL  331  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 331 

HQXIE  SHERIDAN  NATL  1567  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1567 

INDEPEMDEWCE  MDNTGOMERY  NaSiF6  AUJ       08/55  15590  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 15590 

If^-A  ALLEN  Acid  ADJ  10465  1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10465 

JOHNSON  STANTON  NATL  1287  0.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1287 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and  ~EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

JOHNSON  WD  1  JOHNSON  NaSiF6  ADJ  205521  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 205521 

JUNCTION  CTTY  GEARY  NaSiF6  ADJ  19512  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19512 

KANORADO  SHERMAN  NATL  321  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 321 

KANSAS  CITY  WYANDOTIE  Acid  ADJ  165221  1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 165221 

KISMET  SEWARD  NATL  348  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 348 

LAKDJ  KEARNY  NATL  1821  0.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1821 

LANE  CO  RWD  1  LANE  NATL  0  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 0 

LARNED  PAWNEE  NATL  4827  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4827 

LATHAM  BUTLER  NATL  158  0.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 158 

LAWREICE  DOUa^  NaSiF6  ADJ  54013  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IHl  SYSTEM 54013 

LBOn  WICHITA  NATL  2002  0.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WJm  SYSTEM 2002 

UEBENIHAL  RUSH  NATL  176  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  176 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

LINCOLN                                                                                LINOOLN                           NaSiF6          ADJ      06/71  1599                        1.0 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTOd 1599 

LYONS                                                                                    RICE                                NaSiF6          ADJ      05/58  A152                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A152 

MAHASKA                                                                                   WASHINGrn»J                                            NATL  97             0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 97 

MANHATTAN                                                                            RILEY                              NaSiF6          ADJ  45000                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTB«1 45000 

MAN^R                                                                                      STANTON                                                  NATL  235             0.0 

TOfTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 235 

MARION                                                                                  MARION                            NaSiF6          ADJ       12/58  1951                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1951 

MC  CRACXEN                                                                              RUSH                                                        NATL  301             0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIB*! 301 

MC  CUNE                                                                                CRAWFORD                                             NAIL  499            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 499 

MC  DONALD                                                                               RAWLINS                                                 NAIL  247             0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAl'ER  SYSTEM 247 

MCOCNNELL  AFB                                                                        SEDGWICK                          Acid              ADJ           /61  3000                         1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

MEADE                                                                                       MEADE                                                     NATL  1937             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1937 

MELVERN                                                                                   OSAGE                                                     NATL  481             0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 481 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                     ID                                                                     USED                             START    SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

MDSOCW  STEVENS  NATL  328  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 328 

KXJNDRIDGE  MCPHERSOJ  Acid  ADJ      07/79  1A53  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 1A53 

MULBERRY  CRAWFXM)  NATL  593  0.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 593 

NARKA  REPUBLIC  NATL  121  0.0 

TOT:AL  POPULATiai  served  by  source  water  SYSTEM 121 

NBODESHA  VllSOti  NaF  ADJ  4079  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4079 

NESS  CITY  NESS  NATL  1728  0.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 1728 

NICKERSON  RENO  NATL  1228  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^  1228 

CFFERLE  EDWARDS  NATL  207  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 207 

OAIHE  JOHNSOJ  NaSiF6  ADJ  46610  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 46610 

0LMII2  BARTON  NATL  179  0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 179 

OSAGE  ClTi  OSAGE  Acid  ADJ      02/67  4323  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4323 

OSAGE  00  RWD  2  OSAGE  NATL  0  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 0 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OSAGE  00  RWD  4                            OSAGE                     NATL  0     0.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 0 

OSAWATOMIE                             MIAMI            NaSiF6    AIXJ  6504          1.0 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WAIER  SYSTEM 6504 

OTTAWA                            '      FRANKLIN           NaF       ADJ  121%          1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 121% 

OVERBROOK                              OSAGE                    NATL  784     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 784 

PADLA                                 MIAMI            NaSiF6    ADJ  6310          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6310 

PARADISE                                RUSSELL                    NATL  112     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 112 

PARSONS                                LABETTE           NaSiF6    ADJ  14954          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 14954 

PHIIUPSBURG                            PHILLIPS          Acid      ADJ   04/61  3300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB«1 3300 

PITTSBURG                                CRAWFORD           NaSiF6    ADJ  20150          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 20150 

PLAINS                                  MEIADE:                     nail  1009     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1009 

QUnmR                                OOVE                     NATL  916     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 916 

REXPORD                                 IK]MAS                     NATL  215     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYSTEM 215 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO     DATE LEVEL     LEVEL 

BDSE  HILL                                                                            BUTLER                                                 NATL  405            0.0 

IDEAL  POPULAnOI  SERVED  BY  SOURCE  WATER  SYSTEM 405 

SABEIHA                                                                                NEMAHA                            Acid              ADJ      01/68  2286                        1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 2286 

SALINA                                                                                  SALINE                             NaSiF6          ADJ      09/69  42268                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTQi 42268 

SATANEA                                                                                HASKELL                                               NATL  1321            0.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1321 

SCAMiU                                                                                CHEROKEE                                              NATL  498            0.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 498 

SGOm  CITY                                                                          SOOrr                                                   NATL  4066            0.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4066 

SELDEN                                                                                  SHERIDAN                                              NATL  243            0.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 243 

SEIECA                                                                                  NEMAHA                            Acid              ADJ  2746                        1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2746 

SHARON  SPRINGS                                                                  WALLACE                                                NATL  928            0.0 

IDEAL  POPULATI»I  SERVED  BY  SOURCE  WATER  SYSItM 928 

SPEARVILLE                                                                          FXDRD                                                     NATl.  802            0.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSYQi 802 

ST  FRANCIS                                                                          QEYEMNE                                              NATL  1632            0.0 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1632 

STAFFDRD                                                                              STAFFORD                         Acid              ADJ       09/62  1425                        1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WA:CER  SYSTEM 1425 


llif 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KANSAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

STESLING  RICE  NATL  280  0.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 280 

SUBLETTIE  HASKELL  NATL  1A89  0.0 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATEK  SYSTEM 1489 

SlhWESFIELD  MARSHALL  NATL  242  0.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 242 

SUSANK  BARTON  NATL  60  0.0 

TOTAL  FOPULAnOsI  SERVED  BY  SOURCE  WATER  SYSTBl 60 

TOPEKA  SHAWNEE  Acid  ADJ  138800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 138800 

TRIBUNE  GREELEY  NAIL  879  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 879 

ULYSSES  GRAMT  NATL  4114  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 4114 

WALLACE  WALLACE  NATL  104  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 104 

WALLACE  GO  RWD  1  WALLACE  NATL  0  0.0 

TOTAL  POPUIAFIOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 0 

WALNUT  CRAWEXM)  NATIL  847  0.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 847 

WEIR  CITY  CHEROKEE  NATL  694  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 694 

WEST  MINERAL  CHEROKEE  NATL  209  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 209 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 


KANSAS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


YAIES  CENIHl 


COUNTY 


WOODSON 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


NaF 


ADJ      02/55       1998 


1.0 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTHM 


1998 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ADAIRVILLE  WA3HI  WC«KS                                                   LOGAN                                                   ADJ       10/65  1100                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

ALBANY  WATER  WORKS                                                           GLrNDOl                                               ADJ       11/65  3200                       0.9 

TOfEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSKM 3200 

ARLIE  BOGGS                                                                           LETCHER                                                 ADJ  335                         4.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 335 

ARLTNGTON                                                         0200009      CARUSLE                                             ADJ  700                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD>1 700 

ARNETIE,  Xm  T                                                                MAGOFFIN                                             ADJ  265                        4.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 265 

ASHLAND  WATER  WC»KS                                                         BOYD                                                     ADJ       11/52  51500                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 51500 

AUBURN  WATER  DEPT                                                            LOGAN                                                   ADJ  1200                       0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

AUGUSTA  MLN  WD                                                                  BRACKEM                                               ADJ  2000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

BARBOURVILLE  WAT  &  ELEC                                                 KNCK                                                     ADJ      06/69  7800                       0.9 

TOTAL  POPULATIC*^  SERVED  BY  SOURCE  WATER  SYSTEM 7800 

BARDSTOWN  MUN  WD                                                                 NELSON                                                   ADJ       11/61  11000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

BARDWELL  CITY  UHL                                                           CARLISLE                                             ADJ  1100                       0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

BARKLEY  LAKE  WD                                                                   TRIGG                                                     ADJ       10/71  5300                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and         ~~  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

BARLOW  W&S  WORKS  BALLARD  ADJ  746  0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 746 

BEACH  Ft»K  LESUE  ADJ  273  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 273 

BEATIYVILLE  WATER  WORKS  LEE  ADJ      05/58  1539  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1539 

BEAVER  CEEEX  KNOTT  ADJ  420  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

BEAVER  ELKHORN  WD  FLOYD  ADJ  1400  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1400 

BECKHAM  OCMBS  KNOTT  ADJ  284  4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 284 

BEM  JOHNSON  BRECKINRIDGE  ADJ  179  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 179 

BEMHAM  warn  PLANT  HARLAN  ADJ       11/69        400  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 400 

BEMON  WAItR-SEWER  SYSTOd  MARSHALL  ADJ       11/57  4500  0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATIi]<  SYSTEM 4500 

BEREA  COLLEGE  WAKR  lyEFY  MADISON  ALU       03/62  6952  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TEk  SYSTEM 6952 

BEVINS  PIKE  ADJ  546  4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS1D«1 546 

BIG  CREEK  CLAY  ADJ  495  4.0 

TOTAL  POPULATION  SERVED  BY  SaJRCE  WA1H<  SYSITM 495 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BIG  SINKING                                                                        WAYNE                                                   ADJ  127                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE.  WAIHl  SYSTEM 127 

BLACK  MT.                                                                            HARLAN                                                 ADJ  170                        A.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

BLACK  STAR                                                                              HARLAN                                                   ADJ  85                         A.O 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIEU  SYSTB^ 85 

BLACKBERRY                                                                          PIKE                                                     ADJ  462                        A.O 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSKM 462 

BLAINE                                                                                  LAWRENCE                                             ADJ  398                        4.0 

TCTTAL  POPULATICW  SERVED  BY  SOURCE  WAItR  SYSTEM 398 

BIXXXMDUNT                                                                          BELL                                                     ADJ  322                        4.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTTiM 322 

BCNNIEVILLE  WATER  DIST                                                   HART                                                     ADJ  300                        0.9 

TDTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 300 

BOONEVILLE  WAHR  DEPT                                                     OWSLEY                                                 ADJ       12/68  1320                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1320 

BOSTCN                                                                                  WHITLEY                                               ADJ  205                       4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 205 

BOWLING  CREEM  MUN  UTLL                                                  WARREN                                                 ADJ      05/68  50000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50000 

BRACKEN  00  WD  1                                                                 BRACKEN                                               ADJ      04/67  1250                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

BRANDENBURG  WATER  WORKS                                                 MEADE                                                   ADJ      05/73  1600                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                  USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BRUSHY                                                                                  PIKE                                                     ADJ  197                        A.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 197 

BUCXEYE                                                                                BELL                                                     ADJ  168                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 168 

BUCKHOBN                                                                              PERRY                                                   ADJ  182                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 182 

BULLOCK  ?Ql  WD                                                                  GRANT                                                   ADJ  2000                        0.9 

TDTEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

BURKESVILLE  WAIHl  WORKS                                                  OWBERLAND                                          ADJ       10/53  2130                        0.9 

TOfTAL  POPULATI»I  SERVED  BY  SOURCE  WAKR  SYSTH«1 2130 

BURNSIDE  WSim  00                                                             PULASKI                                                ADJ      02/75  900                        0.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 900 

CADIZ  MJN  WC                                                                      TRIGG                                                   ADJ       11/65  3500                        0.9 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

CALHOUN  WAnR  WCBKS                                                         MCLEAN                                                 ADJ       11/53  900                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

CALVERT  QTY  MUN  WD                                                         MARSHALL                                              ADJ       12/60  3500                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'ie^l 3500 

CAMPBELLS  BR.                                                                     LETCHER                                                ADJ  135                        4.0 

TOTAL  POPULATIOSi  SERVED  BY  SOURCE  WATER  SYSTEM 135 

CAMPBELLSVILLE  MUN  WS                                                     TAYLi:»                                                 ADJ      03/64  11500                        0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 11500 

CAMPTON  WATER  PLANT                                                         WOLFE                                                   ADJ       10/70  1000                        0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

CANEY  GREEK  WD                                                                  KNOTT                                                   ADJ  425                        0.9 

lOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATEE  SYSTEM 425 

CAbEYVILLE  MUN  WW                                                               GRAYSOJ                                                 ADJ  600                         0.9 

TOTAL  POPULAn»J  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

CANNEL  CITY                                                                        MORGAN                                                 ADJ  230                        4.0 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 230 

CARLISLE                                                                              CARLISLE                                             ADJ  712                        4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 712 

CARLISLE  WATER  DEFT                                                         NICHOLAS                                             ADJ       10/67  2500                       0.9 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

CARR  CREEK                                                                          KNOTT                                                   ADJ  597                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 597 

CARROLL  00  WD  1                                                                    CARROLL                                                 ADJ  1500                        0.9 

TOTAL  POPULAn»J  SERVED  BY  SOURCE  WATER  SYSTO^ 1500 

CARROLLTCN  UTILITIES                                                       CARROLL                                               ADJ      09/62  4800                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 4800 

CARTER                                                                                  CARTER                                                 ADJ  245                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 245 

CAWDCO                                                                                     HARLAN                                                   ADJ  284                         4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS^l-EM 284 

CENIRAL  CITY  W  &  S  SYSTEM                                             MUHLElffiERG                                          ADJ      03/52  5500                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 5500 

CHAPLIN                                                                                NELSOI                                                 ADJ  78                       4.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 78 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/80) 

KENTUCKY 

WATER  SYSTEM  and  eTa  COUI^TT  cS         STATUS     ^^^OR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SJARJ   SERVED        ^NAT^     ^OPT^ 

CHAVIES                                                                                PERRY                                                   ADJ  539                        4.0 

TGTEAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 539 

CLAY  CITY  WATER  PLANT                                                     POWELL                                                 ADJ  1300                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

CLOVEWORT  W  &  S  SYSTEM                                                 BREXXINRIDGE                                      ADJ  2500                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2500 

OOLSON                                                                                  LEHOffiR                                               ADJ  358                        4.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 358 

OOJUMBIA  UnL  CCtfi                                                          ADAIR                                                   ADJ       11/66  4625                        0.9 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 4625 

OCNSIWEIIS  WD                                                                      GRAVES                                                 ADJ  2000                        0.9 

TOfEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

OORBIN  imL  0CM4                                                               WHITLEY                                               ADJ       12/67  14000                        0.9 

TOfEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 14000 

CCRINIH                                                                                GRANT                                                   ADJ  160                        4.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYSHM 160 

COWAN                                                                                    LETCHER                                                ADJ  402                        4.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 402 

COX                                                                                       CASEY                                                   AIXJ  165                        4.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 165 

CRAMCS                                                                                  HARLAN                                                 ADJ  115                        4.0 

TOfEAL  POPULATION  SERVED  BY  SOMCE  WA'IH^  SYSTEM 115 

CRDCKETE                                                                              MORGAN                                                 ADJ  265                        4.0 

TOEAL  POPULAnOl  SERVED  BY  SOURCE  WAIER  SYSTEM 265 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

C»OFT»J                        02A0090   CHRISTIAN                 ADJ  1A88          0.9 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1A88 

CUM                                  GRAVES                    ADJ  2^          A.O 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 240 

CUBBAGE                                BELL                     ADJ  224          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 224 

OMBERLAND  MUN  WW                        HARLAN                    ADJ   12/54  3624          0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA3HI  S\^TEM 3624 

CUSTER                                  BRECKINRIDGE                ADJ  179          4.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 179 

CYNIHIANA  MUN  WW                         HARRISOJ                  ADJ   03/52  9500          0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 9500 

DANVILLE  CITY  WAIER  WORKS                  BOYLE                    ADJ   07/54  13000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 13000 

DAWSON  SPRINGS  W  &  S                      HOPKINS                   ADJ    /65  5804          0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSl'EM 5804 

DCE  VALLEY  UHL  INC                       MEADE                    ADJ  390          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYSTEM 390 

DOUGLAS                                CASEY                    ADJ  282          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 282 

DURBIN                                 BOYD                     ADJ  95          4.0 

TOTAL  POPULAIIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 95 

EAGLE                                 MCCREARY                  ADJ  200          4.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

__- ^ — r— COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and       ^  _^^  ^^                                ^^^                     OOUNIY                           o                                    START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ ^^^ LEVEL     LEVEL 

EARLINCTTON  W  &  S  SYSTOl                                                 HOPKINS                                                ADJ      06/75  2800                        0.9 

"TOIAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 2800 

EASTKNCKWD                                                                      KNOX                                                     AIU          /70  2760                        0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2760 

EDDYVILLE  WAmi  DEFT                                                       LYON                                                     ACU      09/75  2000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 2000 

ECMMDSCN  00  WD                                                                 EDM3NS0N                                              ADJ       11/75  5000                        0.9 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

EDMDNITDN  WAItR  WORKS                                                          METCALFE                                                ADJ       12/75  1250                         0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

ELIZABEnHrCIWN  WD  1                                                           HARDIN                                                 ADJ      07/51  4000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

ELIZABETUroWN  WD  2                                                           HARDIN                                                 ADJ      07/51  8000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8000 

ELKHORN  CTTY  WD                                                                 PIKE                                                     AW  1081                        0.9 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1081 

ELKTON  W  &  S  WORKS                                                           TODD                                                     ADJ      04/64  2550                        0.9 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSTEM 2550 

ELZO  GUIHRIE                                                                      HARLAN                                                 ADJ  220                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 220 

UWimk                                                                             KNOTT                                                   ADJ  358                        4.0 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WAIER  SYSTQ4 358 

EVARTS  MUN  WAIER  PLANT                                                      HARLAN                                                    ADJ       11/69  2000                         0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAlTiR  SYSTEM 2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

EXCEPTIOON  OroOOD  CAMPUS                  CHRISTIAN                 AIXJ  600          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKE  SYSTEM 600 

EZEL                                  M3RGAN                    aDJ  260          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 260 

FALMDUIH  WATER  DEPT                       PENDLETON                 ADJ   07/74  3000          0.9 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WHm  SYSTEM 3000 

FANCY  FABM  WD                           GRAVES                    ADJ  2100          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

f'^GAP                               JOHNSON                   ADJ  560          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 560 

FLEMINGSBURG  UHL                        FLEMING                   ADJ    /70  1500          0.9 

TXJIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  --■ 1500 

PORDSVILLEWD                           OHIO                     ADJ  1050          0.9 

TCfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

PRANCES                                 CRITIEJJDEN                 AJXJ  110          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 110 

ERANKPORT  ELEC  &  WAT  PLANI                  FRANKLIN                  ADJ   09/57  30000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATIR  SYSIEM 30000 

FRANKLIN  WATER  WDRKS                       SIMPSON                    ADJ   01/o4  14000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 14000 

FREEBURN                               PIKE                     ADJ  357          4.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 357 

FT  KNOX  WAIER  DEPT                         HARDIN                     ADJ  50000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY . 

WATER  SYSTEM  and iPA  COlJ^^TT  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   I^D                                  USED DATE  LEVEL    LEVEL 

FIOQN  MJN  WS                                                                     mJXM                                                 ADJ       09/73  A056                        0.9 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTH^ 4056 

GARRETT                                                                                CASEY                                                   ADJ  250                        4.0 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 250 

GARRISOtJ-QUINCY  HTS  WC                                 0680153      LEWIS                                                   ADJ  1400                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

GBDKGETO*!  MJN  WS                                                             SOOTT                                                   ADJ  8700                        0.9 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 8700 

GLASQCW  WC  1  &  2                                                               BARREN                                                 ADJ       12/52  32000                        0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 32000 

GOSHEN  UnUTIES  INC                                                       OLDHAM                                                 ADJ  200                        0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 200 

GRAND  RIVERS  WS                                                                 LIVINGSTON                                          ADJ  525                        0.9 

TUYAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 525 

GRAPEVINE                                                                            PIKE                                                     ADJ  296                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 296 

GRAYS                                                                                    KNCK                                                     ADJ  551                        4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 551 

OlAYSON  iniL  CCtti                                                            CARTER                                                 ADJ       08/64  6200                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6200 

GREEN  HILLS                                                                        HARLAN                                                 ADJ  326                        A.O 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 326 

OlEEN  RIVER  VALLEY  WD                                                     HART                                                     ADJ       06/73  7600                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTWl 7600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

GREENSBURG  WAIHl  WORKS  GREQJ  ADJ      04/51  AOOO  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM <!,000 

GREENUP  W&S  (Xtt[  OlEEMUP  ADJ  3000  0.9 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 3000 

aiEEMVILLE  UnL  OOtti  MUHLENBERG  ADJ       11/61  5000  0.9 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

GUIHRIE  WATER  WORKS  TODD  ADJ  2000  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2000 

HAOCER  CLAY  ADJ  360  4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3H{  SYSTH^l 360 

HALL  HARLAN  ADJ  440  4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 440 

HAMPTON  LIVINGSTON  ADJ  179  4.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 179 

HARDEMAN  WATtR  DIST  GRAVES  ADJ  1000  0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

HARDIN  00  WD  1-SANDER  HARDIN  ADJ  5900  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'HiR  SYSTEM 5900 

HARDIN  00  WD-MULDROUGH  HARDIN  ADJ  /70  4100  0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 4100 

HARDIN  WSm  SYSTEM  MARSHALL  ADJ      06/75        600  0.9 

TOTAL  P0PULATI»1  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

HARDINSBURG  MUN  \M  BRECKINRIDGE  ADJ       10/64  2000  0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  UAim  SYSTEM 2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and  ?PA  COUF^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SJAR^T   SERVED        ^NAT^     ^OPT^ 

HARLAN  MJN  WW                                                                        HARLAN                                                    ADJ       02/72  10000                         0.9 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAKH  SYSTEM 10000 

HARMONY                                                                                    BELL                                                       ADJ  273                         4.0 

TOTAL  POPUMTIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 273 

HARRDDSBLRG  MUN  WD                                                           MERCER                                                 ADJ      05/58  11000                        0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

HARTFORD  MJN  WW                                                                OHIO                                                     ADJ  2000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 2000 

HAWESVILLE  WATER  WORKS                                                    HANOOCK                                                ADJ           /74  1350                        0.9 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WAIER  SYSTEM 1350 

HAYES  LEWIS                                                                         LESLIE                                                 ADJ  397                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 397 

HAZARD  WAIHl  DEPT                                                             PERRY                                                   ADJ      03/57  9000                        0.9 

TOTAL  POPULATIC*]  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

HEMPHILL                                                                              LETCHER                                               ADJ  200                        4.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 200 

HEMDERSCN  MW  W&S  DEPT                                                   HENEftRSOJ                                            ADJ      03/62  30650                        0.9 

TOTAL  POPUI.ATI0N  SERVED  BY  SOURCE  WATER  SYSTEM 30650 

HEMIY  00  WD  1                                                                     HENRY                                                   MV      05/73  3000                        0.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

HEIJRY  OOUNT^  WD  2                                                             HEWRY                                                   ADJ       10/71  3500                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH(  SYSTEM 3500 

HICKMAN  WA3ER  DEPT                                                           FULTOJ                                                 ADJ      06/62  3800                        0.9 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 3800 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HICKDRY  WD                                                                          GRAVES                                                 ADJ  3500                       0.9 

TOTAL  POPULATK*!  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

HIGHLAND                                                                              BREATHITT                                           ADJ  168                       4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 168 

HIGHLAND  WATER  00                                                             JOHNSON                                               ADJ  2250                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2250 

HINEMAN  WATER  DEPT                                                           KNOTT                                                   ADJ          /70  600                       0.9 

TOTAL  FOPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 600 

HODGENVILLE  WD                                                                  LARUE                                                   ADJ       12/62  3000                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

HOGUE                                                                                    PULASKI                                                ADJ  116                       4.0 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM 116 

HOLMES  MILL                                                                        HARLAN                                                 ADJ  130                       4.0 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 130 

HOPKINSVILLE  S&WW  CCm                                                  CHRISTIAN                                            ADJ      08/51  30000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

HYDEN  LESLIE  00  WD                                                           LESLIE                                                 ADJ          /70  2400                        0.9 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

IRVINE  MUN  miL                                                                ESTILL                                                 ADJ       11/65  4836                        0.9 

TOTAL  POPUI^nm  SERVED  BY  SOURCE  WATER  SYS^M 4836 

IRVnGIWJ  WS                                                                      BRECKINRIDGE                                      ADJ          /70  1650                       0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

ISLAND  WATER  DEPT                                                               MCLEAN                                                   ADJ  1340                         0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 1340 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY  " 

WATER  SYSTEM  and iPA  CoU^^tT  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^^ ^^^^ DATE  LEVEL    LEVEL 

ISONVILLE                                                                            ELUarr                                               ADJ  210                       A.O 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTB-I 210 

JACKS  CREHCS                                                                      LESUE                                                 ADJ  129                        4.0 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 129 

JACKSON  00  WD  ASSN                                                           JACXSON                                                ADJ      01/74  2000                        0.9 

TDOVVL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

JACKSCN  MUN  WW                                                                   BREAffllTT                                            ADJ      05/63  3250                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 3250 

JACKSON  ROWE                                                                      PIKE                                                     ADJ  4A5                        4.0 

TOriAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 445 

JAMESTCW4  MUN  WW                                                               RUSSELL                                               ADJ      07/69  1400                        0.9 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

JELLICO  CREEK                                                                    WHITLEY                                                ADJ  46                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 46 

JEJKENS  WA3TR  SYSTEM                                                       LETCHER                                               ADJ       11/69  3400                        0.9 

TDflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3400 

JOHNS  CREEK                                                                        PIKE                                                     ADJ  1611                        4.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1611 

JOHNSON,  C.F.                                                                     PIKE                                                     ADJ  600                        4.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

JONAIHAN  CREEK  WA                                                             MARSHALL                                             ADJ      06/75  3500                        0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATIR  SYSTEM 3500 

JONES  EORK                                                                              KNOTT                                                      ADJ  320                         4.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATTiR  SYSTEM 320 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

KENTON  00  WD  1                           KENTON                    ADJ   07/67  75000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 75000 

KENTCN  00  WD-00VINC7rcN  PLANT                CAMPBELL                  ADJ  100000          0.9 

TOTEAL  POPULATK^i  SERVED  BY  SOURCE  WATES  SYSTO^ 100000 

KEMTUCKY  WAT  SERVICE                      PULASKI                   ADJ   02/67  25000          0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 25000 

KQITUCKY  WATER  SVC  00                     HICKMAN                   ADJ   11/72  1600          0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 1600 

KEinUCKY  WS  00  INC                        BELL                     ADJ  14800          0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIBR  SYSTEM 14800 

KEinUCKY-AMERICAN  WC/KR                    FAYEFIE                   ADJ   04/54  168000          0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH4 168000 

KIMPER                                 PIKE                     ADJ  386          4.0 

TOTAL  POPULATKH  SERVED  BY  SOURCE  WATER  SYSTEM 386 

KINGDCM  OOME                            LETCHER                   ADJ  207          4.0 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSIEH 207 

KINNIOONICK                             LEWIS                    ADJ  105          4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 105 

KNIFIEY                                ADAIR                    ADJ  178          4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 178 

KinTAWA  WATER  SUPPLY                      LYON                     ADJ   09/75  1000          0.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

LACEMtR  MUN  WC                           BALLARD                    ADJ   11/75  1031          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1031 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY . _ 

WATER  SYSTEM  an. ^^ COU^^^  CHEM         STATUS     FLUOR       POP       -TU-L  SVS^TEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^" qatE      LEVEL     LEVEL 

LAKE  CnY  WD                                                                           LIVINGST»I                                             ADJ  1000                         0.9 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WA3ER  SYSTO^ 1000 

LAKESIDE                                                                                ELLIOTT                                                ADJ  391                        4.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 391 

LANCASTMl  WAIHl  WORKS                                                      GARRARD                                                ADJ       12/52  5200                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

LAUREL                                                                                   LEWIS                                                    ADJ  190                        A.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 190 

LALREL  00  WD  2                                                                    LAUREL                                                  ADJ  7500                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

LAi«ENCEBlJRG  W&S  DEPT                                                      ANDERSON                                               ADJ      06/56  4220                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4220 

LEAIHERWOOD                                                                          PERRY                                                    ADJ  450                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

LEBANON  WAIHl  WORKS  00                                                    MARION                                                  AEU  6500                        0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

LEDBEFItR  WD                                                                        LIVINGSTON                                           ADJ  1155                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI'EM 1155 

LEITCHFTELD  WATER  WORKS                                                  GRAYSON                                                ADJ       06/70  7000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 7000 

LETCHER                                                                                 LETCHER                                                ADJ  460                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 460 

LEWISBURG  WAHR  WORKS                                                      H)GAN                                                    ADJ      07/75  1400                        0.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO  DATE LEVEL  LEVEL 

LEWISPORT  MUN  WW                         HANCOCK                   ADJ   06/75  2100          0.9 

TDTEAL  POPULAnai  SERVED  BY  SOURCE  WA3ER  SYSTO^ 2100 

LIBERTY                                WHITLEY                   ADJ  207          4.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 207 

UBERIY  WAim  WORKS                       CASEY                    ADJ   07/73  4400          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKE  SYSTEM 4400 

LTVEBMORE  WAIHl  WORKS                     MCLEAN                    ADJ   10/75  2500          0.9 

TOTAL  POPULATiaj  SERVED  BY  SOURCE  WATER  SYSIH^l 2500 

LIVINGSTON  MUN  WW                        ROCKCASTLE                 ADJ  350          0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 350 

UMXN  iniL  OChW                         LAUREL                    ADJ   08/67  7500          0.9 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATER  SYSTO^ 7500 

LOST  CREEK                              PERRY                    ADJ  230          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 230 

KXJISA  WATER  DEPP                        LAWREIKE                  ADJ   11/62  3700          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3700 

LOUISVILLE  WA3HI  00                       JEFFTRSON                 ADJ   08/51  758000          0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 758000 

LOWES                                 GRAVES                    ADJ  822          4.0 

TOTAL  POrjLAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 822 

LYNCH  WAHR  PLANT                         HARLAN                     ADJ   06/57  2000          0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATHl  SYSTEM 2000 

LYNN                                  GREEMP                   ADJ  235          4.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 235 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
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WATER  SYSTEM  and — 1^^        COU^^^^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              I^D                         USED DATE  LEVEL  LEVEL 

LYltJVALE                               HARDIN                    ADJ  352          4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 352 

MAOCVILLE                              WASHINCTiaJ                 ADJ  172          4.0 

TUEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 172 

MADI90NVILLE  UGHT/WIR  1                   HOPKINS                   ADJ   11/70  3750          0.9 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3750 

MAJESTIC  KNOX                           PIKE                     ADJ  490          4.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 490 

MANCHESTHl  WATHl  WORKS                     CLAY                     ADJ   08/65  3000          0.9 

TOE^L  POPULATION  SERVED  BY  SOURCE  W3m  SYSTEM 3000 

MARION  WA3ER  DEPT                        CRITIEIJDEN                 ADJ   01/72  4000          0.9 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

MARROWBCWE  CREEK  WD                       PIKE                     ADJ  3000          0.9 

TOfEAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

MARROWBONE  WAT  DIST                        CLMBERLAND                  ADJ  900          0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 900 

MARTHA  JANE  POTTER                        LETCHER                   ADJ  366          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 366 

MARTIN  00  WD  1                           MARTIN                    ADJ   06/70  2900          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2900 

MARTIN  WSm  DEPT                        FLOYD                    ADJ   04/52  1300          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

MASON                                   GRANT                     ADJ  141          4.0 

TOEAL  POPULmOJ  SERVED  BY  SOURCE  WATER  SYSTEM 141 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 
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WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

MAYFIELD  ELEC/WJm  SYSTEM  GRAVES  ADJ      09/52  1A500  0.9 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 14500 

MAYSVILLE  IHIL  COW  MASON  ADJ      04/51  10000  0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA3HI  SYSTEM 10000 

MCCREARY  00  WD  MCCREARY  ADJ      02/74  8800  0.9 

TOTAL  POPULAHOM  SERVED  BY  SOURCE  WAIER  SYSTEM 8800 

MCKEE  WAItR  WORKS  JACKSON  ADJ      11/66  1200  0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 1200 

MOQUADY  BRECKINRIDGE  ADJ  170  4.0 

TOEAL  POPULAHCW  SERVED  BY  SOURCE  WAIER  SYSID^ 170 

MEADE  MEMORIAL  JOHNSON  ADJ  384  4.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 384 

MELVIN  FLOYD  ADJ  350  4.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WAIER  SYSTO>1 350 

MIDDLE  FORK  MAOOFTIN  ADJ  234  4.0 

TOTEAL  POPULAHCN  SERVED  BY  SOURCE  WAIER  SYSTDd 234 

MIEWAY  MUN  VW  WOODPORD  ADJ  1500  0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

MILLARD-HEMSLEY  MA£XFFIN  ADJ  420  4.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

MILLERSBURG  MUN  WW  BOURBON  ADJ  1100  0.9 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAMl  SYSTEM 1100 

MKroOMERY  CO  WD  1  MONTOOMERY  ADJ  1200  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  "SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

MGWnCELLD  W&S  COtfi                                                        WAYNE                                                   ADJ  8500                        0.9 

TOTAL  POTULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

MDOREHEAD  STA3E  UNIV  WP                                                 ROWAN                                                   ADJ      06/53  6500                        0.9 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSTEM 6500 

MDORES  CREEK                                                                      JAOCSOl                                                ADJ  122                        A.O 

TOTAL  POPULAna^  SERVED  BY  SOURCE  WATER  SYSTEM 122 

MDREWEAD  UTIL  PLANT                                                         ROWAN                                                   ADJ       10/68  10000                        0.9 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 10000 

MDRGANFIELD  WAHR  WORKS                                                  UNION                                                   ADJ          /70  6500                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSIH^ 6500 

hCRGANTCWJ  WAITER  SYSTEM                                                  BLTTLER                                                 ADJ      09/63  4800                        0.9 

TXJTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

MORTON'S  GAP  WD                                                                 HOPKINS                                                ADJ  1500                        0.9 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 1500 

MT  SIHILING  WAIER  WORKS                                                  KDNTOGMERY                                          ADJ      03/60  11000                        0.9 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

KT  VERNCN  WAIHl  VKWS                                                     ROCKCASTLE                                          ADJ       12/70  2800                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

MT.  VICTORY                                                                        PULASKI                                                ADJ  53                        4.0 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 53 

MIN  INVESlMEin'  INC-WHEELWRIOfT                                      FLOYD                                                      ADJ  650                         0.9 

TOTTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 650 

MURRAY  WAItR  SYSIH1                                                            CALLOWAY                                                ADJ       11/59  20000                         0.9 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WATER  SYSTEM 20000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
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CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

NEW  HAVEM  MUN  WW                                                               NELSCW                                                 ADJ  974                       0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 974 

NEWPORT  warn  WORKS                                                         CAMPBELL                                             ADJ  82000                       0.9 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 82000 

NICHOLAS                                                                              BULLITT                                               ADJ  367                        4.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WHm  SYSTH«1 367 

NICHOLASVILLE  WAHR  MIT                                               JESSAMINE                                            ADJ  5829                       0.9 

TOflAL  POPULATIOJ  SERVED  BY  SOURCE  WATDi  SYSTEM 5829 

NORTH  MARSHALL  WD  1                                                            MARSHALL                                               ADJ  8000                         0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

NDRTH  METCALFE                                                                     METCALEE                                                ADJ  300                        4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTD^ 300 

NORTH  MIDDLETOWN  WD                                                         BOURBCN                                               ADJ  700                       0.9 

TDTAL  POPULATICW  SERVED  BY  SOECE  WATER  SYSTEM 700 

OAK  GfO/E  UnL  00                                                             CHRISTIAN                                            ADJ  2500                       0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

OHIO  OOUWTY  WD                                                                  OHIO                                                     ADJ  6000                        0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

OLDHAM  00  WD                                                                      OLDHAM                                                 ADJ  8000                        0.9 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

OLCrrcWN                                                                                GREENUP                                               ADJ  214                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 214 

OLIVE  HILL  MUN  WW                                                             CARTER                                                 ADJ  5000                        0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WSm  SYSTEM 5000 


352 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
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CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

OSBORNE                                                                                FIDYD                                                   AIX)  451                        4.0 

TOTAL  POPULAIICW  SERVED  BY  SOURCE  WATER  SYSTEH 451 

OWENSBORD  MUN  UHL                                                           DAVIESS                                               ADJ      09/53  62535                        0.9 

TOEAL  EOPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 62535 

OWEIirGN  CITY  WW                                                                OWEN                                                     ADJ      06/73  1800                        0.9 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATHl  SYSTH^ 1800 

OWINGSVILLE  CITY  WD                                                         BAIH                                                     ADJ      06/73  2000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

PADUCAH  WATER  WC»KS                                                         MCCRACKEN                                            ADJ       11/66  53339                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 53339 

PAINTSVILLE  MUN  WW                                                           JOHNSON                                               ADJ      04/52  6084                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6084 

PARIS  WATER  WORKS                                                             BOURBCW                                                ADJ      03/63  15000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

PEMBROKE  Wnm  WORKS                                                       CHRISTIAN                                            ADJ      06/75  650                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 650 

PEHERSBURG                                                                          BOONE                                                   ADJ  105                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 105 

PHELPS                                                                                  PIKE                                                     ADJ  257                        4.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 257 

PHILLIPS                                                                              CASEY                                                   ADJ  265                        4.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 265 

FHILPS                                                                                  CASEY                                                   ADJ  250                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 
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NO DATE LEVEL  LEVEL 

PIKEVILLE  WJm  DEPT                      PIKE                     ADJ      08/59  4600          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4600 

PINEVILLE  Wnm  SYSTEM                     BELL                     ADJ   09/67  8000          0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 8000 

POPLAR  CREEK                            WHITLEY                   ADJ  269          A.O 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 269 

POWERSBURG                               WAYNE                     ADJ  127          4.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 127 

PRAIHl                                 FLOYD                    ADJ  158          4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 158 

PRASm.  BORMRS                           MAGOFFIN                  ADJ  235          4.0 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 235 

HIESTONSBURG  WAIER  GO                     FLOYD                    ADJ   07/58  5500          0.9 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 5500 

PRINCEHDN  imLITY  (XJm                                                  CALDWELL                  ADJ   06/66  7400          0.9 

TOfEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 7400 

raOVIDENCE  WATER  WORKS                     WEBSTER                   ADJ   07/66  5800          0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH1 5800 

QUEENSDALE                               BELL                      ADJ  94          4.0 

TOTEAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 94 

RED  BIRD                               BELL                     ADJ  85          4.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSIB^ 85 

RED  BIRD  MISSION                          BELL                      ADJ  85          0.9 

IDEAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 85 
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RED  RIVER                                                                            WOLFE                                                   ADJ  299                        4.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 299 

REIM.AND  WATER  DIST                                                         MCCRACKEN                                            ADJ      09/75  5000                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIH^  SYSTEM 5000 

RIOMM)  WIR/GAS/SEWER  WORKS                                        MADISCW                                                ADJ      08/67  35000                        0.9 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 35000 

RDBINSCN                                                                              PERRY                                                   ADJ  342                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 342 

ROCHESTER  WATER  DIST                                                          BUTLER                                                    ADJ  1500                         0.9 

TOTAL  POPULAnOI  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

ROCKPORT  WATER  WORKS                                                       OHIO                                                     ADJ  900                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS1H4 900 

ROCKY  BRANCH                                                                          WAYNE                                                      ADJ  109                         4.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 109 

ROGERS                                                                                  WOLFE                                                   ADJ  221                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 221 

RDSSPOINT                                                                            HARLAN                                                 ADJ  140                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

RDUOl  RIVER  WAT  PLANT                                                     BRECKINRIDGE                                      ADJ  3498                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSl^ 3498 

ROUSSEAU                                                                              BREAmiTr                                            ADJ  168                        4.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 168 

RLNYCN                                                                                  PIKE                                                     ADJ  550                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 550 


355 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATFR  SYSTEM  and  EPA  COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 
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RUSSELL  SPRINGS  W&S  SYSItM                                            RUSSELL                                               MX]  18000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

RUSSELL  WA3ER  00                                                              GREENUP                                               ADJ      07/74  19900                       0.9 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 19900 

RUSSELLVILLE  MUN  WW                                                         LOGAN                                                   ADJ      09/65  10000                       0.9 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAItE  SYSIH^ 10000 

SALEM                                                                                   RUSSELL                                               ADJ  342                        4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 342 

SALT  RTVEH  WD                                                                    BULUTI                                               ADJ  2000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

SALYERS                                                                                MACXFFIN                                             ADJ  295                       4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 295 

SALYERSVILLE  MUN  WATER                                                   MAOFFIN                                             ADJ  2000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOIMCE  WATER  SYSTEM 2000 

SANDY  HOOK  WD                                                                        ELLiaiT                                                 ADJ  1100                         0.9 

TOTAL  POPULVnON  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

SOOTTSVILLE  WATER  DEFT                                                   ALLEU                                                   ADJ       10/60  5500                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

SEBREE  WATER  MIT                                                             WEBSTER                                               ADJ      06/75  1860                       0.9 

TOTAL  POPULAIIOJ  SERVED  BY  SOURCE  WATER  SYSm>1 1860 

SEDALIA  WA3ER  DIST                                                           GRAVES                                                 ADJ  250                       0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 250 

SHARPSBURG  WD                                                                       BAIH                                                       ADJ  1150                         0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1150 
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SHELBIANA                                                                                PIKE                                                        ADJ  112                         4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 112 

SHELBWILLE  W  &  S  CCm                                                   SHELBY                                                 ADJ      03/64  10000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

SHEPHESDSVILLE  WATER  CO                                                  BULLITT                                               ADJ      08/60  5000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

SHIELDS                                                                                HARLAN                                                 ADJ  120                        4.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHR  SYSTEM 120 

SmiULAND  W  &  S  SYSTH4                                                   LIVINGSTOJ                                          ADJ  600                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 600 

90UIH  GRAVES  00  WD                                                           CRAVES                                                 ADJ  1000                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 1000 

SCkJm  SHORE  WW                                                                   OlEENUP                                                ADJ  6500                        0.9 

TOTAL  POPULATim  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

SPRINGFIELD  WATER  WORKS                                                 WASHINGIOI                                          ADJ       11/58  4000                        0.9 

TOTAL  PCPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

ST  PEItRS                                                                            DAVIESS                                                ADJ  78                        4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSTEM 78 

STAMPING  GROUND  WW                                                           SOOTI                                                   ADJ      07/75  600                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATliR  SYSTEM 600 

STANFORD  WA3HI  WORKS                                                       LINCOLN                                                ADJ      05/66  3500                        0.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTH^ 3500 

STANLEY                                                                                DAVIESS                                                ADJ  271                        4.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 271 
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STANDCN  Wnm  WORKS  PCWELL  ADJ      05/73  3132  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3132 

STAR  CARTER  ADJ  227  4.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHK  SYS1D«1 227 

STURGISS  WW  UNIOl  ADJ  3600  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH4 3600 

SYCAhOlE  PIKE  ADJ  360  A.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 360 

SYMSONIA  WAIHl  DIST  GRAVES  ADJ  600  0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

TAYLCBSVILLE  WAIER  WCRKS  SPEIKER  ADJ      03/60  5000  0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5000 

TOO)  00  WD  TCCD  ADJ  5092  0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 5092 

TOUU  CRITTENiej  ADJ  90  A.O 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYEH 90 

TOMEiaNSVILLE  WAIER  WC»KS  hCNRDE  ADJ  2700  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

TOTZ  HARLAN  ADJ  119  A.O 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSl'EM 119 

TRAPP  CLARK  ADJ  1A8  A.O 

TOTAL  POPULAIIC*!  SERVED  BY  SOURCE  WATER  SYSTO«1 1A8 

TREMCN  WATER  WORKS  TOM)  ADJ      06/75        600  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIH^  SYSTEM 600 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

TRIMBLE  CO  WD  1                          TRIMBLE                   ADJ  800          0.9 

"lOrAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYST^ 800 

■RFKEY  CREEX                            PIKE                     ADJ  372          4.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIHl  SYSTQi 372 

TUKNBR                                 BREAHHITr                  ADJ  282          4.0 

TOTAL  POPULAHON  SEKVED  BY  SOURCE  WATEK  SYSTEM 282 

UNION  CHAML                            RUSSELL                   ADJ  244          4.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSYEH 244 

UNICNTOl*!  W  &  S  DEPT                      UNION                    ADJ    /70  1300          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1300 

VANCEBURG  UnUTIES                       LEWIS                     ADJ   10/58  3000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

VARNEY                                 PIKE                     ADJ  395          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 395 

VERDA                                 HARLAN                    ADJ  282          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ' 282 

VERSAILLES  WS  1                          WOODFXM)                  ADJ  10000          0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

VINE  G8CVE  WD  HARDIN  ADJ   10/73   3700  0.9 

\ 
TOTAL  POPULATIOJ  SERVED  BY  SOKCE  WATER  SYSTO^ 3700 

VIPER  PERRY  ADJ  554  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO^ 554 

WALLINS  HARLAN  ADJ  592  4.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 592 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/80) 

KENTUCKY 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO       __^ DATE LEVEL  LEVEL 

WARNOCK  GREENUP  ADJ  254  4.0 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 254 

WEST  LIBERTY  WAT  00  MDRGAN  ADJ   04/62  2000  0.9 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

WEST  POINT  WATER  IMT  HARDIN  ADJ  1750  0.9 

TOEAL  POPULAITCN  SERVED  BY  SOURCE  WATER  SYSTD^ 1750 

WESTERN  HARDIN  ADJ  162  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSltM 162 

WESTERN  FLEMING  WD  NICHOLAS  ADJ  1500  0.9 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIOl  SYSTEM 1500 

WESTERN  MASON  00  WD  MASC»J  ADJ  1500  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSIH4 1500 

WHEELWRIOfT  0360463   FLOYD  ADJ  1100  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 1100 

WHITE  LILLY  PULASKI  ADJ  187  4.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH«1 187 

WHITE  PLAINS  WD  HOPKINS  ADJ  800  0.9 

TOTAL  POPULATJOJ  SERVED  BY  SOURCE  WATER  SYSTEM 800 

WHITESBURG  MUN  WW  LETCHER  ADJ   11/69  1200  0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

WILLARD  CARTER  ADJ  178  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 178 

WILLIAMSBURG  WAItR  PLANT  WHITLEY  ADJ   03/66  4300  0.9 

TOEAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/80) 

KENTUCKY 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WILLIAMSTCWN  MUN  WD                        GRANT                     ADJ  5000          0.9 

TOTAL  PCMJLAnON  SERVED  BY  SOURCE  WATER  SYSTO^ 5000 

WILLISBLRG                              WASHTNCIOJ                 ADJ  266          A.O 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 266 

WIIMDRE  WAIER  WORKS                       JESSAMINE                  ADJ  5500          0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

WINCHESTER  MUN  IHTL                       CLARK                    ADJ   06/61  17000          0.9 

TOTAL  POPULATIOJ  SESVED  BY  SOURCE  WATER  SYSTEM 17000 

WINGO  W  &  S  DEPP                         GRAVES                    ADJ  1000          0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

WDOD  CREEK  WD                           LAUREL                    ADJ  3800          0.9 

TIOTEAL  POPULAITC*!  SERVED  BY  SOURCE  WATHi  SYSTEM 3800 

WQRTHINGrrDN  MUN  WW                        GREEMJP                   ADJ  2400          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

WRIGLEY                                MORGAN                    ADJ  273          4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 273 

VAJRTLAND  WATER  DIST                       GREEHJP                   ADJ  1200          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

ALEXANDRIA                                                       1079001      RAPIDES                                               NATL  61220            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKK  SYSTEM 61220 

ANAOOOO                                                             1115001      VEKNON                                                 NATL  900            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

ASSIMTTON  PARISH  W  W  #1                             1007001      ASSUMPHON                     Acid              ADJ      09/60  24000                       0.8 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24000 

BAKER                                                                 1033003      EAST  BATON  ROUGE                              NML  14800            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHER  SYSTEM 14800 

BATOU  TRAILER  PARK                                        1015001      BOSSIER                                               NATL  85            0.8 

imAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 85 

BEL  DI  GIE  WS                                                  1017004      CADDO                                                   NAIL  720            1.3 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 720 

BETTER  W  W  INC  WS                                          1073003      OUACHITA                                             NATL  652            0.7 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTH«1 652 

BOGALUSA                                                           1117001      WASHINGTON                     Acid              ADJ      09/82  19049                       0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 19049 

BONITA                                                               1067004      MDREHXJSE                                           NATL  900            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

BOSSIER  CTTY  1015009      BOSSIER  Acid  ADJ      01/81     55790  0.8 

BENTON  1015002      BOSSIER  OONS  2200 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 57990 

BOYCE                                                                 1079003      RAPIDES                                               NATL  1300            0.8 

TOTTAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSKM 1300 

BUCKEYE  #50  WS                                                1079004      RAPIDES                                               NATL  2609            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2609 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BUNKIE                                                               1009004      AVOYELLES                                            NATL  5A51             1.4 

TOnAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 5451 

CALCASIEU  PAR  WW  DIST  5  WARD  3                  1019084      CALCASIEU                       Acid              ADJ      05/85  2000                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 2000 

CAMP  BEAUREGARD                                              1079002      RAPIDES                                                NATL  200            1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 200 

CASTOR                                                               1013006      BIEJJVILLE                                            NATL  209            1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 209 

CHARMINGQALE  SUED                                          1073007      OUACHITA                                             NATL  364            0.7 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 364 

CHEUAL  a>MUNITY  WS                                       1077004      POINIE  OOUPEE                                    NATL  128            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB«1 128 

CHEMEYVILLE                                                      1079005      RAPIDES                                                NATL  1109            1.6 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 1109 

CLAYTON                                                             1029002      aMXM)IA                       Acid              ADJ      06/82  1204                        0.8 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSIB4 1204 

OOLLINGSTON                                                      1067005      MOREHOUSE                                            NATL  438            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  438 

0»JVERSE                                                            1085007       SABINE                                                 NATL  672            2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 672 

CRAINS  JCeiLE  HCME  PARK                               1103012      ST.  TAhWANY                                        NATL  70            0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 70 

D  W  SANDERS  MOBILE  HCME  PARK                     1127004      WINN                                                     NATL  75            0.7 

,                                                         TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 


363 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA  

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MNNIS  HILL  WS  1091003   ST.  HELENA  NATL  525     0.9 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 525 

DRY  PRONG  1043003   GRANI  Acid      ADJ   05/83  550  0.8 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSItM 550 

E  LEJEUNE  WS  1077021   POINIE  OOUPEE  NATL         120     0.9 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WATER  SYSTEM 120 

EAST  OOUWBIA  WS  1021004   CALDWELL  NATL  1481     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1481 

ELMER-MELDER-CALCASIEU  1079006   RAPIDES  NATL         800     0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 800 

EVANGELINE  #1  WS  1039004   EVANGELINE  NATL         650     1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 650 

EVANGELINE  OAKS  WS  1015009   BOSSIER  NATL         160     1.1 

BENTON  1015002   BOSSIER  OONS        2200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2360 

EVERGREEN  1009006   AVOYELLES  NATL  1050     2.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

FTIH  WARD  WS  1009007   AVOYELLES  NATL  2100     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2100 

PORT  POLK  AB  N3RTH  1115064   VERNON  Acid      ADJ   07/74  4100  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  4100 

EiORT  POLK  AB  SOIHH  1115065   VERNON  Acid      ADJ   07/74  10000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

FRANKLINTON  1117002   WASHINGTON  NAIL  4268     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4268 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO               DATE LEVEL    LEVEL 

FRAbiaJNTON  RURAL  WS  1117003      WASHINGTON  NATL  1098  1.1 

TCffAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1098 

EWMOMAN  ESTAIES  WS  1103059      ST.  TAhWANY  NATL  100  0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 100 

GARENm  1079010      RAPIDES  NATL  750  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

GLYW  OOMHUNITY  WS  1077011      POIWIE  COUPEE  NATL  120  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

GONZALES  1005030      ASCEUSION  Acid  ADJ       11/82  8000  0.8 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 8000 

aiAMERCY  1093002      ST  JAMES  Acid  ADJ      05/82  3500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

HALFWAY-CARROLL  WS  1081005      RED  RIVER  NATL  AOO  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

HAhtCND  HEIOnS  WS  1105009      TANGIPAHOA  NATL  1600  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAUR  SYSTEM 1600 

HAIX3TI0N  1015011      BOSSIER  Acid  ADJ       04/82  2100  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 2100 

HAYNESVILLE  1027002      CLAIRBORNE  Acid  ADJ       09/85  6400  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSm^ 6400 

HERMITAGE  OChMJNITY  WS  1077012      POINIE  COUPEE  NATL  200  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

HESadER  1009008      AVOYELLES  NATL  805  0.9 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 805 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


LOUISIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1079012   RAPIDES  NATL  600     0.7 

TUEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 600 

1119015  WEBSTEK                   NATL  150     0.7 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAim  SYSi™ 150 

1109001   "MIREBOMNE         Acid      ADJ   11/56  34600          0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 34600 

1073018   OUACHITA                  NATL  316     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 316 

1037006   EAST  FELICIANA      Acid      ADJ   12/84  4000          0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA1H(  SYSTEM 4000 

1077016   POINTE  OOUPEE               NATL  200     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 200 

1051001   JEFFERS(*I         Acid      ADJ   02/83  308362          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 308362 

1051004   JEFFERSON         Acid     ADJ   02/83  18607         0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 18607 

1119016  WEBSIER                   NATL  640     0.8 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIEK  SYSTEM 640 

1053003   JEFFERSON  DAVIS     Acid      ADJ   05/83  12700  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 12700 

1127008   WINN                     NATL         600     0.9 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

1003005   ALLEN                    NATL        2687     2.3 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSIHd 2687 


ili 


HINESTMJ 


HC»SE  9iOE  ROAD  WS 


HOIMA 


HUMITNGnaJ  PARK  WS 


JACKSCN 


JANEAU  AREA  WS 


JEFFERSON  PARISH  WW  1 


JEFFERSON  PARISH  WW  2 


JEMCINS  COMMUNITY  WS 


JENNINGS 


JOYCE  WS 


KINCSR 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


LOUISIANA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


KKJN-RUBY  WISE  WW 


LA  OCMPIE 


LAFOURCHE  Wjm  WORKS  #1 
GRAND  ISLE 


LAKE  CHARLES 


LAKE  PROVIDENCE 


LAKE  ST  jaw  WS 


LAKE  WS 


LITTLE  NATALBANY  WS 


LIVONA 


LDCKPORT  WA3HI  PLANT 


UnCHEH 


M^  WS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1079023   RAPIDES  Acid      ADJ   12/83  2300  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  Wnm  SYSTEM 2300 

1079014   RAPIEfiS  NATL  2000     0.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

1057001   LAFXXJRCHE         Acid      ADJ   01/54  70000  0.8 

1051002   JEFFERSON  COtiS  3000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 73000 

1019029   CALCASIEU         Acid      ADJ   06/84  83000  0.8 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTQ^ 83000 

1035002  EAST  CARROLL               NATL  10600     0.7 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10600 

1029006   OONOORDIA                  NAIL        1550     1.4 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1550 

1035003  EAST  CARROLL               NATL         275     0.7 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 275 

1105024   TANGIPAHOA                 NATL         260     0.7 
TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO4 260 

1077022   POINIE  OOUPEE               NATL        1118     0.7 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH»1 1118 

1057002   LAFOURCHE         Acid      ADJ   04/54   3200  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

1093093   ST  JAMES          Acid      ADJ   05/82   5150         0.8 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5150 

1077024   POINIE  OOUPEE               NATL        1200     1.3 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MAJOR  WS                        1105016   TANGIPAHOA                 NATL  792     0.7 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTO^ 792 

MAMXJ                          1039005   EVANGELINE                 NATL  3800     2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3800 

MAMXJ  ROAD  WS                    1097018   ST.  LANDRY                 NATL  1000     0.8 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

MANCHOC  ESTAIES  WS                1005059   ASCEMSIOJ                 NATL  200     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

MAY  ROAD  WS                      10630AA   LIVINGSTMJ                 NATL  80     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 80 

MIDWAY  WS                       1097008   ST.  LANDRY                 NATL  160     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 160 

MDREAUVILLE                      1009012   AVOYELLES         Acid      ADJ   05/82  1050          0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAITO  SYSTEM 1050 

NATCHITOCHES                     1069007   NATCHITOCHES       Acid      ADJ   04/85  20000          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20000 

NEW  (»LEANS  -  ALGIERS  PLANT          1071001   ORLEANS           Acid      ADJ   06/74  60060          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlIR  SYSTEM 60060 

NEW  ORLEANS  -  CARROLTMJ  PLANT        1071009   ORLEANS           Acid      ADJ   06/74  507002          0.8 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 507002 

NEW  ROADS                       1077026   POIMIE  OOUPEE      Acid      ADJ   05/82  6750          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 6750 

NOBLE                          1085017   SABINE                    NATL  672     2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 672 


368 


^^ 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA "         

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

NORm  LAKE  ST  XHN  WS  1029014      OONGORDIA  NATL  25  1.6 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 25 

NGRm  MDNRDE  WS  1073035      OUACHITA  NATL  812  0.8 

TOfTAL  PGPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 812 

QAKDALE  1003006      ALLEN  Acid  ADJ       12/82  7500  0.8 

TDflAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

PALMETTO  1097011       ST.  LANDRY  NATL  800  0.8 

KJIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 800 

PARISH  W  OCMPANY  WS  1033019      EAST  BATON  ROUGE  NATL  60000  0.7 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60000 

PECAN  ISLE  SUBD  WS  1077030      POINTE  OOUPEE  NATL  120  0.8 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHR  SYSTEM 120 

PEOPLES  WATER  00  OF  LA  1005035      ASCEUSION  Acid  ADJ      06/83  12000  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

PINEVILLE  1079016      RAPIDES  NATL  13000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 13000 

PXRAHS  HARBOR  WS  1103065       ST.  TAMMANY  NATL  200  0.7 

TOTAL  POPULAQTON  SERVED  BY  SOURCE  WAIYR  SYSTEM 200 

PLAIN  DEALING  1015016      BOSSIER  NATL  1500  1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

PLAUCHEVILLE  1009013      AWYELLES  Acid  ADJ      05/82  2040  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1H<  SYSTEM 2040 

POINIE  BLUE  WS  1039006       EVANGELINE  NATL  250  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 250 


L 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


LOUISIANA 


WATER  SYSTEM  and                      EPA 
CONSECUTIVE  SYSTEMS  SERVED             ID 

NO 

POLAND  WS 

1079025 

"lUlVa.  POPULATION  S0RVED 

POTJOCX  AREA  #1  WS 

1043006 

lUlAL  POPULATION  SEHVED 

HIAIRIE  ROAD  WS 

1073040 

TUrAL  POPULATION  SERVED 

RAPIDES  ISLAND  WS 

1079020 

lUlAL  POPULATION  SERVED 

REDDETJ,  VIDRINE  WS 

1039007 

■lUlAL  POPULATION  SERVED 

RICX  WKF.T.S  SUED  WS 

1031013 

lULAL  POPULATIOJ  SERVED 

ROCKY  BRANCH  WS 

1111013 

lUlAL  POPULATION  SERVED 

RODESSA 

1017028 

TOTAL  POPULATION  SERVED 

ROSEDALE 

1047006 

TOTAL  POPULATION  SERVED 

SALINE 

1013014 

TOTAL  POPULATION  SERVED 

SAVOY  SWORDS  WD 

1097024 

TOTAL  POPULATION  SERVED 

SHADY  ACRES  ■lEAILEK  PARK            1079029 

TUIAL  POPULATION  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

RAPIDES                   NATL  396     1.1 

BY  SOURCE  WATER  SYSTEM 3% 

GRANT                     NATL  1450     1.1 

BY  SOURCE  WATER  SYSTO^ 1450 

OUACHITA                  NATL  1108     0.8 

BY  SOURCE  WATER  SYSTO^ 1108 

RAPIDES                   NATL  1803     1.9 

BY  SOURCE  WATER  SYSTEM 1803 

EVANGELINE                 NATL  800     2.0 

BY  SOURCE  WAIER  SYSTEM 800 

DE  SOIO                   NATL  64     1.1 

BY  SOURCE  WATER  SYSTEM 64 

UNIOl                    NATL  550     0.8 

BY  SOURCE  WATER  SYSYm 550 

CADDO                    NATL  400     0.7 

BY  SOURCE  WATER  SYSTEM 400 

IBERVILLE                 NATL  850     0.9 

BY  SOURCE  WAn3<  SYSTEM 850 

BIEUVILLE                  NAIL  320     0.8 

BY  SOURCE  WATER  SYSTEM 320 

ST.  LANDRY                 NATL  290     0.8 

BY  SOURCE  WATER  SYSTEM 290 

RAPIDES                    NATL  30     0.9 

BY  SOURCE  WATER  SYSTO^ 30 


•Ai. 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and EP^        COi^^^J^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED  SJAR^T  SERVED   ^NAT^  ^OPT^ 

SHREVETORT  1017031   CADDO  Acid      ADJ   06/80  215000  0.8 

BARKSDALE  AFB  1015022   CADDO  OONS        8000 

TOEAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 223000 

SICILY  ISLAND  1025009   CATAHOULA         Acid      ADJ   06/82  1320  0.8 

TOTAL  FOPULATiaJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 1320 

SIKES  1127010   WINN  NATL         220     0.9 

TDOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 220 

SOimi  BEAUREGARD  WS  1011008   BEAUREGARD  NATL  1700     0.7 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB4 1700 

90UIH  MANSFIELD  1G3101A   DE  SOTO  Acid      ADJ   09/82  1470  0.8 

TOEAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1A70 

90UIH  MERRYVILLE  WS  1011009   BEAUREGARD  NATL         300     0.7 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 300 

SOinHWEST  OUAOnTA  WS  1073047   OUACHITA  NATL         600     1.1 

TOTAL  POPUUn^l  SERVED  BY  SOURCE  WAIHl  SYSTEM 600 

SP0RT34AN'S  PARADISE  WS  1085034   SABINE  NATL         100     0.8 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SPRINGFIELD  TERRACE  SUED  WS  1063035   LIVINGSTON  NATI.         376     1.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 376 

SPRINGFIELD  WS  1063024   LIVINGSTON  NATL         668     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 668 

SPRINGHILL  1119026   WEBSTER  Acid      ADJ   04/83  6600  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITM 6600 

ST  CHARLES  PARISH  WW  1  1089001   ST  CHARLES         Acid      ADJ   06/82  17450  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE:  WAIER  SYS'EEM 17450 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

FER  SYSTEM  and 
^SECUTIVE  SYSTEMS  J 

ST  CHARLES  PARISH  WW  2             1089002   ST  CHARLES         Acid      ADJ   06/82  26350          0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 26350 

ST  JAMES  PARISH  WW  1               1093005   ST  JAMES          Acid      ADJ   05/82  8810          0.8 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 8810 

ST  JAMES  PARISH  WW  2               1093004   ST  JAMES          Acid      ADJ   05/82  5000          0.8 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATEK  SYSTEM 5000 

ST  JOHN  THE  BAPTIST  PAR  VW  1         1095001   ST  JOHN  IHE  BAPTIST  Acid      ADJ   06/83  9700          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 9700 

ST  JOHN  THE  BAPTIST  PAR  WW  2         1095002   ST  JOHN  THE  BAPTIST  Acid      ADJ   06/83  5350          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5350 

ST  JOHN  THE  BAPTIST  PAR  WW  3         1095003   ST  JOHN  IHE  BAPTIST  Acid      ADJ   06/83  25600          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25600 

ST  MARY  WW  DIST  5                 1101010   ST  MARY           Acid      ADJ   OA/85  3000          0.8 

TOO^  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3000 

STANLEY  WS                      1031016   DE  SOTO                   NATL  346     3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 346 

STRICKLAND  TRAILER  PARK  WS          1103040   ST.  TAhWANY                NATL  98     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 98 

SUtllT  OAKS  BOY'S  HOME  WS           1031018   DE  SOTO                   NATL  30     1.4 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH4 30 

THIREBONNE  WATER  WORKS             1109002   TH<REBONNE         Acid      ADJ   11/56  71790          0.8 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 71790 

THIBODAUX                       1057003   LAEOJRCHE         Acid      ADJ   10/56  16150          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM 16150 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

LOUISIANA 

WATER  SYSTEM  and "IPA  CoU^^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

^°^f.S^"r^""^^""^  ^3^13       ^A^^  NATL^Or/   ^^"llo     LEVE^.lEVEL 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTO1 1350 

VIC'S  miliR  PARK  WS                                   1103045      ^.  TAhWANY                                        NATL  63            0.7 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 63 

^,jQ^^                                                             1029011      OONOORDIA                       Acid              AW      09/84  6070                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6070 

WAYSIDE  SUED  WS                                          1073021      OUAOniA                                             NATL  64            0.7 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 64 

ygj^                                                                 1053006      JEFFERSON  DAVIS            Acid              AOJ      05/85  3700                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIW  SYSTOl 3700 

WEST  BATON  ROUGE  WW  2                                   1121018      WE^  BATON  ROUGE          Acid              AIXJ       12/84  3500                        0.8 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

W^  FELICIANA  WW  13                                     1125010      WE^  FELICIANA             Acid              AOJ       12/84  4600                        0.8 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM ^00 

WHIlSiAIXWS                                                    1059012      I^  SALLE                                              NAIL  567            0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTO«1 567 

^r^r.  U27012      WINN  Acid  ADJ       11/83       7350  0.8 

WINNFTELD  iiZ/Ui/       winim 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSTOI 7350 

WDODWORra  1079027      RAPIDES  NAIL  600  2.1 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIHl  SYSIH-I 600 

2M0LIi:  1085032      SABINE  NATL  2800  1.4 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTH^ 2800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MAINE 


ilii 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ANSON  WD 


ASHLAND  WIR  &  SWR  DIST 


AUBURN  WIR  DIST 


BAILEYVILLE  UHL  DIST 


BANOOR  WIR  DIST 
HAMPDEM 
C«CNO-VEAZIE  WD 


BAR  HARBOR  WIR  CX) 


BATH  Wffi  DIST 


BELFAST  WIR  DIST 


BEIHEL  WIR  DIST 


BOWDOIN  ELEW  SCHOOL 


BREWER  Wm  DIST 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO      DATE LEVEL  LEVEL 

0090040   SOMERSET          Acid      ADJ    /83  1376          1.2 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAUHl  SYSTEM 1376 

0090060   AROOSTOOK         NaF      ADJ   10/66  1040          1.2 

TXJTAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSTEM 1040 

0090070   ANDROSCOGGIN       Acid      ADJ   08/69  24500          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 24500 

0090100   WASHINGIOJ         Acid      ADJ   04/55  2220          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2220 

0090110   PENOBSCOT         Acid      ADJ   12/54  42552          1.2 

0090660   PENOBSCOT                 OONS  4276 

0091210   PENOBSCOT                 COIS  18000 

TOYAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 64828 

0090120   HAN00a<           Acid      ADJ   12/63  4528          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQi 4528 

0090130   SAGADAHOC         Acid      ADJ   09/69  11732          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 11732 

0090140   WALDO            NaF      ADJ   09/60  5344          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 5344 

0090160   OXFORD           NaF      ADJ   12/70  1292          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 1292 

SAGADAHOC         NaF      ADJ  152          5.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 152 

0090220   PENCBSOOT         NaF      ADJ   06/67  9000          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 9000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MAINE 

WATER  SYSTEM  and  iPA  COUFJT^?  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  Sl^RJ   SERVED        ^NAJ^     ^UM^ 

BRIDCTON  WIR  DIST                                          0090230      CUMBEIILAND                     NaF                ADJ       10/63  2196                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wnm  SYST^ 21% 

BRLNSWICK-TOPSHAM  WD                                    0090260      CUMBERLAND                     NaF                ADJ      08/55  20000                        1.2 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

BUCKSPCRT  Wm  00                                            0090280      HANCOCK                           Acid              ADJ       12/69  2500                        1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 2500 

BURLDOON  ELEM  SCHOOL                                                   PENOBSCOT                       NaF                AIXJ  33                        5.4 

imAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 33 

CAMDQI-RDCXLAND  WC                                        0090300      KNDK                                Acid              ADJ       12/69  22900                        1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22900 

CARIBOU  WER  MG  CORP                                    0090320      AROOSTOOK                       Acid              ALU       11/59  6100                        1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6100 

CUTLER  NAVAL                                                    0098550      WASHINGION                     NaF                ADJ      06/66  200                        1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 200 

nAMARISOOrrA-NEWCASTLE  WC                           0090410      LINCOLN                           NaF                ADJ      03/71  1712                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3HI  SYSTEM 1712 

DEXTER                                                               0090440      PENOBSCOT                       NaF                ADJ      00/84  3160                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3160 

DTXFIELD  LT  &  Wm                                            0090460      OXFORD                              NaF                ADJ       09/71  2200                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

E  M  CUEOTS  SCHOOL                                                             PEMOBSOOl'                       NaF                ADJ  213                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 213 

EAGLE  LAKE  WS  DIST                                        0090480      AROOSTOOK                       NaF                ADJ       11/74  712                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTBi 712 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSl  bivi, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MAINE 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0091150   PEH)BSO0a'         Acid      ADJ   04/66  2500          1.2 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

AROOSTOOK         NaF      ADJ  200          5.4 

POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 200 

0090510   WASHINCnON         Acid      ADJ   12/69  2884          1.2 

POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 2884 

0090520   HAN00C3(           Acid      ADJ   10/69  5000          1.2 

POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

0090550   AROOSTOOK         Acid      ADJ   12/59  2812          1.2 

POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH«1 2812 

0090560   AROOSTOOK         NaF      ADJ   02/72  17%          1.2 

POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 17% 

0090600   QXPORD           NaF      ADJ   11/71  18%         1.2 

0511020   CARROL                    OONS  0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 18% 

0090610   KEMJEBEC          Acid      ADJ   03/73  10888          1.2 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10888 

ANDROSCOGGIN       NaF      ADJ    /76  422          5.4 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 422 

0090640   PISGAT/^IS        Acid      ADJ   12/72  2136          1.2 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 2136 

CUMBERLAND         NaF      ADJ  226          5.4 

POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 226 

PENDBSOOr         NaF      ADJ  340          5.4 

POPULATl^l  SERVED  BY  SOURCE  WA1"ER  SYSTEM 340 


S 


EAST  MILLINOCKET  WW 


EAST»I  ELEM  SCHX)L 


EASTPORT  WTR  00 


ELLSWORTH  WIR  00 


TOnCAL 


TOTAL 


TOTAL 


TOTAL 


PORT  FAIRFIELD  UHL  DIST 


PORT  KENT  MUN  WIS 


FRYEBURG  WAIER  00 
EAST  OCNWAY,  NH 


GARDINER  WIR  DIST 


GREEME  GENERAL  SCHOOL 


GUILPORD-SANGERVILLE 


HARPSWELL  ISL  SCHOOL 


HOLBROOK  SCHOOL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MAINE 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


HMDEN  EUa  SCHOOL 


HOULTON  WIR  00 


INDIAN  TOP  HOUSING  AlHH 


ISLAND  FALLS  WIR  00 


JACKMAN  WIR  DIST 


KEltEBEC  Wm  DIST 


LEEDS  CENIRAL  SQKOL 


LEWISraJ  WIR  DIST 


DDRING  AFB 


IXRING  AFB 


imiNG  AFB 


LUBEX;  W  &  EL 


EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in                         USED           START  SERVED    NAT   OPT 
^jO DATE LEVEL  LEVEL 

PEH)BS0GT         NaF      ADJ  191          5. A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 191 

0090700   ABOOSTDOK         Acid      ADJ   12/68  6360          1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 6360 

0090718   WASHINGTON         NaF      ADJ   00/84  350          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

0090720   AROOSTOOK         Acid      ADJ   12/67  970          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 970 

0090730   SOMERSET          NaF      ADJ   04/64  1272          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1272 

0090750   KENNEBEC          NaSiF6    ADJ   01/65  30000          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

ANDROSOOGGIN       NaF      ADJ  198          5.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 198 

0090830   ANDROSCOGGIN       NaSiF6    ADJ   05/70  42500          1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 42500 

0090185   AROOSTOCK         NaSiF6    ADJ  50          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAITR  SYSTEM 50 

0090228   AROOSTOOK         NaSiF6    ADJ    /58  50          1.2 

TCfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIHI 50 

0090915   AROOSTOOK         NaSiF6    ADJ    /58  10000          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

0090900   WASHINGTON         NaF      ADJ   03/72  2408          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2408 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MAINE 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

0090910      WASHINGTON                     NaF               AliJ      OA/66  1692                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1692 

0090920      AROOSTOOK                       Acid              ADJ      04/60  3868                        1.2 

lOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3868 

AROOSIIDOK                       NaF               ADJ  250                       5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

0090940      AROOSTOOK                       Acid              ADJ       11/71  1956                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1956 

0090%0      ANDROSCOGGIN                 Acid              ADJ       10/71  1976                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 1976 

0090970      OXFORD                            NaF               ADJ      01/67  4912                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTO^ 4912 

0090900      PEHBSOOT                       Acid              ADJ      07/60  7788                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7788 

0091100      PENOBSOOT                       NaF               ADJ      03/72  1888                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1888 

0091140      HANCOCK                           NaF               ADJ          /62  1800                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

0091180      amm                            NaF                ADJ          /52  2700                        1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

0091200      PEMOBSOOT                       Acid              ADJ      01/63  10020                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10020 

SAGADAHOC                       NaF               ADJ  218                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 218 


iilii 


MACHIAS  Wm  00 


MADAWASKA  WIR  DIST 


MAPLEHOJ  ELEM  SCHOOL 


MARS  HILL  -  BLAINE  WC 


MECHANIC  FALLS  WIR  GO 


MEXIOO  WIR  DIST 


MILLINOOCET  WIR  DIST 


NEWPORT  Wm  00 


NORTHEAST  HARBC»  WC 


NORWAY  WD 


OLDTTOWN  wm  DIST 


HUPPSBURG  ELEM  SCHOOL 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MAINE ^ 

WATER  SYSTEM  and EPA  CoOFItY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                        USED DATE  LEVEL     LEVEL 

PINEU^CEimR                                              0091270      OMBERUW                     Acid              ALU          /67  550                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 550 

PITISFIELD  Wm  WKS                                        0091280      SOMERSET                         NaF                AW      01/65  3568                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 3568 

PRESQUE  ISU:  wm  DIST                                  0091310      AROOSTOOK                       Acid              AIXJ      06/60  7120                        1.2 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 7120 

RlWTORDWmDIST                                            0091380      QXFX)RD                            NaF                AOJ       11/59  7500                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYST^ 7500 

SANTCRDWmDISr                                            0091A10      YORK                                Acid              ATXJ      02/72  17500                        1.2 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 17500 

SEAL  HABOR  wm  00                                          0091420      HANCOCK                           Acid              AOJ          /62  1036                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 1036 

SKDWHEXiAN  wm  00                                            0091450      SOMERSET                         Acid              AOJ      02/73  6368                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6368 

SOUfflWESr  HARBOR  WD                                      0091490      HANCOCK                           NaF                AIXJ      01/59  2364                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 2364 

HIINER  ELEM  SCHOOL                                                           ANDROSCOGGIN                 NaF                ADJ          /76  393                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 393 

VAN  BUREN  Wm  VIST                                       0091540      AROOSTOOK                       Acid              ADJ      01/67  3528                        1.2 

WTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIcM 3528 

W  HARPSWELL  ELEM  SCHX)L                                                 OWBERIiW                     NaF                AW  103                        5.4 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 103 

WASHBURN  wm  DIST                                          0091570      AROOSTOOK                       Acid              ALU       10/61  1080                        1.2 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1080 
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MAINE 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


WINIERKKT  WIR  DIST 


WINIHRDP  WIR  DIST 


0091640      WALDO  Acid 

TOTAL  P0PULATI»1  SERVED  BY  SCXJRCE  WATER  SYSTEM  -  - 

0091650      KEMNEBEC  Acid 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSIH^  -  - 


ADJ      02/73  1012 

1012 

ADJ   02/72  2720 
2720 


1.2 


1.2 


m 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND     ^__ 

WATER  SYSTEM  and EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cgNSECU?'vE'^YSTEMS  SERVED  ID  USED  SJ^AR^T   SERVED        ^NAT^     ^OPT^ 

ABEKDEEW  0120001      HARFORD  ADJ  /53  12375  1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 12375 

ABERDEEIJ  PROVING  GROUNDS  0120002      HARPORD  AOJ  /63  11000  1.0 

lOIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11000 

ACCIDENT  0110001      GARRETT  AOJ  /75         350  1.0 

TUEAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 350 

AMBESLY  0020049      ANNE  ARUNDEL  Acid  ADJ  /64       1000  1.0 

TOTAL  POPULATION  SESVED  BY  SOURCE  WAIHl  SYSTEM 1000 

AjjUAFOLIS  0020001      ANNE  ARUNDEL  Acid  AEU      08/54  40000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40000 

ANNATOLIS  LANDING  ANNE  ARUNDEL  ADJ  100  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

ARNOLD  0020041      ANNE  ARUNDEL  Acid  ADJ  /64     95000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 95000 

BALTIM3RE  ClTi  WS  0300002  BALTIM3RE  Acid  AEU       11/521100000  1.0 

ASHBURTON  0300001  BALTIMDRE  OONS  0 

BALTD  GO  D  P  W  0030002  BALTIMDRE  OONS  100 

ELKRIDGE  0130002  HOWARD  OONS  100 

ELLIGOTT  CITY-OOU^IBIA  0130003  HCWARD  OONS  46000 

HAhMDNDS  LN  0020038  ANNE  ARUNDEL  OONS  99 

M3NIEBEUD-2  0300003  BALTIMORE  OONS  0 

SAVAGE  0130004  HARPORD  OCWS  100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1146399 

BEL  AIR-BOWIE  0160002      PRINCE  GEDRGE'S  ADJ  /63     32000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32000 

BEL  AIR-MDWW  0120003      HARPORD  Acid  ADJ  /52     12000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 12000 


k 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

BEL  ALTCW                       0080005   CHARLES                   NATL  175     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 175 

BRQADCREEK                      002000A   ANNE  ARUNDEL       Acid      ADJ    /64  600          1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTO^ 600 

BRQADFXM)                       0110009   GARRETT           Acid      ADJ    /76  IW)          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1440 

CAMBRIDGE                       0090002   DCtlCHESIER                 NATL  15000     0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

CAROLINE  ACRES  TP                 0050204   CAROLINE                  NATL  246     0.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTH>1 246 

CEDARS  TRAILER  PARK                0050205   CAROLINE                   NATL  33     0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHK  SYSTB4 33 

CHARLES  iniL  00                  0080033   CHARLES                   NATL  1112     0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAKR  SYSTEM 1112 

CHESIERTOWN  UTIL  OOM^              0140002   KENT             Acid      ADJ   01/64  4000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

GRAIN  HIGHWAY                    0020052   ANNE  ARUNDEL       Acid      ADJ  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

CRISETELD                       0190001   SOMERSEn*                  NAH.  4578     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4578 

CRCFK»J  MEADOWS                  0020008   ANNNE  ARUNEEL      Acid      ADJ  9188          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 9188 

DAVID  TAYII»  NAVAL  STATICW          0020048   ANNE  ARUNDEL       NaF      ADJ    /54  1200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MARYLAND 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

DAWONS-HARMAN                                                  0050007       CAROLINE                                                NATL  60             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYST™ 60 

DENICN                                                               0050001       CAROLINE                                              NATL  2500            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 2500 

DOesEY  RD                                                         0020016      ANNE  ARUNDEL                 Acid              ADJ          /64  60000                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 60000 

DU  MAR  ESTA3ES                                                0080010      CHARLES                                                NATL  176            0.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 176 

EAST  NEW  MARKET                                              0090004      DORCHESTEH                                          NATL  400            0.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 400 

EASTON  inrUTIES                                            0200003      TALBOT                                                 NATL  7800            0.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7800 

EDGEWOOD  ARSENAL                                            0120010      HARpiORD                                               ACU  5000                        1.0 

TOTEAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

ELLEHCOD  ESTATES                                          0080057      CHARLES                                                NATL  215            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 215 

ELVATON  ROAD                                                    0020055      ANNE  ARUNItL                 Acid              ADJ  4500                        1.0 

TCTTAL  POPUIAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

EUTAW  FX3REST                                                    0080059      CHARLES                                                NATL  250            1.5 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAI'ER  SYSTEM 250 

PORD  HEUCHTS-PCKMCEY                                   0080012      (HARUES                                                NATL  96             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 96 

FX»EST  PARK-TRIMAC                                        0080013      CHARLES                                                NATL  0            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

FX)RT  MEAM:                      0020012   AbftJE  ARUNDEL       NaSiF6    ADJ   11/61  40000          1.0 

"lUEAL  POPULAnaJ  SERVED  BY  SOURCE  WATER  SYSTH^ 40000 

FREIMIICK-FISHING  CREEK  RESERV               FREOERICK                 ADJ    /61  13500          1.0 

■TOEAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 13500 

EREMRICK-FRAbOS  SOOIT  KEY         0100028   FREDERICK         Acid      ADJ  1400          1.0 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

FREDERICK-MDNACACY                0100015   FREDERICK         Acid      ADJ    /61  28000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28000 

FREEDCM  DISTRICT                  0060002   CARROLL           Acid      ADJ  16000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16000 

FRUITLAND                       0220008   WIOOMIOO                  ADJ  750          1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 750 

FT  DETRICK                      0100011   EREOERICK                 ADJ  2000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 2000 

FT  RITCHIE                      0210007   WASHINCTTON                 ADJ  2400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

GIBSON  ISLAND                    0020013   ANNE  ARUNDEL       Acid      ADJ   01/64  732          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 732 

GLOJDALE                        0020056   ANNE  ARUNDEl.               AliJ  4500          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

GREEN  MEADOWS                    0080017   CHARLES                   NATL  140     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

GREENSBCBD                      0050003   CAROLINE                  NATL  1200     0.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 1200 


384 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO       DATE LEVEL     LEVEL 

HAGERSTOWhHWILLSON  0210010      WASHINCTON  NaSiFG  ADJ  /52     70000  1.0 

HAGEKSTOWb^SMnHSBURG  0210019      WASHINGTON  OONS  2000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEW 72000 

HANOOCK                                                             0210012      WASHTNCnOJ                     NaSiF6          ADJ           /7A  1800                        1.0 

TOTAL  POPULATION  SESVED  BY  SOURCE  WA3ER  SYSTO^ 1800 

HARFXM)  00  DEPT  PUB  WORKS                                                HARFXM)                                                  AOJ           /68  40000                         1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM AOOOO 

HARUNDALE                                                         0020015      ANNE  ARUNDEL                 Acid              ADJ  20720                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20720 

HAVRE  DE  GRACE                                                0120012      HARFORD                           NaSiF6          ADJ           /74  10000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

HAWIHORNE                                                         0080018      CHARLES                                                NATL  84            1.3 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 84 

HERALD  HARBOR                                                  0020044      ANNE  ARUNDEL                 Acid              ADJ          /64  2000                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

INDIAN  HEAD                                                     0080020      CHARLES                                                NATL  1500            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

imAN  UnL  00                                                  0080022      CHARLES                                               NATL  132            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 132 

JENKINS  lANE                                                   0080023      OlARLES                                                NATL  172            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 172 

JOPPATOWNE                                                       0120013      HARFORD                                               ADJ      01/62  1250                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

KINGS  HEUCHTS                                                    0020018      ANNE  ARUNDEL                  Acid              ADJ           /64  10884                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10884 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

LA  PLATA                                                           0080025      CHARLES                                               NATL  1700            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3EP.  SYSTOd 1700 

LAUREL  BRANCH                                                  0080060      CHARLES                                               NATL  250             1.3 

TOTAL  POPULATIC»g  SERVED  BY  SOURCE  WA3ER  SYSTEM 250 

LAUREL  DRIVE                                                    0080026      CHARLES                                               NATL  A8            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM A8 

LEXINCTCN  PARK-ESSEX  0180007  ST  MARY'S  NaF               ADJ  /76     10000                        1.0 

LEHNCnCN  PARK-BANK  SQUARE  0180027  ST  MAIL'S  0»iS                   15000 

LEXINGTON  PARK-PBGG'S  ROAD  0180028  ST  MARY'S  COtiS                          0 

LEXINCnCN  PARK-WILUDW  RUN  0180025  ST  MARY'S  OONS                         0 

LEXTINGCW  PARK-OOLCNY  SQUARE  0180026  ST  MARY'S  COtiS                         0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 25000 

MARSH  CREEK  TP-EASTOJ                                   0050028      CAROLINE                                             NATL  45            0.0 

TOTAL  POPULATION  SERVED  BY  SCftJRCE  WATER  SYSTEM 45 

MARYLAND  CITY-RT  198                                    0020059      ANNE  ARUNDEL                                      ADJ  0                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO»1 0 

MARYLAND  CITY-YELLOW  SPRING                       0020021      ANNE  ARUNDEL                 Acid              ADJ      01/64  4404                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4404 

MEAM:  VILLAGE                                                  0020023      ANNE  ARUNDEL                 Acid              ADJ          /64  200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR  SYSTEM 200 

MT  AIRY                                                             0060007      CARROU.                          NaF               ADJ  1500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

m  CARMEL  WOC«S                                              0080030      OlARIJES                                               NATL  0            0.9 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 0 

NAVAL  ELECIRONICS  SYSIH^                           0180024      ST.  MARY'S                                          NATL  27            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  27 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

NAVAL  ORDINANCE  STATION                               0080058      CHARLES                                                NATL  0            0.8 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 0 

NAVAL  TECH  TEAINING  DEHACHMENr                 0020042      CECIL                              NaSiF6          ADJ  8000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 8000 

NEW  WINDSOR                                                     0060008      CARROLL                           Acid              ADJ      01/68  750                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 750 

NBWKWJ  VILLAGE                                              0080032      CHARLES                                                NATL  0            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB4 0 

QAKWOOD                                                             0080055      CHARI£S                                                NATL  0            0.7 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 0 

QXPORD  UnUTIES                                            0200005      TALBOT                                                 NATL  850            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  §YSTEM 850 

PARKWAY                                                             0080035      CHARLES                                                NATL  0            1.2 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 0 

PAIUXENT-NAVAL  STATION                                 0180022      ST.  MARY'S                     NaSiF6          ADJ           /55  4000                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

PAnJXENT-WSSC  0160014      PRINCE  GEORGE'S  Acid  ADJ       12/51482000  1.0 

FOrCMAC-WSSC  0150005      MOMIOMRY  CXDNS  723000 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAlEk  SYSTEM - 1205000 

PERRY  POINr  HOSPITAL                                    0070017      HARFORD                           Acid              ADJ  3000                        1.0 

TCriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

PEKRYMAN                                                           0120016      HARFXM)                           Acid              ADJ  35000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35000 

PHILLIP  DRIVE                                                  0020017      ANNE  ARUNDEL                 Acid              ADJ  4500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAllR  SYSTEM 4500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

PINEY  FT                        0180010   ST  MARY'S                 NATL  25     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 25 

POOOMDKE                        0230006   WORCESTHl                 ADJ    /73  3800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTIcM 3800 

PCMFRCr  ESTATES                  0080037   CHARLES                   NATL  124     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 124 

POTOMAC  HEIOirS                  0080038   CHARLES                   NATL  2000     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

POTCMAC  WTL  INC                  0080094   CHARLES                   NATL  396     0.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 3% 

PROSPECT  BAY                     0170009   QUEEN  ANNE'S               NATL  0     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 0 

PROVINCES                       0020029   ANNE  ARUNDEL       Acid      ADJ    /72  3000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

QUARTHIFIELD  ROAD                 0020054   ANNE  ARUNDEL       Acid      ADJ  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

QUIEI  ACRES-BILLINGSLEY             0080011   CHARLES                    NATL  0     0.9 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSrEM 0 

RED  HILL  ESTATES                  0080040   CHARLES                    NATL  1%     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 196 

ROCK  HALL                       0140006   KEM             Acid      ADJ  1200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

ROOCVILLE                       0150003   MDNTOOMERY         Acid      ADJ   12/58  40000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40000 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

RLWBLEY                                                             0190014      SOMERSCT                                              NAll.  175            0.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

RU^LEY-FRElJCmOWN                                        0190003      SOMERSET                                              NATL  50            5.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

SALISBURY-MAIN  ST                                          0220004      WIOQMICO                         Acid              ADJ       04/59  10000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

SALISBURY-PALBO                                              0220010      WICOMICO                         Acid              ADJ  10000                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

SAWMILL  BRANCH                                                0020014      ANNE  ARUNDEL                 Acid              ADJ      01/64  12000                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

SECRETARY                                                         0090007      DORCHESTER                                          NATL  500            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 500 

SEVEKNDALE                                                          0020034       ANNE  ARUNDEL                  Acid               ADJ  26228                         1.0 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATEH  SYSTEM 26228 

aiARPSBURG                                                          0210017      WASHINCTON                                            ADJ  1200                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

SMXTH  ISLAND-CAPITOL-EWELL                         0190005       SOMERSET                                              NATL  38            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATlvK  SYSITW 38 

a^XTH  ISLANEHEWELL                                        0190004      SOMERSET                                              NAll.  38            0.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 38 

SmiH  ISLAND-FIELD-EWELL                              0190008       SOMERSET                                                NATL  76             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 76 

a^ITH  ISLAND-HILL-EWELL                                0190007       SCMERSET                                                NATL  100             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SKLTti  ISLAND-MID  TOWN-EI^IELL                       0190006      SOMERSET                                             NATL  34            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 34 

SMJin  ISLAND^IHMXS  POINT  N                       0190009      SOMERSET                                             NA3L  100            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSYQA 100 

SMITH  ISLAND-RHODES  POINT  S                       0190010      SOMERSET                                             NATL  59            0.0 

TOTAL  POPULATK^I  SERVED  BY  SOURCE  WATER  SYSTEM 59 

SMITH  ISLAND-TYLERTOJ                                  0190011       SOMERSET                                             NATL  165            0.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 165 

SMITHSBURG                                                       0210018      WASHINGIOJ                                          ADJ  1000                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

aCW  HILL                                                         0230007      WORCESTER                                           ADJ       11/58  2800                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

STEVENSOJ  ROAD                                                0020051      ANNE  ARUNDEL                 Acid              ADJ  4500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

STEVENSOJVILLE  VILLAGE  IHIL                       0170005      QUEEN  ANNE'S                                      NATL  125             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 

SWAN  POINT                                                       0080046      CHARLES                                               NATL  133            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TEH  SYSTEM 133 

TEATES  SUPPLY                                                  0080047      CHARLES                                               NATL  50            0.8 

TOTAL  POPULATTC^J  SERVED  BY  SOURCE  WATER  SYSTEM 50 

TELEGRAPH  ROAD                                                0020057      ANNE  ARUNTEL                 Acid              ADJ  4500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

THELMA  AVE                                                       0020053      ANNE  ARUNDEL                 Acid              ADJ  4500                        1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 4500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MARYLAND 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

"MKHGNT                                                           0100023      FREDERICK                                            ADJ  2800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

VAN  BIBBER                                                                          HARFORD                                               ADU          /63  10000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

VICTOR  CULLEU  CEHTm                                    0100024      FREDERICK                       NaSiF6          ADU          /61  275                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 275 

VIEMIA                                                               0090008      DORCHESTER                                          NAIL  450            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

WALDORF-ST  JOIN                                              0080080      CHARLES                                                NATL  0            1.3 

TOTAL  POTULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 0 

WALDORF-ST  PAUL                                              0080076      CHARLES                                                NATL  0            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 0 

WALKERSVILLE-RESERVDIR  PLANT                                        FREDERICK                                            ADJ          /73  2000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

WALKERSVILLE-WELL  PLANT                               0100025      FREDERICK                                            ADJ          /75  1400                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

WESTMINISTER                                                    0060015      CARROLL                           Acid              ADJ           /64  7500                        1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

WDOCaJM)  VILLAGE                                            0080053      CHARLES                                                NAIL  350            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS      

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO    DATE LEVEL    LEVEL 

ACION  2002000      MIDDLESEX  NaF  AEU      09/70     17A31  1.0 

•TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 17431 

AMESBURY  3007000      ESSEX  NaF  AIXJ       11/68     13923  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 13923 

ANDOVER  3009000      ESSEX  Acid  AEU      09/69    27154  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 27154 

ASHBURNHAM  2011000      WORCESTER  NaF  ADJ       11/52      4332  1.0 

TOEAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 4332 

A3H0L  1015000      WORCESOTR  NaF  AEU       11/52     10321  1.0 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 10321 

ATELEBORO  3344000      BRISTOL  Acid  ADJ      04/73     32233  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 32233 

AYER  2019001      MIDDLESEX  NaF  ADJ       10/58      3000  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH«1 3000 

BEDfXM)  3023000      MIDDLESEX  NaF  ADJ      06/78     11709  1.0 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTB^ 11709 

BELCHERTCWN  STATE  SCHOOL  1024000      HAMPSHIRE  NaF  AW       11/46         750  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmd 750 

BEVERLY  3030001      ESSEX  Acid  ADJ       12/52     7262A  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 72624 

BOURNE  4096001      BARNSTABLE  NaF  AEU      01/60      5000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH>1 3000 

CAMBRIDGE  3049000      MIDDLESEX  NaSiF6  AEU      04/74    86865  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 86865 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

CANTON  3050000      NORFDLK  NaF  ADJ      OA/78  17550  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTOi 17550 

OOHASSET  3065000      NDRFDLK  NaF  ADJ      06/56       7149  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 71A9 

OONOORD  3067000      MIDDLESEX  NaF  ADJ      03/70  15636  1.0 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 15636 

DANVESS  3071000      ESSEX  NaSiF6  ADJ      05/51  28706  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 28706 

DEDHAM  WA3HI  00  3073000      NORFOLK  NaF  ADJ      01/77  36904  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 36904 

ESSEX  3092000      ESSEX  Acid  ADJ       12/54      2971  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2971 

FALL  RIVER  4095000      BRISTOL  NaSiF6  ADJ      03/73    97741  1.0 

TIVERTON,  RI  1592018      NEWPORT  OONS  0 

TOTAL  PCMJLATION  SERVED  BY  SOURCE  WATER  SYSTEM 97741 

FITCHBURG  2019001      WORCESTER  NaSiF6  ADJ      06/75  39576  1.0 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WAIER  SYSItM 39576 

ERAMCLIN  4101000      NORFOLK  NaF  ADJ       11/70  17865  1.0 

■TOTAL  POPUUfflON  SERVED  BY  SOURCE  WATER  SYSTEM 17865 

GLOUCESTHl  3107000      ESSEX  Acid  ADJ      07/81  24946  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 24946 

HAMTUTON  3119000      ESSEX  NaF  ADJ      03/56       7103  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 7103 

HARDWICK  2124003      WORCESTER  NATL  125  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAllR  SYSTEM 125 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS     

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HAVERHILL  3128000      ESSEX  NaSiFfa  ADJ      09/71  46172  1.0 

TOTAL  POPUUmON  SEKVED  BY  SOURCE  WSm  SYSTO4 46172 

HINGHAM  WAIHl  00  3131000      PLYMDimi  Acid  ADJ      05/53  30439  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30439 

HOLLISTON  4136000      MIDDLESEX  NaF  ADJ       10/70  12606  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTH<1 12606 

HOLYOKE  1137000      HAMPieJ  Acid  ADJ      06/70  43125  1.0 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 43125 

HUDSOJ  2141000      MICDLESEX  NaF  ADJ      01/8j  17251  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIH(  SYSTEM 17251 

IPSWICH  3144000      ESSEX  Acid  ADJ       10/71  11368  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11368 

LAWRENCE  3149000      ESSEX  NaSiF6  ADJ      03/83  58785  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTB^ 58785 

LINCOLN  3157000      MimLESEX  NaF  ADJ      04/71       6902  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSI^ 6902 

LOWELL  3160000      MIDDLESEX  Acid  ADJ      06/82     95339  1.0 

mMm  3079000      MIDDLESEX  OONS  9556 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 104895 

LYNN  3163000      ESSEX  Acid  ADJ      08/83  78463  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 78463 

LYNNFIELD  CIR.  3164000      ESSEX  NaF  ADJ       11/59       7248  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 7248 

MANCHESTER  3166000      ESSEX  NaF  ADJ       10/83      5472  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO«1 5472 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MARLBOROUGH  2170000   MIDDLESEX         Acid      ADJ   11/82  34294  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 34294 

MEDWAY  4177000   NDRFDLK  NaF      ADJ   12/53   9037  1.0 

MILLIS  3187000   NORFDLK  OQNS        3000 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 12037 

MEMK)LITAN  WAIHl  DIST  (MDC)        5000000   SUFFOLK           Acid      ADJ   06/781569639  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1569639 

NEEDHAM                        3199000   NORFOLK           Acid      ADJ   11/71  27870          1.0 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 27870 

NEWBURYFOO"                     3206000   ESSEX            NaF      ADJ   03/69  18810          1.0 

TCTTAL  FOPULATK^  SERVED  BY  SOURCE  WAIER  SYSTEM 18810 

NORTH  ANDCfVER                    3210000   ESSEX            Acid      ADJ   05/75  19711          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 19711 

VOKm  READING                    3213000   MIEDLESEX         NaF      ADJ   08/71  11897          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 11897 

PEABODY                         3229000   ESSEX            NaF      ADJ   02/83  45766          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 45766 

PEMBROKE                        4231000   PLYM3UIH          NaF      ADJ   09/69  13519          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIIER  SYS1D1 13519 

READING                         3246000   MIDDLESEX         Acid      ADJ   06/69  21993          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21993 

ROCKPORT                        3252000   ESSEX            NaF      ADJ   02/84  6793          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 6793 

RDYALSTON                       2255000   WORCESTER                  NAIL  200     1.1 

'TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS  

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO DATE LEVEL  LEVEL 

SCITUATE  426A000   PLYMCXmi  NaF      AIXI   07/54  17287  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 17287 

SEEXONK  4265000   BRISTOL  NaF      ADJ   11/52  12271  1.0 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 12271 

SHARON  4266000   NORFOLK  NaF      ADJ   12/53  14581  1.0 

•TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14581 

SHREWSBURY  2271000   WORCESim         Acid      ADJ   12/53  22181  1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 22181 

SCMERSET  4273000   BRISTOL  NaF      ADJ   06/69  19524  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19524 

SOUfflBRIDGE  2278000   WORCESTER         Acid      ADJ   03/71  16501  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 16501 

SUDBURY  3288000   MIDDLESEX         NaF      ADJ   12/60  13736  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 13736 

SWANSEA  4292000   BRISTOL  NaF      ADJ   09/69  14747  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14747 

TAUNTON  4293000   BRISTOL  Acid      ADJ   12/81  43201  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 43201 

TEMPLtnOJ  2294000   WORCESTER         NaF      ADJ   06/51   5936  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5936 

TDPSFIELD  3298000   ESSEX  NaF      ADJ   12/53   5480  1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 5480 

WAKEFIELD  3305000   MIDDLESEX         Acid      ADJ   04/78  24495  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24495 
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P0PUU\TI0N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MASSACHUSETTS 

WATER  SYSTEM  and iPA  COU^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED DATE  LEVEL     LEVEL 

WALTOLE  3307000      NORFOLK  NaF  ALU       03/77  18092  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18092 

WARE  1309001      HAMPSHIRE  NATL  72  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE»  SYSTEM 72 

WQJHAM  3320000      ESSEX  NaF  ADJ       01/67  3838  1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3838 

WESTBOBDUCH  2328000      WORCESTER  NaF  ADJ       12/7A  135A9  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13549 

WESMDHOTIl  2332000      WORCESTER  NaF  ADJ      01/68  5510  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 5510 

WEYMXJIH  3336000      NORFOLK  Acid  ALU      03/72  53735  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 53735 

WINCHESIER  3344000      MIDDLESEX  NaF  ADJ      03/56  20763  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSITiM 20763 


397 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

0000030      EMAWEE                                                 NATL  655            0.7 

TCTEAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 655 

OOOOOAO      LEMAWEE                           Acid              ADJ       11/60  21186                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATES  SYSTH^ 21186 

0000070      UISOOLA                                               NATL  538            1.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 538 

0000100      CALHOUN                           Acid              ADJ       11/66  11059                        1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 11059 

0000110      ST.  CLAIR  Acid  ADJ      09/A9      4412  1.0 

0001A50      ST.  CLAIR  OCWS  5820 

0001550      ST.  CLAIR  OONS  200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10432 

0000120      ALLEGAN                           Acid              ADJ      01/73  4494                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 4494 

0000140      (RATIOT                           Acid              ADJ      08/65  9700                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 9700 

0000160      ALPENA  NaF  ADJ      09/58     12214  1.0 

0000170      ALPENA  OMJS  4500 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 16714 

0000220      WASHTENAW  NaSiF6  ADJ       12/51  107%6  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 107%6 

0000240      MACOMB  NATL  1392  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1392 

0000340      mMM  NATL  3278  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIiM 3278 


AH)ISai 


ADRIAN 


AKROl 


ALBIOJ 


AuaaiAc 

CLAY  TWP 

OOLCNY  ASSOC 


ALLEGAN 


AI>1A 


ALPEm 

ALPENA  TWP 


ANN  ARBOR 


ARMADA 


BAD  AXE 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN 

WATER  SYSTEM  and i^A  c5Um^  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                                                  ^^^^ DATE  LEVEL    LEVEL 

BANCPDfT                                                           0000370      SHIAWASSEE                                          NATL  618            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 618 

BANOOR                                                               0000380      VAN  BUREN                       Acid              ADJ      06/73  2001                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 2001 

BAR^^                                                               0000410      BARAGA                            Acid              AOJ      07/72  1055                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO-l 1055 

BATTLE  CREEX-VERDNA                                      0000450      CALHOUN                           Acid              ADJ      04/51  35724                        1.0 

OONVIS  III /VERONA  AREA                             0005232      CALHOUN                                                OONS  1632 

EM^ETI  TWP                                                    0002125      CALHOUN                                                OONS  500 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 37856 

BAY  CITY                                                           0000470      BAY                                  Acid              ADJ       11/52  41593                        1.0 

BANOOR  M3NITOR-ME:IRO                                 0000400      BAY                                                       OONS  4200 

BANOOR  TWP                                                    0000390      BAY                                                       OONS  14000 

ESSEXVILLE                                                    0002180      BAY                                                       OONS  4375 

FRANKEMJUST  ™p                                          0002410      BAY                                                       CONS  1200 

FRASER  TWP                                                    0002465      BAY                                                       OONS  1303 

HAMPTON  TWP                                                  0002%0      BAY                                                       OONS  6050 

KAWKAWLIN  TWP                                              0003565      BAY                                                       OONS  3112 

MERRIT  TWP                                                    0004280      BAY                                                       OONS  440 

MDNITOR  TWP                                                  0004440      BAY                                                       OONS  6055 

FCRTSMXnH  IWP                                            0005540      BAY                                                       OONS  3075 

WILLIAMS  TWP                                                0007125      BAY                                                       OONS  3190 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 88593 

BEECHER  METRO  DIST                                        0000540      GEMESEE                                               NATL  18528            1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18528 

BELDING                                                             0000560      IONIA                              Acid              ADJ           /71  5653                        I.O 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5653 

BENTON  HARBOR                                                  0000600      BERRIEN                           NaSiF6          ADJ      09/51  14612                        1.0 

BENTON  TWP                                                    0000605      BERRIEN                                                OONS  2084 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 166% 

BERGLAND                                                           0000620      ONTONAGON                                            NATL  420            0.7 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0000710   MECOSTA           Acid      ADJ   OA/61  12000          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

0000750   LQIAWEE           Acid      ADJ   11/73  3230          1.0 

TOrCAL  POPULATICW  SERVED  BY  SOURCE  WAItS  SYSTHd 3230 

0000760   OAKLAND                   NATL  240     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 240 

0000800   CHARLEVOIX         Acid      ADJ   11/73  3348          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 3348 

0000850   BERRIEN           Acid      ADJ   12/68  2235          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2235 

0000860   LIVINGSTON         Acid      ADJ    /64  4268          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4268 

0000890   LENAWEE                   NATL  822     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 822 

0000910   BRANCH            Acid      ADJ   10/67  2271          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2271 

0000920   JACKSON           Acid      ADJ   03/74  1110          1.0 

TOTAL  POPULAllON  SEKVED  BY  SOURCE  WATER  SYSTEM 1110 

0000930   SANILAC                   NA:1L  1250     1.5 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSlH-l 1250 

0000960   BERRIEN           NaF      ADJ   10/52  5136          1.0 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WATER  SYSTEM 5136 

0001000   ST.  JOSEPH         Acid      ADJ   04/74  853          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 853 


BIG  RAPIDS 


BLISSFTELD 


BLOOMER  PARK 


BOYNE  CITY 


HIIDCMAN 


BRicmai 


BRITICN 


BBDNSOJ 


BROCKLYN 


BRDWN  CITY 


BUCHANAN 


BURR  OAK 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


BYRON 


CAMDEU 


CAPAC 


CARD 


CARD  STAIE  HME 


CARSON  cin 


CASEVIIiE 


CASS  ClTi 


CASS  LAKESIDE  SUBD 


CEDAR  SPRINGS 


(HARLEVDIX 


CHARLEVOIX  TWP 


FPA COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

''In                                                              USED                          START  SERVED  NAT       OPT 

^!^ DATE LEVEL     LEVEL 

0001020      SHIAWASSEE                                          NATL  689            0.7 

TOfEAL  lOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 689 

0001050   HILLSDALE                  NATL  A20     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ ^20 

0001110   ST.  CLAIR                  NATL  1379     1.2 

TOflAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 1379 

0001130   TUSCOLA                   NATL  4700     0.9 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATtR  SYSTEM 4700 

OOOllAO   TUSOOLA                   NATL  1000     0.7 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 1000 

0001170   MONTCALM          Acid      ADJ   10/66  1217          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1217 

0001190   HURON                     NATL  851     0.7 

TXJIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 851 

0001220   TUSOOLA                   NATL  2A00     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 2A00 

0001230   OAKLAND                   NATL  500     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

0001260   KEM-             Acid      ADJ   10/58  2000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

0001330   CHARLEVOIX         Acid      ACU   10/53  3296          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 32% 

0001335   CHARLEVOIX                 NATL  250     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

EATON                              Acid              ADJ      06/63  8251                        1.0 

BY  SOURCE  WAIER  SYSTEM 8251 

ST.  CLAIR                                              NATL  50             1.6 

BY  SOURCE  WATER  SYSTEM 50 

CHEBOYGAN                                              NATL  5106             1.1 

BY  SOURCE  WATER  SYSTQ1 5106 

WASHmiAW                       NaSiF6          ADJ      05/61  3816                        1.0 

BY  SOURCE  WATER  SYSTEM 3816 

GRAND  -mAVERS                                      NATL  100             1.3 

BY  SOURCE  WATER  SYSTEM 100 

CLARE                              Acid              ADJ       11/70  3300                        1.0 

BY  SOURCE  WATER  SYSTEM 3300 

LAPEER                                                   NATL  406             1.1 

BY  SOURCE  WATER  SYSTEM 406 

BRANCH                             Acid              ADJ      05/56  1760                        1.0 

BY  SOURCE  WATER  SYSTH^ 1760 

LAPEER                                                 NAIL  953            1.1 

BY  SOURCE  WATER  SYS'IH^ 953 

OAKLAND                                                 NATL  40             1.2 

BY  SOURCE  WATEE  SYSTEM 40 

SHIAWASSEE                                          NATL  3206            0.7 

BY  SOURCE  WAIER  SYSTEM 3206 

GENESEE                                               NATL  6082            0.8 

BY  SOURCE  WATEK  SYSTEM 6082 


f 


CHARLDTIE  0001340 

TOTAL  POPULATIOJ  SERVED 
CHARMWDCO  VILLAGE  APTS  0001345 

TOfEAL  POPULATIOJ  SERVED 
CHEBOYGAN  0001360 

TOTEAL  POPULATIOJ  SERVED 
CHELSEA  0001370 

TOTAL  POPULATION  SERVED 
CHBRRYWOOD  OOMCINS  GONDO  0001375 

TOTEAL  POPULATION  SERVED 
CLARE  0001420 

TOTAL  P0PULATIC»1  SERVED 
0001460 

TOTEAL  POPULATION  SERVED 
0001510 

TOTAL  POPULATION  SERVED 
0001570 

TOTAL  POPULfliTION  SERVED 
COOPERATIVE  HOMESTEAD  0001601 

TOTAL  POPULATiai  SERVED 
OORUNNA  0001640 

TOTAL  POPULATIOJ  SERVED 
DAVISON  0001720 

TOTAL  POPULATiai  SERVED 


CLIFTORD 


GOLDWATER  REG  CEMER 


OOLUMBIAVILLE 


402 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


DEHBDIT 
ALLEN  PARK 
ALKKT 
ASH  TWP 
AUBURN  HILLS 
BELLEVILLE 
BERLIN  TWP 
BLDCMFIELD  HILLS 
BDXMFIELD  TWP 
BRCWNSTOWN  TWP 
CANTON  TWP 
dNIERLINE 
CHESTERFIELD  IWP 
GLINTON  TWP 
MiARBORN 
DEARBORN  HEIGHTS 
EAST  DEIFDIT 
BOORSE 
FARMINGTON 
FARMINGTON  HILLS 
FEENDALE 
FLAT  ROCK 
FLINI 
raASBR 
GARDEN  CITY 
GENESEE  00  DRAIN  0CM4 
BURTON 
CLAYICN  IWP 
CLIO 

DAVISON  TWP 
FLTNI  TWP 
FLUSHING 
FLUSHING  TWP 
GAINES  TWP 
GENESEE  TWP 
M3NMDSE 
Ml  M3RRIS 
MT  MORRIS  TWP 
MLM)Y  TWP 
SWART2  CREEK 
VIENNA  TWP 
GIBRALTAR 
(50SSE  ILE  TWP 
CROSSE  PTE  PARK 
CROSSE  PTE  SaXES 
CROSSE  PTE  WOC»S 


EPA 
ID 
NO 


COUNTY 


0001800 

WAYNE 

0000130 

WAYNE 

0000150 

LAPEES 

0000245 

WAYNE 

0O05A50 

OAKLAND 

0000580 

WAYNE 

0000635 

WAYNE 

0000775 

OAKLAND 

0000790 

OAKLAND 

0000940 

WAYNE 

0001100 

WAYNE 

0001290 

MAOnMB 

0001390 

MAOnMB 

0001480 

MACnMB 

0001730 

WAYNE 

0001740 

WAYNE 

0001950 

MACOMB 

0002050 

WAYNE 

0002230 

OAKLAND 

0002240 

OAKLAND 

0002280 

OAKLAND 

0002300 

WAYNE 

0002310 

GH^ESEE 

0002460 

MACOMB 

0002550 

WAYNE 

0002615 

GENESSEE 

0001010 

GENESEE 

0001455 

GENESEE 

0001490 

GENESEE 

0001725 

GENESEE 

0002320 

GENESEE 

0002340 

GENESEE 

0002345 

GENESEE 

0002525 

GENESEE 

0002617 

GENESEE 

0004180 

GENESEE 

0004520 

GENESEE 

0004525 

GENESEE 

0004555 

GENESEE 

0006505 

GENESEE 

0006795 

GENESEE 

0002630 

WAYNE 

0002870 

WAYNE 

0002900 

WAYNE 

0002910 

WAYNE 

0002920 

WAYNE 

CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


Acid 


ADJ       08/671203339 


1.0 


CONS 

34196 

OONS 

1864 

OONS 

2000 

CONS 

14000 

OONS 

2600 

OONS 

1000 

OONS 

3700 

OONS 

43000 

OONS 

7300 

OONS 

8800 

OONS 

9286 

OONS 

10000 

OONS 

37900 

CONS 

90660 

OONS 

67706 

OONS 

38280 

OONS 

14447 

OONS 

11200 

OONS 

52600 

OONS 

26200 

OONS 

6850 

OONS 

193317 

CONS 

14500 

OONS 

35640 

OONS 

0 

OONS 

3300 

CONS 

554 

OONS 

2364 

OONS 

1878 

CONS 

9424 

OONS 

8624 

OONS 

1664 

CONS 

534 

OONS 

1795 

OONS 

1900 

OONS 

3246 

OONS 

5088 

OONS 

345 

CONS 

5013 

OONS 

1940 

OONS 

3900 

OONS 

7900 

OONS 

13639 

OONS 

3122 

OONS 

18886 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM    STATUS  FLUOR 

POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 

USED           START 

SERVED    NAT   OPT 

NO 

DATE 

LEVEL  LEVEL 

HANfmAMCK 

0002970 

WAYNE 

OONS 

21300 

HARPER  WOODS 

0003020 

WAYNE 

OONS 

16361 

HAZKL  PARK 

0003100 

OAKLAND 

OONS 

2100 

HURON  TWP 

0003320 

WAYNE 

OONS 

8700 

IMLAY  CITY 

0003340 

LAPEER 

OONS 

24% 

INKS'llR 

0003360 

WAYNE 

OONS 

35190 

KFHD  HARBOR 

0003595 

OAKLAND 

CONS 

2700 

LAPblK 

0003780 

LAPfclR 

OONS 

6225 

QAKDALE  CENllE 

0003790 

LAPEER 

OONS 

2000 

LINOOLN  PARK 

0003870 

WAYNE 

OONS 

45105 

LDJQflA 

0003930 

WAYNE 

OONS 

104814 

MAOTMB  TWP 

0003990 

MADGMB 

OONS 

4500 

MADISON  HEIGHTS 

0004000 

OAKLAND 

OONS 

35400 

MAYFIFTD  TWP 

0004178 

LAPEER 

OONS 

468 

MELVINDALE 

0004220 

WAYNE 

OONS 

12322 

N0R3HVIT,TK 

0004830 

WAYNE 

OONS 

5698 

NDRTHVIT.TK  TWP 

0004845 

WAYNE 

OONS 

3500 

NOVI 

0004870 

OAKLAND 

OONS 

15000 

OAK  PARK 

0004880 

OAKLAND 

OONS 

31500 

ORION  IWP 

0005035 

OAKLAND 

OONS 

500 

PLYM3UIH 

0005400 

WAYNE 

OONS 

9986 

PLYMDUIH  TWP 

0005420 

WAYNE 

OONS 

13100 

POtTYIAC 

0005440 

OAKLAND 

OONS 

76700 

REIMDRD  TWP 

0005640 

WAYNE 

OONS 

72400 

RIVER  ROUGE 

0005690 

WAYNE 

OONS 

12912 

RIVERVIEW 

0005690 

WAYNE 

OONS 

14569 

RDCHES'l-bR  Hni.S 

0000325 

OAKLAND 

OONS 

45000 

ROCKWDOD 

0005750 

WAYNE 

OONS 

3350 

RCMUUIS 

0005785 

WAYNE 

OONS 

24857 

RDSEVIT.TK 

0005820 

MAOOMB 

OONS 

54311 

ROYAL  OAK  TWP 

0005840 

OAKLAND 

OONS 

5800 

S  ROCKWDOD 

0006130 

MONROE 

OONS 

1477 

SE  OAKLAND  00  WAllR  AUIH 

0006150 

OAKLAND 

OONS 

0 

BERKLEY 

0000630 

OAKLAND 

OONS 

18600 

BEVERLY  HILT.S 

0000690 

OAKLAND 

OONS 

10900 

BINGHAM  FARMS 

0000715 

OAKLAND 

OONS 

500 

BIRMINGHAM 

0000730 

OAKLAND 

OONS 

21900 

CLAW90N 

0001440 

OAKLAND 

OONS 

15200 

HlMTINCnON  WOODS 

0003310 

OAKLAND 

OONS 

6900 

LA3HRUP  VILLAGE 

0003800 

OAKLAND 

OONS 

4700 

PLEASANI  RIDGE 

0005390 

OAKLAND 

OONS 

3100 

ROYAL  OAK 

0005830 

C^U<LAND 

OONS 

70800 

SOinHFIEID 

0006160 

QMOJm 

OONS 

73900 

SHRIBY  IWP 

0006010 

MAOnMB 

OONS 

4000 

SOLTIHGIAIE 

0006170 

WAYNE 

OONS 

32058 

ST  CLAIR  SHORES 

0006280 

MADQMB 

OONS 

76210 

b"iliRLING  HEIGHTS 

0006385 

MADOMB 

OONS 

108999 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN ^ STATUS     FLUOR       POP       NATURAL  SYSTbMb 

WATER  SYSTEM  and                                                         ^PA                     UUuniY                                                                 START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  pATE  LEVEL     LEVEL 

SlWPIHl  TWP  0006A60  WAYNE  OONS  2600 

TAYIi»  00065A5  WAYNE  ^  77568 

TSEifTOti  0006650  WAYNE  OONS  IZ/bZ 

.jgQY  0006690  OAKLAND  OONS  69000 

^jYicA  0006760  MADOMB  OONS  5282 

VANBURQJTWP  0006770  WAYNE  CONS  9400 

W  BliXMFIELD  TWP  0006975  OAKUM)  OONS  26500 

^j^^ggQj  0006900  MAOOMB  OMS  1611J1 

WASHnODNTWP  0006905  MADOMB  OONS  100 

Vj^^YNE  0006950  WAYNE  OONS  21159 

^jf^n^ftjjD  00070A0  WAYNE  OONS  84603 

VmmVEM  0007180  WAYNE  COtiS  10902 

TOTAL  EOPULATICN  SERVED  BY  SOURCE  WAKR  SYSTQI 3661616 

IX)MAGIAC  0001860      CASS  Acid  AOJ  /70  6400  1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTO>1 6^*00 

^YDEH  0001870      LAPEER  NATL  650  1.1 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYSmi 650 

HjtSXE  0001880      MONROE  Acid  ADJ  /72  2575  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2575 

E  CHINA  TWP  0001940      SI.  OMR  NaSiF6  ADJ      04/62       3100  1.0 

CHINA  IWP  0001415      ST.  CLAIR  OONS  23 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3125 

E  I^ING-MERIDIAN  WP  AUIH  0001995       INGHAM  Acid  ADJ       10/55  0  1.0 

EI^ING  0001990      INGHAM  OONS  48000 

MERIDIAN  TWP  0004260      INGHAM  OONS  27500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlliR  SYSTEM 75500 

EAST  XRDAN  0001970      CHARLEVOIX  Acid  ADJ      04/58      2185  1.0 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2185 

EA^TAWAS  0002010      lOSOO  Acid  AOJ  2584  1.0 

BALDWIN  TWP  0000355       lOSOO  ^^  100 

TAWAS  CITY  0006540      lOSOO  OONS  196/ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATOl  SYSmi A651 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN 

cSNrES?rS?rTEMS  SERVED  ^  ^^^'  CHEM         ^^ATUS     FmOR  JOP  ^    NATUF^L  SVS^T^^^^ 

. NO DATE LEVEL    LEVEL 

EAICN  RAPIDS                                                    0002020      EATON                              Acid              ADJ          /71  4510                        1.0 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTO^I 4510 

ECHO  OCVE  -  DEVIL'S  LAKE                             0002040      LEMAWEE                                               NATL  60            1.0 

TOfEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTD«1 60 

EDGEWOOD  HILLS                                                0002060      OAKLAND                                               NATL  150            0.7 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

ELK  RAPIDS                                                       0002090      ANIRIM                            Acid              ADJ       12/69  1504                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 1504 

ENGADINE                                                           0002140      MAOONAC                                             NATL  100            1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

ESCANABA                                                           0002170      DELTA                              Acid              ADJ       12/55  14500                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 14500 

FENDON                                                               0002270      GENESEE                           Acid              ADJ      09/63  8098                        1.0 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 8098 

FORD  RIVER  TWP                                                0002350      DELTA                                                   NATL  580            0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 580 

PCWLER                                                               0002390      CLINICN                                               NATL  1106            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 1106 

POWLERVILLE                                                      0002400      LIVINGSTON                     Acid              ADJ      03/73  2289                        1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 2289 

FREELAND                                                           0002470      SAGINAW                                               NATL  1705            0.7 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1705 

FREMaJT                                                             0002490      NEWAYGO                           Acid              ADJ       12/68  3465                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3465 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

IVllOnlVJ ^ ^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  uuunit  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  "^  q^je  LEVEL     LEVEL 

NO _^ — ~ 

G^^CETOWN  0002520      TUSCDLA  NATL  408  1.0 

TDTTAL  FOPULATION  SERVED  BY  SOURCE  WAKR  SYSTOi A08 

Q^^LESBjjRC  0002530      KALAMAZOO  Acid  ADJ      06/67  1822  1.0 

•TOTAL  POPULATION  SERVED  BY  SOURCE  Wam  SYSKM 1822 

QfiSDEH  00025A0      DELTA  NATL  275  1.6 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 275 

(jUMFASK  0002625      SCHOOLCEAFT  NATL  116  0.7 

■lUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 116 

GyyjffTONE  0002640      DELTA  Acid  AOJ       11/54  4600  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4600 

GOOCRIOI  FARMS  0002710      OAKLAND  NATL  410  1.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER^YSTEM 410 

(»ANDBIV^NC  0002740      GENESEE  NATL  7630  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7630 

(Sm)  BLANC  WP  -  CENIRAL  0002745      GE24ESEE  NATL  4000  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTltM 4000 

(SAND  BLANC  TWP  -  EAST  0002747      GEIESEE  NATL  1312  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1312 

GRAND  HAVEM  0002750      OTTAWA  Acid  AOJ      06/52  12000  1.0 

(POCKERY  TWP  0001664      OTTAWA  OONS  300 

FERRYSBURG  0002285      OTTAWA  CONS  2440 

GRAND  HAVEU  TWP  0002760      OTTAWA  OONS  1500 

SPRING  LAKE  TWP  0006235      OTTAWA  OONS  4000 

TOfTAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20240 

GRAND  RAPIDS  0002790      KENT  NaSiF6  ACU       11/45  197649  1.0 

AM  TWP  0000012      KENT  OONS  3000 

ALLENDALE  TWP  0000127      OTTAWA  OONS  2000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN 

SlESSrS^EMS  SERVED  f  ^^^  CH|M         STATUS     FLUOR  JOP^    NATURAL  SYS^^^^^ 

NO        DATE LEVEL    LEVEL 

CANMDN  IWP                                                    0001080      KENT                                                     OOnS  600 

CASCADE  TWP                                                  0001185      KENT                                                     OONS  2500 

COOPERSVILLE                                                0001610      KENT                                                     OONS  2889 

E  GRAND  RAPIDS                                            0001960      KENT                                                     OONS  12565 

GRAND  RAPIDS  IWP                                        0002800      KEM"                                                     OONS  1500 

KBNIVCOD                                                       0003620      KENT                                                     OONS  30400 

WALKEK                                                           0006860      KENF                                                     OONS  15088 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 268191 

<35AYLnJG                                                           0002840      CRAWFORD                         Acid              ADJ          /70  2143                        1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2143 

GREEM  ACRES  APTS                                            0002844      GENESEE                                               NATL  80            1.4 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO^ 80 

GREENVILLE                                                       0002850      MMCALM                         Acid              ADJ       11/66  7500                        1.0 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAKR  SYSTEM 7500 

GROSSE  PIE  FARMS                                            0002890      WAYNE                              Acid              ADJ  10600                        1.0 

GRDSSE:  POINIE                                              OOO288O      WAYNE                                                   OONS  5900 

TOfTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSIBl 16500 

OfUm                                                                0002370      MARQUETIE                                            ADJ  3186                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3186 

HARBOR  BEACH                                                    0003000      HURON                              Acid              ADJ  2000                        1.0 

IDIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

HARBOR  SPRINGS                                                0003010      EM^EH"                              Acid              ADJ      05/63  1567                        1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1567 

HARTFORD                                                           0003070      VAN  BUREN                       NaF               ADJ      05/66  2493                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2493 

HASTINGS                                                           0003090      BARRY                              Acid              ADJ       11/51  6500                        1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 6500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICmCjAN _ ^ STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  uuuin  i  t  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^  ^^^^  LEVEL    LEVEL 

NO ■ 

HEMnJGWAY  FOINIE  OCWDO                                0003115      CHARLEVOIX                                          NATL  80            1.7 

TOEAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 80 

HIGIl^PARK                                               00031A0      WAYNE                             Acid             AW          /52  27900                       1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27900 

HILLSDALE                                                         0003170      HILLSDALE                       Acid              ADJ       11/54  7432                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAISl  SYSTEM 7432 

HOLU^  0003190      OTTAWA  Acid  ADJ      08/66     26300  1.0 

I^UCETOWNTWP  0003747      AUiEAN  OONS  300 

2EELAND  0007270      OTTAWA  OONS  47J4 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTW 31334 

jjQLLY                                                                 0003200      OAKLAND                           Acid              ADJ  5000                        1.0 

•roiAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

HOWARD  CITY                                                     0003240      MDNTCALM                         Acid              ADJ  1060                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAHR  SYSTEM 1060 

HOWELL  0003250      LIVINGSTON  NaF  ADJ       11/61       6976  1.0 

TEXAS  TWP  0006565      KALAMAZOO  OONS  1000 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 7976 

HUDSON  0003280      LEMAWEE  NATL  2545  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI-EM 2545 

ISHPEMING  0003440      MARQUETTE  Acid  ADJ  /53  7600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 7600 

jAQQCN  0003470      JAOCSON  Acid  ADJ       08/51     40271  1.0 

BLACKMAN  TWP  0000740      JACKSON  OONS  2000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM ^2271 

jOICSVILLE  0003490      HILLSDALE  Acid  ADJ       11/73      2172  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2172 


409 


POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN 

S'5SfES?rs?rTEMS  SERVED  ^        ^^  CH|M    STATUS  f  LUOR  ^|0P  ^  .ATUF«L  SVSTEMS 

— — '^Q DATE LEVEL  LEVEL 

JUDAH  LAKE-KEATDOON  0003500   QAKLAhJD  NATL        5400     0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  VAim   SYSTEM 5400 

K  I  SAWYER  AFB  0008700   MARQUETIE         Acid      ADJ         8700  1.0 

"TOEAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 8700 

KALAMAZOO  0003520  KALAMAZOO         Acid  ADJ   08/51  79722  1  0 

OCMSTOCK  1WP  0001575  KALAMAZOO  CONS  861 

OOOPER  -IWP  0001605  KALAMAZOO  gqnS  436 

KALAMAZOO  PSYCH  REC  HOSP  0003530  KADy^AZOO  qons  1400 

KALAMAZOO  TWP  0003540  KALAMAZOO  OONS  20166 

OSmE>D  TWP  0005045  KALAMAZOO  CONS  1474 

RICHLAND  IWP  0005667  KALAMAZOO  OONS  50 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WA3ER  SYSTEM 104109 

KINGSTCN                        0003660   TUSOOLA                   NATL  464     0.9 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 464 

KINROSS  IWP                     0003630   CHIPPEWA                  ADJ  3000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTT5M 3000 

KNORRWDOD  KNOLLS  SUED              0003666   OAKLAND                   NATL  100     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IH^ 100 

LAKE  OAKLAND  WDODS  SUED            0003735   OAKLAND                   NATL  750     1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 750 

LAKE  ODESSA                     0003730   IONIA            Acid      ADJ    /52  2300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

LAKESIDE  CUB  OONDO               0003744  m^ET                                                  NATL  25     1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 

LANSING                        0003760   INGHAM            Acid      ADJ   02/63  131546          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 131546 

LEXDJCTION                       0003850   SANILAC                   NATL  1005     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH*! 1005 


410 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LINDEN 


LOWELL 


LUDIMTTDN 
SCOOTVILLE 


MANCHESTtR 


MANISTEE 


MANISnQUE 


MANOR  FARM  SUED 


MAPLE  HILL  VIL 


MARCELLUS 


MARINE  CITY 

OOrmELLVILLE  TOP 


MARION 


MARLETTE 


|S7  COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

0003890      GENESSEE                         Acid              ALU  2174                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 217A 

0003950      KENT                                Acid              ADJ      04/57  3500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIS«1 3500 

0003960      MASON                              Acid              ADJ       12/49  8937                        1.0 

0005980      MASOJ                                                   OCNS  1241 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYST^ 10178 

0004020      WASinOJAW                       Acid              ADJ      06/73  1650                        1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

0004030      MANISTEE                         Acid              ADJ       12/62  7566                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 7566 

0004040      SCHOOLCRAFT                   Acid              AEU       11/61  3900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTIM 3900 

0005180      LENAWEE                                               NATL  200            1.5 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 200 

0004055      GEUESEE                                               NATL  200            0.8 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 200 

0004070      CASS                                Acid              ADJ  1134                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1134 

0004090      ST.  CLAIR                       NaSiF6          ADJ      05/61  4414                        1.0 

0001650      ST.  CLAIR                                          OONS  1000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5414 

0004100      OSCEOLA                           NaF                ADJ       11/62  989                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 989 

0004110      SANILAC                                                NATL  1761            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1761 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

Acid              ADJ      09/51  23300                        1.0 

COtiS  1883 

SYSTEM 25183 

Acid              ADJ       12/61  7201                        1.0 

SYSTEM 7201 

NaSiF6    ADJ   04/52  7345          1.0 

OONS  825 

SYSTEM 8170 

Acid      ADJ   09/64  6000          1.0 

SYSTEM 6000 

NATL  872     0.7 

SYSTEM 872 

NATL  1171     1.1 

SYSltM 1171 

NaSiF6    ADJ   09/57  10099          1.0 

SYSTEM 10099 

NaSiF6    ADJ    /52  0          1.0 

OONS  960 

OONS  550 

SYSTEM 1510 

Acid      ADJ   11/65  50000          1.0 

SYSTEM 50000 

Acid      ADJ   11/46  37250          1.0 

(XMS  1920 

OONS  3555 

SYSTEM 42725 

NATI.  4182     0.8 

SYSTEM 4182 


MARQUETIE 

0004120   MARQUETTE 

MAKQUETTE  TWP 

0004140   MARQUETIE 

TOTAL  POPULATION  SEKVED  BY  SOURCE  Wam 

MARSHAT.T. 

0004150   CALHOUN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAitK 

MARYSVILLE 

0004160   ST.  CLAIR 

ST  CLAIR  TOP 

0006282   ST.  CLAIR 

TOmL  POPULATION  SERVED  BY  SOURCE  WAIER 

MASON 

0004170   INGHAM 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

MAYVIT.TK 

0004180   mSOOLA 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER 

MEMPHIS 

0004230   ST.  CLAIR 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAiER 

MEMQMINEE 

0004250   MENOMINEE 

lUTAL  POPULATION  SERVED  BY  SOURCE  WAItR 

MICHIGAN  CITY,  IN 

5246020   LA  PORTE,  IN 

MICHIANA 

0004320   BERRIAN 

GRAND  BEIACH 

0002730   BERRIEN 

lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

MICHIGAN  STATE  UNIV 

0004340   INGHAM 

■lUlAL  POrULATION  SERVED  BY  SOURCE  WATER 

MIDLAND 

0004370   MIDLAND 

AUBURN 

0000300   MIDLAND 

MIDLAND  00  WD  1 

0004375   MIDLAND 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER 

MILAN 

0004380   WASHlliNAW 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MILFiORD 


MILLINGrnON 


MINDEU  CITY 


MCMtOE 

MDNRDE  WP 


MDREMCI 


m  CLEMQ^S 
HARRISON  IWP 


MT  PLEASANI 

MT  PLEASANT  REG  CYR 


MUNISIMG 


MUSKEGON 

MUSKBOCN  IWP 
NORTH  MUSKEDON 
ROOSEVELT  PARK 


MUSKBOON  HEIGHTS 
FRUITPORT  TWP 
NORTH  SHORES 


^^  COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                  USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

000A390      OAKLAND  Acid  ALXJ       06/62  5040  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB^ 5040 

0004400      TUSOOLA  NATL  1100  0.9 

TOOM.  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSIH<1 HOO 

0004410      SANILAC  NATL  250  1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIEU  SYSnW 250 

0004450   M3NR0E  Acid      ADJ   12/51  23531  1.0 

0002500   MDNRDE  OONS  2500 

0004550   MONRC*:  OONS  1500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27531 

0004490   LENAWEE  NATL  2110     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS"!™ 2110 

0004510   MADCMB  Acid      ADJ   03/51  18806  1.0 

0003040   MAOOMB  OONS  15000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 33806 

0004530  ISABELLA  Acid      ADJ   10/57  23746  1.0 

0004531  ISABELLA  OONS         560 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 24306 

0004560   ALGER  NaF      ADJ    /69   3080  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 3080 

0004570   MUSKBOON  Acid      ADJ   07/51  44631  1.0 

0004590   MUSKBOON  OONS        4500 

0004780   MUSKBOON  OONS        4300 

0005800   MUSKBOON  CONS        4176 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 57607 

0004580   MUSKEGON  Acid      ADJ   01/52  14611  1.0 

0002507   MUSKECON  OONS        4200 

0004850   MUSKBOON  OONS  15690 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 34501 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

0004650      MARQUETTE  Acid  ADJ       11/51  5187  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  UATER  SYSTO«1 5187 

0OOA680      BERRIEN  Acid  ADJ  2821  1.0 

000A685      BERRIEM  OWS  100 

TOflAL  POPULATION  SERVED  BY  SOURCE  WAKK  SYSTOd 2921 

0004700      SHIAWASSEE  NATL  646  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 646 

0004710      NEWAYGO  NATL  1381  0.8 

TOOIAL  POPULATICW  SESVED  BY  SOURCE  WATER  SYSTEM 1381 

0004720      LUCE  Acid  ADJ       11/68  2121  1.0 

TOfTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTO«1 2121 

0004740      BERRIEM  Acid  ADJ       11/74  13115  1.0 

TOfTAL  POPULATI»)  SERVED  BY  SOURCE  WATER  SYSTEM 13115 

0004770      LAPEER  NATL  896  0.7 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYST^ 8% 

0004890      LENAWEE  NAIL  500  1.1 

TOOCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

0004%0      OAKLAND  NATL  325  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 325 

0005010      E^IESQUE  ISLE  NATL  1036  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1036 


NBGAUNEE 


NEW  BUFTALD 

NEW  BUFFALO  TWP 


NEW  LOIHRDP 


NEWAYGO 


NEWBERRY 


NILES 


nor™  BRANCH 


OAK  SHADE  PARK 


OLD  FARM  GOLOJY 


CKAWAY 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


OJSTCD 


OnSVILLE 


orsExx) 


owosso 


PARCHMENT 


PELTON  HEnOfTS 


PEMISBURG 


PETDSKEIY 


PIGEON 


piNocMmc 

PDJCXMJING  TWP 


PINEHJeST  APTS 


PDEVIEW  APTS 


P^;  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

0005020      LOIAWEE                                                NATL  670            0.7 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 670 

0005050      GENESEE                                                NATL  690            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 690 

0005060      ALLEGAN                           Acid              ADJ      07/67  5000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

0005120      SHIAWASSEE                     Acid              ADJ       01/72  16455                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 16455 

0005200      KALAMAZOO                       Acid              ADJ      03/56  1817                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1817 

0005230      OAKLAND                                               NATL  680            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER^YSTEM 680 

0005290      MCNROE                                                 NATL  1220            1.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1220 

0005300      E>WEr                             Acid             ADJ      04/54  6097                       1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 6097 

0005320      HURON                                                   NATL  1175            0.8 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1175 

0005330      BAY                                  Acid              ADJ       iJ/62  1430                        1.0 

0005335      BAY                                                       0»IS  186 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1616 

0005353      GEMESEE                                               NATL  25            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

0005352      GENESEE                                               NATL  32            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 32 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

Acid      ADJ    /70  12000          1.0 

OONS  26A9 

SYSTEM 1A649 

Acid     ADJ   03/56  4502         1.0 

SYSTEM 4502 

NATL  150     0.9 

SYSTEM 150 

HF       ADJ  100          1.0 

SYSTEM 100 

HF       ADJ   10/74  33981          1.0 

OONS  7088 

OONS  4500 

OONS  25 

OONS  1770 

SYSTEM 47364 

Acid      ADJ    /51  30000          1.0 

SYSTEM 30000 

NATL  150     1.2 

SYSra^ 150 

NATL  300     1.3 

SYSTEM 300 

NATL  25     0.8 

SYSIH^ 25 

NATL  500     0.8 

SYSTH*! 500 

NATI.  1203     0.7 

SYSTEM 1203 


PTATNFTFUD  TWP 

0005370   KENT 

ALPINE  TWP 

0000190   KENT 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

PLADWELL 

0005380   ALLFT^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

POINT  NIPIGON 

0005425   CHEBOYGAN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR 

PORT  AUSTIN  AIR  FORCE  STATION        0005465   HURON 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

PORT  HURON 

0005480   ST.  CLAIR 

FXDRT  GRATIOT  TWP 

0002385   ST.  CLAIR 

PORT  HURON  IWP 

0005490   ST.  CLAIR 

ST  CLAIR  00  DPW 

0006275   ST.  CLAIR 

KIMBALL  TWP 

0003628   ST.  CLAIR 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIEK 

PORTAGE 

0005520   KALAMAZOO 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

PRADO  PARK/IHORNRIDGE  ( 

XINDOS         0005565   GENESEE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIKK 

PRESQUE  ISLE  HARBOR  WC 

0005575   PRESQUE  ISLE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl'ER 

R  &  M  APl^ 

0005593   GEMSEE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

RAVINES 

0006570   OAKLAND 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

READING 

0005620   HILLSDALE 

lUlAL  POPULAllON  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN . 

WATER  SYSTEM  and  "ePA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

RICHCIND  0005670   MACEMB  NATL  3536     1.3 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTO^ 3536 

RDCKFXM)  0005730   KEM"  Acid      ADJ   09/54  3324  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATEH  SYSIQi 3324 

ROGER  IHCMAS  APIS  0005755   GENESEE  NATL  75     1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

ROGERS  CITY  0005770   HIESQUE  ISLE       Acid      ADJ   08/61  4280  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4280 

RUSSELLVILLE  SUBDIV  0005845   GENESEE  NATL         100     1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

S  BLDCMFIELD  HIGHLANDS  0006080   OAKLAND  NATL  600     0.7 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH«1 600 


SAGINAW 

BAY  QTY  ODUMIRY  CLUB 
BIRCH  RUN 
BIRCH  RUN  IWP 
BLLMFIELD-i^EESE 
BRIDdPORT  TWP 
BUEUA  VISTA  TWP 
CARROLTON  TWP 
DELTA  00LIJEX3: 
FRANKENLUST  TWP 

FRANKEHCriH  TWP 
JAMES  TVIP 
MDCHVILLE  TWP 
SAGINAW  TWP 
SAGINAW  VALLEY  OOLL 
SPAULDING  TWP 
ST  CHARLES 
SWAN  CREEK  TWP 
TAYMXJIH  TWP 
THOMAS  TWP 
ZILWAUKEE 


0005850 

SAGINAW 

ADJ 

177869 

0000480 

BAY 

OONS 

100 

0000720 

SAGINAW 

CONS 

1197 

0000722 

SAGINAW 

OONS 

1127 

0000798 

SAGINAW 

OONS 

2303 

0000840 

SAGINAW 

COtiS 

11422 

0000980 

SAGINAW 

OONS 

9975 

0001160 

SAGINAW 

OONS 

8285 

0001780 

SAGINAW 

OONS 

160 

0002410 

BAY 

OONS 

500 

0002420 

SAGINAW 

OONS 

3753 

0002425 

SAGINAW 

OONS 

427 

0003475 

SAGINAW 

OONS 

2555 

0003667 

SAGINAW 

OONS 

931 

0005860 

SAGINAW 

OONS 

38600 

0005870 

SAGINAW 

OONS 

481 

0006210 

SAGINAW 

OONS 

2368 

0006260 

SAGINAW 

OONS 

2272 

0006502 

SAGINAW 

OONS 

1180 

0006552 

SAGINAW 

OONS 

315 

0006580 

SAGINAW 

OONS 

6300 

0007280 

SAGINAW 

Dv  art  iDrT?  1.IA^^"D  cvcm 

OONS 

7M 

2200 
0  7/.  ion 

1.0 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0005900   WASHTENAW         Acid      ADJ   10/64  6483  1.0 

TUEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  S^^TEM 6483 

0005920   SANILAC  NATL  2300     0.7 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSHM 2300 

0005950   CHIPPEWA  Acid     ADJ   08/55  14423         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14423 

0005970   KALAMAZOO         Acid      ADJ         1359  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m   SYSTEM 1359 

0005990   HUROJ  NATL  2053     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 2053 

0006040   MaJTCALM          NaF      ADJ   04/59    653  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 653 

0006100   VAN  BUREN         Acid      ADJ   12/52  6471  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 6471 

0006110   OAKLAND           Acid      ADJ   11/72   6000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

0006200   KENTT             NaF      ADJ    /56   3373  1.0 

TOTAL  POPULAllOl  SERVED  BY  SOURCE  WATER  SYSTEM 3373 

0006230   OTTAWA            Acid      ADJ   04/57   2731  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2731 

0006270   ST.  CLAIR         NaSiF6    ADJ   07/56   4780  1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 4780 

0006300   CLINTON           Acid      ADJ   11/70   7365  1.0 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTTM 7365 


SALINE 


SANDUSKY 


SAULT  STE  MARIE 


SCHOOLCRAFT 


SEBEWAING 


SHERIDAN 


SOUIH  HAVEN 


Saim  LVDN 


SPARTA 


SHUNG  LAKE 


ST  CLAIR 


ST  JCHNS 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MICHIGAN 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
_^____ NO DATE LEVEL  LEVEL 

ST  JOSEPH                       0006310   BERRIEM           Acid      ADJ   07/53  9622          1.0 

LINOOLN  TVIP                    0003875   BERRIEN                   OONS  9415 

SHOREHAM                      0006050   BERRIEN                   OOJS  742 

ST  JOSEPH  IWP                  0006315   BBRRIHM                   OONS  10973 

STEVEJBVILLE                   0006400   BEKRIEM                   OOJS  1268 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^l 32020 

STAMBAUGH                       0006330   IRON             NaSiF6    ADJ   08/53  1442          1.0 

EAST  STAMBAUGH-BAIES  TWP          0000440   IROJ                     OCWS  1100 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAHR  SYSTEM 2542 

STURGIS                         0006440   ST.  JOSEPH         Acid      ADJ   12/71  9468          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9468 

SUGARLQAF  hfIN                    0006445   LEELANAU                  NATL  450     0.9 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 450 

SIWCT  IWP                      0006450   JACKSON           Acid      ADJ  12160          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12160 

TAbWERY  CREEX  OONDO               0006537   EM^ET                    NATL  50     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 50 

lECUMSEM                        0006560   LEMAWEE           Acid      ADJ   11/57  7320          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 7320 

THETPORD  IWP                     0006575   GENESEE                   NATL  313     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 313 

TOLEDO,  OH                      4801411                           ADJ  0          0.0 

FCNRDE  SOLTffl  00                 0004455   MMRDE                    OCWS  14000 

BEDPORD  IWP                  0000530   MDNRDE                    0C»IS  650 

ERIE  IWP                     0002155   hOJROE                    CONS  4494 

LASALLE  IWP                  0003795   MONROE                    CONS  4151 

LUNA  PIER                    0003965   MDNROE                    OONS  1443 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24738 

IRAVERSE  CITY                    0006640   (3^D  IRAVERSE      Acid      ADJ   05/52  15516          1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


GARFIELD  TWP 

PORT  -ERAVESSE  OONDOS 


UAW  CENTER 


UBLY 


UNIONVILLE 


VASSAR 


VICKSBURG 


VILLA  am  OCMX) 


WAKEFIELD 


WALDBCM 


WARWICK  TOWNHOUSES 


WAYLAND 


WEST  BRANCH 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0002565   (SAND  IMVERSE              OOJS  AOO 

0005545   GRAND  TRAVERSE              OCNS  75 

TOTAL  POPULATIOJ  SERVED  BY  SOURO:  WAIER  SYSTH4 15991 

0006705   CHEBOYGAN                 NATL  400     1.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 400 

0006710   HURON                    NATL  900     0.7 

TOTAL  EOPULATICXJ  SERVED  BY  SOURCE  WATER  SYSTEM 900 

0006730   lUSOOLA                   NATL  647     1.1 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAItR  SYSTEM 647 

0006780   lUSOOLA                   NATL  2800     1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH*! 2800 

0006800   KALAMAZOO         Acid      ADJ  2224          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2224 

0006802   LEELANAU                  NATL  50     0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 50 

0006830   OOGEBIC           Acid      ADJ    /72  2829          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2829 

0006850   HILLSDALE                  NAIL  570     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 570 

0000805   GENESEE                   NATL  50     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

0006904   ALLEGAN           Acid      ADJ   01/74  2053          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 2053 

0007010   OGEMAW            NaF      ADJ   12/64  1785          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1785 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MICHIGAN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WHITE  PINE 


WILDWOCC  SUED 


WOODBINE 


WJETaam  AFB 


WYANDOriE 


WYOMING 
BYRCN  TWP 
GAINES  TWP 
GBDRGfiTOWN  TWP 
GRANEVILLE 
HMiAND  TWP 
HUD80NVILLE 
OLIVE  TVfP 
PARK  TWP 


YALE 


YPSILANn 
AUGUSTEA  TWP 
PITTSFIELD  TWP 
SUPERIOR  TWP 
YPSILANn  TWP 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0007080  atmwayti                       Acid      ADJ   03/55  1200          1.0 

TDTEAL  POPULATTOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 1200 

0007110   GEMESEE                   NATL  250     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 250 

0007160   OAKLAND                   NATL  580     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 580 

0007200   lOSOO            Acid      ADJ  8000          1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 8000 

0007210   WAYNE            Acid      ADJ   11/51  34000          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3A000 

0007220   KENT             Acid      ADJ   10/61  59616          1.0 

0001023   KEM-                     G»IS  1403 

0002527   KENT                     0»JS  2000 

0002620  KENT                                                    GOtiS  27000 

0002820   KEMT                     COtiS  12500 

0003195   KEM"                    CONS  13739 

0003290   KENT                     OO^S  5000 

0004989   KENT                     G»IS  100 

0005203   OTTAWA                    OONS  171 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  121529 

0007230   ST.  OAIR         Acid      ADJ   06/59  1814          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1"EM 1814 

0007240   WASHTENAW         Acid      AIXJ   01/64  30000          1.0 

0000321   WASimUAW                  OONS  300 

0005360   WASHTENAW                  OCWS  2000 

0006490   WASHTENAW                  OONS  1000 

0007260   WASKiaiAW                  OONS  28000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IH-I 61300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

p^                                                                    15A0001      NORMAN                            Acid              AEU      06/67  1971                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1971 

p^^yp^                                                                1550001      MOWER                              Acid              ADJ          /68  796                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 796 

ADRIAN                                                               1530001      N3BLES                             Acid              ADJ       11/70  1336                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1336 

Ai-no^                                                               1010001      AITKIN                            Acid              ADJ          /63  1770                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1770 

AKEUEY                                                               1290001      HUBBARD                           Acid              ALU  468                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIcM 468 

ALBANY                                                               1730001      STEARNS                           Acid              ADJ       11/69  1569                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1569 

ALBERT  I£A                                                        1240001      E^EEBORN                         Acid              AW       10/55  19190                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19190 

ALDEN                                                                 1240004      FREEBORN                         Acid              ADJ      09/69  687                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQI 687 

ALEXANDRIA                                                       1210001      DOUGLAS                           Acid              ADJ       12/69  7608                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7608 

ALPHA                                                                 1320001      JACKSON                           Acid              ADJ  177                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 177 

AL-njRA                                                               1850018      WINONA                            Acid              AW          /  70  354                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 354 

ALVARADO                                                           1450001      MARSHALL                         Acid              ADJ       12/70  385                        1.2 

TOTAL  POPUUOTON  SERVED  BY  SOURCE  WATER  SYSTEM 385 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA  

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

;y.lBOY                                                                 1070001      BLUE  EARTO                     Acid              AEU       12/70  606                        1.2 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 606 

ANDOVEK                                                              1020034      ANOKA                              Acid              ADJ  600                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 600 

ANN'S  ACRES                                                      1690037       ST.  LOUIS                       Acid              ADJ  321                        1.2 

TO^TAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 321 

AM4ANDALE                                                          1860002      WRIGHT                             Acid              ADJ          /70  1568                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1568 

ANOKA                                                                 1020001      ANOKA                              Acid              ADJ       11/65  15634                        1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 15634 

APPLE  VALLEY                                                    1190001      DAWDTA                            Acid              AEU  21818                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  9YSTH«1 21818 

APPLETCN                                                            1760001       SWIFT                              Acid              ADJ      08/52  1842                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1842 

ARGYLE                                                               1450002      MARSHALL                         NaF                AIXJ  741                        1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 741 

ARLDOON                                                          1720001       SIBLEY                             Acid              ADJ       11/52  1779                        1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1779 

ASHBY                                                                 1260001      GRANT                              Acid              ADJ           /70  486                        1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 486 

ASMDV                                                                 1580001       PINE                                Acid              ADJ  350                        1.2 

TXJTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSKM 350 

ATWATER                                                             1340001      KANDIYOHI                       Acid              ADJ       12/70  1128                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 1128 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and  ~         EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO         DATE LEVEL    LEVEL 

AUDOBON                                                             1030001      BEXXES                            Acid              ADJ          /84  383                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 383 

AURORA                                                               1690002      ST.  IDUIS                       NaSiF6          AIXJ      03/60  2670                        1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 2670 

AUSTIN                                                               1500002      MDWEH                              Acid              ALU          /52  23020                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23020 

AVON                                                                   1730002      STEARNS                           Acid              AEU          /70  804                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 804 

BABBITT                                                             1690003      ST.  LOUIS                       Acid              AEU       11/69  2435                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 2435 

BAOCUS                                                               1110002      CASS                                Acid              ALU  255                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 255 

BADGER                                                               1680001      ROSEAU                            Acid              ADJ       11/70  320                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 320 

BAGLEY                                                               1150001      CLEARWAIER                     Acid              ADJ  1321                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1321 

BALATON                                                             1A20001      LYON                                Acid              ADJ      05/69  752                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 752 

BARNESVILLE                                                      llAOOOl      OAY                                Acid              ALU       08/66  2207                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2207 

BARRM                                                               1090001      CARLTON                           Acid              AEU       11/71  464                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSTEM ^64 

BARRETT                                                             1260002      GRANT                              Acid              ADJ       11/70  388                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  UNTER  SYSTEM 388 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

BARRY  1060001   BIG  STCM:         Acid      ADJ  A3  1.2 

TDTEAL  FOPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTD^ 43 

BASS  BROOK  TOWNSHIP  1310035   ITASCA  Acid      ADJ  470  1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAim  SYSTEM 470 

BATTLE  LAKE  1560001  QfYJm  TAIL         Acid      ADJ   11/69  708  1.2 

TOTAL  POPULAXIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 708 

BAUDETIE  1390001   LAKE  OF  THE  WOCDS   Acid      ADJ   11/70  1170  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1170 

BAXnR  1180027   CROW  WING         Acid      ADJ   09/80  2625  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2625 

BAYFCRT  1820001   WASHINGTON         Acid      ADJ   09/58  2932  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2932 

BEARDSLEY  1060002   BIG  STOJE         Acid      ADJ  344  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 344 

BEAVER  BAY  1380001   LAKE  Acid      ADJ    /70  283  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 283 

BEAVER  CREEK  1670001   ROCK  Acid      ADJ  265  1.2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 265 

BECKER  1710008   SHERBURNE         Acid      ADJ   01/80    601  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 601 

BEJOU  1440001   MAHNOMEM  Acid      ADJ  109  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 109 

BELGRADE  1730004   STEARNS  Acid      ADJ   12/69    805  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 805 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MINNESOTA 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO DATE LEVEL  LEVEL 

BELLE  PLAINE  1700001   SOOIT  Acid      ADJ    /69  2754  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2754 

BELLTNGHAM  1370001   LAC  QUI  PARLE      Acid      ADJ   05/69  290  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTO^ 290 

BELTRAMI  1600014   POLK  Acid      ADJ  180  1.2 

TOTAL  POPULATION  SERVED  BY  ^XJRCE  WAIER  SYSIH>1 180 

BELVIEW  1640001   REDWOOD  Acid      ALU    /69  438  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^ A38 

B04IDJI  1040002   BELTOAKI  Acid      ADJ   11/69  10949  1.2 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 10949 

BENSON  1760008   SWIFT  Acid      ADJ   11/52  3656  1.2 

TDTTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSTEM 3656 

BERTHA  1770001   TODD  Acid      ADJ   11/70    510  1.2 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 510 

BIG  FALLS  1360001   KDOOUOilNG        Acid      ADJ   12/70   490  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHR  SYSTEM A90 

BIG  LAKE  1710002   SHERBURNE         Acid      ADJ   12/69  2210  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTEM 2210 

BIGELOW  1530002   NOBLES  Acid      ADJ  249  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 249 

BiGFX»K  1310001   ITASCA  Acid      ALU   10/80    457  1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSI^ ^57 

BIRD  ISLAND  1650001   RENVILLE  Acid      ADJ   12/58   1372  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 1372 
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P0PUU\T10N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  V\/ITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA  ^ 

WATFR  SYSTEM  and EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

SsECU?,vf SYSTEMS  SERVED  ID  USED  SJART  SERVED   ^NAT^  ^OPT^ 

BISCAY                         1430001   MCLEDD            Acid      ADJ   09/80  llA          1.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATE»  SYSTEM HA 

BIWABIK                         169000A   ST.  LOUIS         Acid      ADJ   11/72  1372          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1372 

BLAi3<DUCK                       lOAOOlA   BELTRAMI          Acid      ADJ  653          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 653 

BLAINE                         1020006   ANOKA            Acid      ADJ   01/65  28558          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 28558 

BLCMCEST                        1340002   KANDIYOHI          Acid      ADJ    /70  200          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

BLXMING  PRAIRIE                  1740001   HEMEPIN          Acid      ADJ   08/68  1969          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1%9 

BLDCMINGION                      1270001   HENNEPIN          NaSiF6    ADJ   11/60  81831          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 81831 

BLUE  EARTH                      1220001   FARIBAULT         Acid      ADJ   08/53  4132          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTBI A132 

BORUP                          1540002   NaWAN            Acid      ADJ  160          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 160 

BOVEY                          1310003   ITASCA            Acid      ADJ   12/72  813          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID«1 813 

BOWLUS                         1490009   MMQSCW          Acid      ADJ  276          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 276 

BOYD                            1370002   LAC  QUI  PARLE      Acid      ADJ  329          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIBvl 329 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

EPA        COUNTY          CHEM    ST/ 
1VED             ID                         USED 
NO 

BRAHAM                         1300001   ISAbffl            Acid      ADJ    /70  1015          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1015 

BRAINERD                        1180002   CROW  WING         Acid      ADJ   02/80  11489          1.2 

TOrEAL  FOPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 11489 

BRANDON                         1210009   DOUGLAS           Acid      ADJ   11/70  473          1.2 

TOrCAL  POPULAnOJ  SERVED  BY  SOURCE  WA3ER  SYSIQ1 473 

BRECKEMUDGE                     1840002   WIIXIN           NaSiF6    ADJ   10/60  3909          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3909 

BREnUNG-TOWER-SOUDAN              1690045   ST.  LOUIS         Acid      ADJ   12/70  2257          1.2 

TOrCAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO1 2257 

BREWSTER                        1530003   NDBLES           Acid      ADJ   11/71  559          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 559 

BRICELYN                        1220002   FARIBAULT         Acid      ADJ   10/68  487          1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSIQd 487 

BROOKLYN  CENTER                  1270004   HEMJEPIN          Acid      ADJ   04/64  31230          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31230 

BROOKLYN  PARK                    1270005   HENNEPIN          Acid      ADJ   10/65  4332          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4332 

BROOTEN                         1730005   STEARNS           Acid      ADJ    /69  647          1.2 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 647 

BROWERVILLE                     1770002   TODD             Acid      ADJ    /70  693          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 693 

BROWNS  VALLEY                    1780001   TRAVERSE          Acid      ADJ   12/70  887          1.2 

TOTAL  POPULAITC*!  SERVED  BY  SOURCE  WATER  SYS1B>1 887 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA . 

WATER  SYSTEM  and iPA        COU^J^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              I^D       USED pATE  LEVEL  LEVEL 

2BiMiY0ti                                                           1430002   MCLEDD            Acid      ALU   11/69  697          1.2 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTEM 697 

BUCKMAN                         1490001   MORRISON          Acid      ALU  171          1.2 

TOTAL  lOPUIAnON  SEKVED  BY  SOURCE  WATEK  SYSTEM 171 

BUFFALO                         1860005   WRIOTT            Acid      ADJ  4560          1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^560 

BUFFADOLAKE                     1650003   RENVILLE          Acid      ADJ    /70  782          1.2 

TOrTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 782 

BUHL                           1690006   ST.  LOUIS         Acid      AOJ   06/80  1284          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1284 

BURjjSVILLE                      1190002   DAKOTA            Acid      AEU   10/66  35674          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35674 

BUTTERFTELD                      1830001   WATOtWAN          Acid      AOJ  634          1.2 

TOnAL  POPULATION  SERVED  BY  SOURCE  W/^TER  SYSTEM 634 

BYBON                          1550001   OLMSTED           Acid      ADJ   11/70  1715          1.2 

•IDIAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1715 

CALEDONIA                       1280002   HOUSTON           Acid      AIXJ   10/69  2691          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTiR  SYSTEM 2691 

CALLAWAY                        1030004   BECXER            Acid      ADJ     /70  238          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH>1 238 

CAMBRIDGE                       1300002   ISAMH            Acid      ADJ    /69  3170          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3170 

CAMBRIDGE  STATE  HOSPITAL            1300004   ISANH            Acid      ADJ  1500          1.2 

TOTAL  POPUUVTION  SERVED  BY  SOURCE  WA^I^ER  SYS^l^EM 1500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CAMPBELL  1840003   WILKIN  NATL         286     1.1 

"lOrAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTB^ 286 

GANBY  1870001   YELDOW  MEDICINE     Acid      ADJ   03/66   2143  1.2 

ST  LEO  1870007   YELLOW  MEDICINE  CONS         147 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2290 

CANNON  FALLS                     1250001   GOODHUE           Acid      ADJ    /70  2653          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2653 

GANTOJ                         1230001   FILLMBE          Acid      ADJ   03/80  386          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSltW 386 

CARLOS                         1210010   DOUGLAS           Acid      ADJ   01/68  364          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 364 

CARLTW                         1090003   CARLTON           Acid      ADJ  862          1.2 

TOTAL  P0PULATI»1  SERVED  BY  SOURCE  WATER  SYSTEM 862 

CASS  LAKE                       1110006   CASS             Acid      ADJ    /70  1001          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1001 

CENIER  CITY                      1130001   CHISAGO           Acid      ADJ   11/71  458          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 458 

CEYLCN                         1460001   MARTIN            Acid      ADJ  543          1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAItR  SYSIBI 543 

CHAMPLIN                        1270006   HENNEPIN          Acid      ADJ   01/80  5000          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

CHANHASSEN                      1100001   CARVER           Acid      ADJ    /70  6359          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 6359 

CHASKA                         1100002   CARVER            Acid      ADJ   12/70  8346          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8346 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and ^^  COU^^^^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              I^D    USED DATE  LEVEL  LEVEL 

CH/OTIELD                       1230002   FILLMORE          Acid      AOJ   01/67  2055          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m  SYSIW 2055 

OffiSIffi  HEICJfrS  WATER  00            1550020   OLMSTEAD          Acid      ALU  300          1.2 

TOIAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOi 300 

CHISAGO  aiY                     1730003   OnSAOO           Acid      ADJ    /70  1634          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1634 

ansHOLM                        1690007   ST.  IDUIS         NaSiF6    ADJ   11/70  5930          1.2 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5930 

CHOKIO                         1750002   STEVEMS           Acid      ADJ    /70  559          1.2 

-KfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 559 

CIMARRCN  KMLLA                  1820010   WASHINGTON         Acid      ADJ  1200          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

QRCLE  PINES                     1020013   ANOKA            Acid      ACU   12/52  3321          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 3321 

CLARA  CITY                      1120001   CHIPPEWA          Acid      ADJ   11/69  1574          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 1574 

CLAREMKr                       1200001   DODGE            Acid      ADJ   10/70  591          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 591 

CLARISSA                        1770003   TODD             Acid      ALU   11/72  663          1.2 

TCTLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 663 

CLARKFIELD                      1870002   YELUDW  MEDICINE     Acid      ADJ   01/70  1171          1.2 

TDflAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1171 

CLARKS  GROVE                     1240005   FREEBORN          Acid      ADJ   01/68  620          1.2 

TOTAL  POPULATIC*^  SERVED  BY  SOURCE  WATER  SYSTEM 620 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CLEAR  LAKE                      1710009   SHERBURNE         Acid      ADJ   02/80  266          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 266 

CLEARBROCK                      1150003   CLEARWAEER         Acid      ADJ   12/70  579          1.2 

TCXEAL  POPULATiaj  SERVED  BY  SOURCE  WATER  SYSTO>1 579 

CLEARWAIER                      1860025   WRIOff           Acid      ADJ   03/80  379          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD«1 379 

CLEMENTS                        1640002   REDWOCX)           Acid      ADJ  227          1.2 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTO^ 227 

CLEVELAND                       1400001   LE  SUEUR          Acid      ADJ    /71  699          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 699 

CLIMAX                         1600001   POLK             Acid      ADJ   12/70  273          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 273 

CLINTCN                         1060003   BIG  STONE         Acid      ADJ   12/70  622          1.2 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 622 

OJOQUET  WATER  SYSTEM               1090005   CARLTON           Acid      ADJ   12/53  11142          1.2 

SCANLON                       1090011   CARLTON                   OMJS  1050 

TOfTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 12192 

OOKATO                         1860006   WRIOfl            Acid      ADJ   12/70  2056          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2056 

GOLD  SPRBG                      1730006   STEARNS           Acid      ADJ    /70  2294          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2294 

OOLERAINE                       1310006   ITASCA           Acid      ADJ    /71  1116          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS'DtM 1116 

OOLOGNE                         1100004   CARVER            Acid      ADJ   01/68  545          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYS'I'EM 545 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


OOMFREY 


CEMSTOCK 


OGNGER 


OOOK 


axa  RAPIDS 


O0SM3S 


OOTIAGE  GBCVE 


GOITONWDOD 


OCXNIY  HERITAGE  SUED 


aXJRTLAND 


CaMJELL 


(KDOKSTON 


p^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

fIjQ  DATE LEVEL     LEVEL 

1080001       mm                              Acid              ALU       12/70  548                        1.2 

•lUrAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 548 

11A0002      CLAY                                Acid              ADJ  110                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi HO 

1240006      EREEBORN                         Acid              AOJ  183                        1.2 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 183 

1690009      ST.  LOUIS                       Acid              AIXJ       11/70  800                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 800 

1020017      ANOKA                              Acid              ADJ       11/66  35832                        1.2 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 35832 

1470011      MEEKER                             Acid              ADJ          /70  571                        1.2 

TDTLAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 571 

1820004      WASHINCTON                     Acid              ADJ      07/64  18994                        1.2 

TOTAL  lOPULAIlON  SERVED  BY  SOURCE  WATER  SYSTO^ 18994 

1420002      LYON                                Acid              ADJ       11/70  924                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 924 

1140015      CLEARWATER                     Acid              ADJ           /76  25                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIQI 25 

1520001      NIOOLLEI                         Acid              PJtXi          /69  399                        1-2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlHi  SYSl^EM 399 

1090007      CARLTON                            Acid              ADJ           /69  229                         1.2 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 229 

1600002      POLX                                Acid              ADJ           /54  8628                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 8628 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CROSBY                         1180008   CSDW  WING         Acid      ADJ   01/68  2218          1.2 

IDEAL  POPULATiaJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 2218 

OJRRIE                         1510003   MURRAY            Acid      ADJ   12/70  359          1.2 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 359 

CYRUS                         1610001   POPE            Acid     ADJ   11/71  334         1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 334 

DALTCN                         1560008   OTTEIl  TAIL         Acid      ADJ    /70  248          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATES  SYSTEM 248 

DARFUR                         1830002   WAKMIAN          Acid      ADJ   11/69  139          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 139 

DARWIN                         1470002   MEEKER           Acid      ADJ    /68  282          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH4 282 

DASSEL                         1470003   MEEKER           Acid      ADJ   05/66  1066          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSItM 1066 

DAWSON                         1370003   LAC  QUI  PARLE      Acid      ADJ    /70  1901          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 1901 

DE  GRAFF                        1760004   SWIFT            Acid      ADJ  179          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 179 

jyEm  CREEK                      1560007   OITER  TAIL         Acid      ADJ    /69  392          1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 392 

DEER  RIVER                      1310007   ITASCA           Acid      ADJ  907          1.2 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WAIER  SYSTEM 907 

IMRWOOD                        1180012   CROW  WING         Acid      ADJ   02/80  580          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 580 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MJNNbbU      ^ ^  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  tPA  OUUInit  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  '^  ^^^^  LEVEL     LEVEL 

NO ^ . — 

OEy^  1860007      WRIGHT  Acid  AW  /69  2480  1.2 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WSm  SYSmi 2A80 

PELAVAN  1220003      FARIBAULT  Acid  ADJ  /71  262  1.2 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WSm  S\SYm 262 

Uj^gOj,  1250021      GCOmJE  Acid  ADJ  176  1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKN 176 

UEIKjiT  I^^ES  1030005      BECKER  NaSiF6  AEU      03/68  7106  1.2 

TOIAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSl^ 7106 

IjgjOTR  1500006      M}WER  Acid  ALXJ       10/70  279  1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTOi 279 

DIUjOKffl  11^^0003      CI^Y  Acid  AEU  /69  2585  1.2 

TOTAL  roPUlATION  SERVED  BY  SOURCE  WATER  SYSIH^ 2585 

DOKjECENnR  1200002      DODGE  Acid  AIXJ      01/67  1816  1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1816 

Hjj^ELLY  1750003      STEVENS  Acid  ADJ       12/70        317  1.2 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WATER  SYSIB^ 317 

DOVER  1550004      OLMSTED  Acid  AOJ  312  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 312 

DUUjIH  1690011  ST.  LOUIS  Acid              ADJ  /70     92811                        1.2 

TONDDUI^  1690052  ST.  IDUIS  OONS                        91 

HERMANIOWN  1690043  SI.  liXJIS  OONb                    6  59 

PROCTOR  1690042  SI.  liDUIS  OONS                    31«U 

RICE  UXE  TOWNSHIP  1690049  ST.  ims  OONS                      675 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 103516 

IXMXn:  1780002      TRAVERSE  Acid  AEU  /72         173  1.2 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 173 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

DUNDAS                         1660015   RICE             Acid      ADJ  422          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 422 

DUNNELL                        1460002   MARTIN            Acid      ADJ   12/70  216          1.2 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 216 

EAGAN                          1190007   DAKOTA           Acid      ADJ    /70  20532          1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 20532 

EAGLE  BEND                      1770004   TMX)             Acid      ADJ   11/72  593          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIH^ 593 

EAGLE  LAKE                      1070002   BLUE  EARTH         Acid      ADJ   12/70  1470          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1470 

EAST  (SAND  FOSKS                                           1600004   POLK             Acid      ADJ   06/66  8537          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 8537 

EASTDN                         1220005   FARIBAULT         Acid      ADJ    /71  283          1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATHl  SYSTH*1 283 

ECHO                           1870003   YELLOW  MEDICINE     Acid      ADJ    /72  334          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 334 

EMN  PRAIRIE                     1270010   HENNEPIN          NaSiF6    ADJ  15263          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15263 

EDEN  VALLEY                     1470006   MEEKER            Acid      ADJ   l2/b8  763          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm.  SYST™ 763 

EDGERTCN                        I59000I   PIPESTONE         Acid      ADJ   10/58  1123          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT'ER  SYSTEM 1123 

EDINA                          1270011   HENNEPIN          Acid      ADJ   04/57  46073          1.2 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  S\Sim 46073 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA ^ status   fluor     pop     natural  systems 

WATER  SYSTEM  and  EPA  OUUNit  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  DATE  LEVEL     LEVEL 

NO ^ • 

^.j^  1280003      HOUSTON  Acid  AW  /70  226  1.2 

TOTAL  POPUI^mON  SERVED  BY  SOURCE  WATER  SYSTB^ 226 

1850003      WMm  Acid  AW  /70  198  1.2 

TOTAL  EOPUlAnON  SERVED  BY  SOURCE  WA3ER  SYSTH«1 198 

^1^  126(XX)3      GRANT  Ac.d  ^       11/69  1358 

TOTAL  lOPUUmON  SERVED  BY  SOURCE  WAITER  SYSTEM 1358 

^^  1790001      WABASHA  Acid  AOJ       11/70  667  1-2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIIR  SYSTEM 667 

ELIZABE:IH  1560028      OnmTML  Acid  AOJ  195 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 195 

^fj^  1710004      SHERBURNE  Acid  AW       12/55  6785  1.2 

TOTAL  TOPUUmON  SERVED  BY  SOURCE  WAKR  SYSrtM 6785 

^^  1700002      SCOTT  Acid  AIXJ  /70        274  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 274 

^^^^  1500007      MMR  Acid  AW       01/68         139  1-2 

—  -  -  -  IIQ 

TOKL  POPULATION  SERVED  BV  SOURCE  W4TEB  SVSKM 

^j,^,^  17A0003      SIEE.^  '>-"  ™      ''"^  "5  1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIIER  SYSTEM 

^.^^  153(XX)5      NCBI^  Acid  ^  /72  629 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTEM 629 

^^^^^  1220004      FARIBAULT  Acid  AW       11/69  882  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 882 

^^  1690014      ST.  UXJIS  NaF  AW      11/52  4820  1-2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'ITiR  SYSTEM ^20 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

SlEc'uT'rsSEMS  SERVED  ^'  ^^^  CH|M    STATUS  FLUOR  JOP^  NATURAL  SYS^ 

— — NQ     DATE LEVEL  LEVEL 

ELYSIAN                         1A00003   LE  SUEUR          Acid      ADJ    /71  454          1.2 

IDEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 454 

E>W»1S                         1240007   FREEBORN          Acid      ADJ   09/80  465          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 465 

EMPIRE  TOWNSHIP                   1190009                  Acid      ADJ  1226          1.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1226 

EIJGLEHAVEN  DEVELOPMEMP             1700015   SOOTT            Acid      ADJ  130          1.2 

TOTAL  P0PULATTC»1  SERVED  BY  SOURCE  WATHi  SYSTEM 130 

ERSKINE                         1600005   POLK             Acid      ADJ    /71  585          1.2 

TOTAL  POPULATim  SERVED  BY  SOURCE  WAIER  SYSTEM 585 

EVANSVILLE                      1210013   DOUGLAS           Acid      ADJ    /69  571          1.2 

TOTAL  POPUL^TTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 571 

EVELEIH                         1690018   ST.  LOUIS         Acid      ADJ    /71  5042          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH«1 5042 

EXCELSIOR                       1270012   HENNEPIN          NaF      ADJ   06/63  2523          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2523 

EYOTA                          1550006   OLMSTED           Acid      ADJ   01/68  1224          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIliM 1224 

FAIRFAX                         1650005   RENVILLE          Acid      .mJ   11/67  1405          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST"EM 1405 

FAIRtCNT                        1460003   MARTIN            NaSiF6    ADJ   12/51  11506          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 11506 

FARIBAULT                       1660002   RICE             Acid      ADJ    /53  16241          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16241 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNbbVJ  I  A ^ ^ STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNTY  ^Jit  ^^^^^   ^^^^^^  ^^^        ^p^ 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^j^  LEVEL    LEVEL 

NO — ■ ■ 

FARIBAULT  STAK  HOSPITAL                             1660005      RICE                                 Acid              ADJ  1762                        1.2 

■lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1762 

,.,^                                                         1100008      DAKSJEA                            Acid              ADJ       10/68  4370                        1.2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTOl ^370 

PELTON                                                               11^12      ClAY                                Acid              ADJ  264                        1.2 

TOTAL  FOPULmON  SERVED  BY  SOURCE  WAKR  SYSTEM 264 

P^jCUS  FALLS                                                    1560014      OTOR  TAIL                     NaSiF6          AW      05/51  12519                        1.2 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 12519 

pg^I£                                                           1600008      mix                               Acid             AW       12/69  869                       1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 869 

PUJLAYSCN                                                          1580002       PINE                                Acid              AIXJ           /69  202                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 202 

PjSHf^                                                               1600009      mX                                Acid              AOJ          /71  453                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^53 

f^jLEy                                                                 1050001       BEtnON                             Acid              AIXJ       03/60  1606                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQI 1606 

TOREST  HILLS  SUBDIVISION                             1550017      OUISTEAD                         Acid              AW  180                        1.2 

TOTAL  roPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 180 

f^jRESTi^                                                      1820005      WASHINGKJN                     Acid              AIXJ       11/61  4596                        1.2 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WMER  SYSTEM ^5% 

p^jgEjj^                                                            1480014      MILLELACS                     Acid              ADJ  283                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 283 

f^jTON                                                              1600010      roiK                                Acid              ADJ       11/70       1599  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1599 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

SrEc'u?,rS?S?EMS  SERVED  %'  ^^^  CH|M    STATUS  FLUOR  ^^POP^  NATURAL  SYST^EMS 

NO ^ DATE LEVEL  LEVEL 

FXXMEAIN                        1230003   FILLMDRE          Acid      ADJ  327          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 327 

FKANKLIN                        1650006   RENVILLE          Acid      ADJ   11/72  512          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 512 

FRANSTQl  MHP                     1170007   OOTTONWOOD                 NML  54     0.7 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 54 

FRAZEE                         1030014   BECKER            Acid      ADJ    /70  1286          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTD>1 1286 

fTlEEBORN                        1240008   FREEBORN          Acid      ADJ   01/68  323          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 323 

FREEPORT                        1730013   STEARNS           Acid      ADJ   11/70  563          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 563 

f^DLEY                         1020031   ANOKA            Acid      ADJ   01/61  30228          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 30228 

FKOST                          1220007   FARIBAULT         Acid      ADJ   12/70  293          1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 293 

FULDA                          1510005   MURRAY            Acid      ADJ  1308          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1308 

GARY                           1540010   NORMAN            Acid      ADJ  241          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 241 

GAYLDRD                         1720002   SIBLEY            Acid      ADJ   03/65  1933          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH*! 1933 

GENEVA                         1240009   FREEBORN          Acid      ADJ   01/68  417          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 417 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNEbUI ^ STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     UUUNir                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D^  pATE LEVEL    LEVEL 

Qjjjn.                                                                 1420004      LYON                                Acid              ADJ      06/80  356                        1.2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WSm  SYSTEM 356 

jjjggjjj                                                               1720004      SIBLEY                             Acid              ADJ       12/69  787                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WArtR  SYSTEM 787 

(jjLBEKT                                                             1690020      ST.  LOUIS                       Acid              ADJ       12/67  2721                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTO^ 2721 

CLEJKDE                                                             1430003      MCLEDD                            Acid              ADJ          /70  43%                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSItM ^396 

(j^jj^LLE                                                          1240010      EREEBORN                         Acid              AEU       10/70  851                        1.2 

TOTAL  FOFULAnON  SERVED  BY  SOURCE  WATER  SYSTH^l 851 

CLQjWQOD                                                            1610003      POPE                                NaF                ADJ  2532                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2532 

GLYjjIXjj                                                             1140005      CLAY                                 Acid              ADJ          /70  882                        1.2 

TOTAL  FOPUUmON  SERVED  BY  SOURCE  WATER  SYSTB^ 882 

QQjjy^Q^                                                             1150003      CLEARWAIER                     Acid              ADJ  362                        1.2 

TOOAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 362 

GOOD  THIUDER                                                    1070005      BLUE  EARTH                     Acid              ADJ           /70  560                        1.2 

TOTAL  roPULAnON  SERVED  BY  SOURCE  WATER  SYS-JTiM 560 

QOQCHUE                                                             1250005      GOODHUE                           Acid              AlxJ           /70  657                        1-2 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WAlliR  SYSTEM 657 

QQQPI^IXjE                                                          1570001       PEMUNGION                     Acid              ADJ           /70  191                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 191 

OOODVIBW                                                           1850012      WINONA                            Acid              ADJ       12/69  2567                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYS^mi 2567 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

cSNrES?rsSEMS  SERVED  f  ^^^  CH|M         ^^^^^^     FLUOR  JOP^    NATU^P^L  SYST^^^ 

— ti2 DATE LEVEL  LEVEL 

GRACEVILLE  1060005   BIG  STONE         Acid      ADJ   11/70    780  1.2 

TOfEAL  EOPLIL\nai  SERVED  BY  SOURCE  WATER  SYSIB^ 780 

GRANADA  1A60004   MARTIN  Acid      ADJ    /70    377  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 377 

GRAND  MARAIS  1160001   OOOK  Acid      ADJ    /70  1289  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'HR  SYSTO^ 1289 

GRAND  MEADCW  1500008   M3WER  Acid      ADJ   12/67  %5  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %5 

GRAND  RAPIDS  1310011   ITASCA  Acid      ADJ   11/70  7934  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7934 

OlANITE  FALLS  187000A   CHIPPEWA  NaF      ADJ   12/51  3451  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3451 

®EEN  ISLE  1720005   SIBLEY  Acid      ADJ   11/71  357  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 357 

CMENBUSH  1680002   ROSEAU  Acid      ADJ   12/71  817  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 817 

GREY  EAGLE  1770005   TODD  Acid      ADJ  338  1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 338 

C»OVE  ClTi  1470007   MEEKER  Acid      AJXI    /70  5%  1.2 

TOfEAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTD>1 596 

(SYGIA  1450003   MARSHALL  Acid      ADJ  216  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 216 

HAOCEUSACK  1110008   CASS  Acid      ADJ  285  1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 285 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

, . rr- pniiNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           ^"tM         o        uo  SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED DATE  LEVEL    LEVEL 

HP^lSJm  1540003      NORMAN  Acid  ADJ  /68  690  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 690 

H^^MBlj^  1100005      CARVEK  Acid  ADJ      09/68  475  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSltM A75 

H^^MPTON  1190010      DAKOTA  Acid  ALU       11/69  299  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 299 

HANOOCK  1750004      SIEVEMS  NaF  ADJ  /67  877  1.2 

Wm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 877 

HANLEY  FALLS  1870005      mi£M  MEDICINE  NATL  265  0.8 

TOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 265 

HANSKA  1080002      BROWN  Acid  AEU  429  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM ^29 

HARDWICX  1670002      ROCK  Acid  AIXJ  /72        276  1.2 

WIAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 276 

HARMONY  1230005      FILLMORE  Acid  ALU      05/67  1133  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1133 

HAgjy;S  1130005      aUSAOO  Acid  ADJ      07/80        678  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 678 

HAKiLAND  1240011       FREEBORN  Acid  .\UJ  322  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 322 

HASTINGS  1190012      WASHINGTON  Acid  ADJ       12/67  12827  1.2 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 12827 

HAWLEY  11^^0006      CLAY  Acid  ADJ      07/66       1634  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 1634 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

cSNfESr'rsSEMS  SERVED  ^        ^^^  CH|M    STATUS  FLUOR  ^^POP^  ^^TURA^  ^YS^^^ 

^ DATE LEVEL  LEVEL 

HAYFIELD                        1200004   DODGE            Acid      ADJ    /70  12A3          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTO^l 1243 

HAVWARD                        12A0012   FTiEEBORN          Acid      ADJ    /70  294          1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYS1H4 294 

HECTOR                         1650009   RENVILLE          Acid      ADJ  1252          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^l 1252 

HEM)ERSCN                       1720006   SIBLEY           Acid      ADJ  739          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 739 

HE34DRUM                         1540004   NORMAN            Acid      ADJ   12/72  336          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 336 

HEMNING                         1560016   OTMl  TAIL         Acid      ADJ   12/70  832          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYS'IH^ 832 

HERMAN                         1260005   GRANT            Acid      ADJ    /70  600          1.2 

TOTAL  POPULATIQN  SERVED  BY  SOURCE  WATTO  SYSTEM 600 

HERON  LAKE                      1320002   JACKSON           Acid      ADJ  783          1.2 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTH^l 783 

HEWITT                         1770015   TODD             Acid      ADJ   06/80  299          1.2 

T3TAL  POPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 299 

HIBBING                         1690002   ST.  LOUIS         Acid      ADJ    /70  21193          1.2 

.  TUIPL  POPifLATION  SERVED  BY  SOURCE  WATER  SYSTEM 21193 

HIDDEN  VALLEY  MHP                 1850017   WINONA           Acid      ADJ  464          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 464 

HILL  CITY                       1010011   AI'IKIN           Acid      ADJ    /72  533          1.2 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 533 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


HINOCLEY 


HITItEnAL 


HOFFMAN 


HOKAU 


HOLDINGFXX® 


HCXXANDALE 


HOLLOWAY 


HOPKINS 


HOUSTCN 


HOWARD  LAKE 


HOYT  LAKES 


HUGO 


^HI COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in                         USED           START  SERVED    NAT   OPT 
^ DATE LEVEL  LEVEL 

1580005   PINE  Acid      ADJ   09/68  963  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %3 

1140007   CLAY  Acid      ADJ    /71  253  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 253 

1260006   GRANI  Acid      ADJ   12/71  631  1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 631 

1280004   HOUSTCN  Acid      ADJ   01/70  686  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 686 

1730014   STEARNS  Acid      ADJ    /72  635  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 635 

1240013   FREEBORN  Acid      ADJ    /69    290  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 290 

1760005   SWIFT  Acid      ADJ  142  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 142 

1270016   HENNEPIN  Acid      ADJ   11/62  15336  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 15336 

1280005   HOUSraJ  Acid      ADJ  1057  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1057 

1860010   WRlQfr  Acid      AlxJ  1240  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 1240 

1690028   ST.  LOUIS         Acid      ADJ   03/61  2930  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2930 

1820007   WAafflNCKW         Acid      ADJ     /70  3771  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3771 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

HinXKENSON  1430004   MCLEDD  Acid      ADJ   12/52   9244  1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSITM 9244 

INIBRNAnONAL  FALLS  1360002   KOOCHICHING        NaSiF6    ADJ   09/52   5611  1.2 

RANIER  1360006   KOOCHICHING  OCWS         237 

90UIH  INEEENAHONAL  FALLS  1360007   KDOCfflaUNG  OONS        2806 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8654 

INVER  GROVE  HEICmS                1190014   DAKJTA           Acid      ADJ    /70  17171          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17171 

lONA                           1510007   MURRAY            Acid      ADJ   04/69  248          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 248 

IRON  JUNCnON                    1690029   ST  LOUIS          Acid      ADJ  134          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 134 

IRCWIDN                         1180017   (ROW  WING         Acid      ADJ   10/80  537          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD«1 537 

ISAOTI                         1300005   ISANTI            Acid      ADJ   08/80  858          1.2 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 858 

ISLE                           1480001   MILLE  LACS         Acid      ADJ   04/80  573          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 573 

JACKSON                         1320003   JACKSON           Acid      ADJ   il/67  3797          1.2 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WATER  SYS-IDv] 3797 

JANESVILLE                      1810001   WASECA           Acid      ADJ   11/71  1897          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1897 

JASPER                         1590004   PIPESTOJE         Acid      ADJ  731          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 731 

JOHNSON                         1060006   BIG  STONE                  NATT.  57     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTV>I 57 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


JOINT  POWERS  W.S. 


JORDAN 


KANDIYOHI 


KARLSTAD 


KASOIA 


KAS90N 


KEEWAITN 


KELLIHER 


KELLOGG 


KEMEDY 


KENSINGTON 


KENT 


EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

10                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1860024   WRICm?  Acid      ADJ   11/71  2083  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB-l 2083 

1700003   SGOrr  Acid      ADJ   05/65  2663  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOd 2663 

13A0003   KANDIYOHI          Acid      ADJ   02/80    447  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH(  SYSTEM 447 

1350002  KITTSON                   NATL         934     1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 934 

1400005   LE  SUEUR          Acid      ADJ  739  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 739 

1200005   DODGE  Acid      ADJ   12/68  2827  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 2827 

1310021   ITASCA  Acid      ADJ    /70  1443  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1443 

1040017   BELTRAMI          Acid      ADJ   05/69    324  1.2 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 324 

1790003   WABASHA           Acid      ADJ   01/70    440  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTl^l 440 

1350003  KITISON           Acid      AIXJ     /70    405  1.2 
TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTO-I 405 

1210017   DOUGLAS           Acid      ADJ     /69    331  1.2 

TOTAL  P0PULATI(*1  SERVED  BY  SOURCE  WATER  SYSTEM 331 

1840004   WIIXIN                    NATL         121     2.1 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 121 


447 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

EPA        COUNTY          CHEM    SJA 
^VED             ID                         USED 
NO 

KEKKHCMEN                       1760006   SWIFT            Acid      ADJ   12/70  761          1.2 

TOflAL  POPULATICN  SERVED  BY  SOURCE  WSm   SYSTEM 761 

KETTLE  RIVER                     1090008   CARLTC*J           Acid      ADJ   12/70  174          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 174 

KIESTER                        1220008   FARIBAULT         Acid      ADJ   12/70  670          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO«1 670 

KILKENNY                         1400007   LE  SUEUR          Acid      ADJ    /70  174          1.2 

TOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 174 

KIMBALL                         1730015   STEARNS           Acid      ADJ    /70  651          1.2 

TOTAL  POPULAn»I  SERVED  BY  SOURCE  WATER  SYSl-EM 651 

KINNEY                         1690031   ST.  LOUIS         Acid      ADJ    /69  447          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 447 

LA  CRESCENI                     1280007   HOUSTCW           Acid      ADJ    /70  3674          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 3674 

LA  SALLE                        1830009   WATCMJAN          Acid      ADJ   07/78  115          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 115 

LAFAYETEE                       1520002   NICOLLET          Acid      ADJ   12/70  507          1.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIEK  SYSIliM 507 

LAKE  ClTi                                                        1790004   WABASHA           Acid      AIXJ    /70  4505          1.2 

TOTLAL  POPULATION  SERVED  BY  SOURCE  WAIEk  SYSIEM 4505 

LAKE  CRYSTAL                     1070006   BLUE  EARTH         Acid      ADJ   12/67  2078          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYm 2078 

LAKE  ELMO                       1820009   WASHINGTON         Acid      ADJ   12/70  52%          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 52% 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LAKE  LTLLIAN 


LAKE  PARK 


LAKE  WILSON 


LAKEFIELD 


LAKEVILLE 


LAMBEKTDN 


LANESBORD 


LE  CENTER 


LE  ROY 


LE  SUEUR 


LEHILLIER 


LENWOOD  HEIGHTS 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

13A0004      KANDIYOHI                       Acid              AEU       12/69  329                        1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 329 

1030016      BECKER                            Acid              ADJ       12/70  716                        1.2 

TUmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 716 

1510008      MURRAY                            Acid              ADJ       12/69  380                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 380 

1320004      JACKSON                           Acid              ADJ       10/59  1845                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1845 

1190015      CvyCDTA                            Acid              ADJ          /70  14790                        1.2 

TOrmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14790 

1640003      REDWOOD                           Acid              ADJ      06/69  1032                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1032 

1230006      FILLMORE                         Acid              ADJ       11/69  923                        1.2 

TOTAL  FOPULATI(»  SERVED  BY  SOURCE  WATER  SYSTEM 923 

1400008      LE  SUEUR                         Acid              ADJ      09/69  1967                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1967 

1500009      MMR                             Acid             ADJ          /69  930                       1.2 

TOfEAL  POPUIJVriai  SERVED  BY  SOURCE  WaW.  SYSTEM 930 

1400010      LE  SUEUR                         Acid              ADJ       11/69  3763                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI'EM 3763 

1070026      BLUE  EARTH                     Acid              ADJ  25                        1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 25 

1550018      OLMSTEAD                         Acid              ADJ  180                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3EH  SYSTEM 180 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

LESTER  PRAIRIE                   1430006   MCLEDD           Acid      ADJ   02/70  1229          1.2 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WA'IER  SYSTEM 1229 

LEWISTON                        1850006   WINONA           Acid      ADJ    /70  1226          1.2 

TOTAL  POPULATION  SERVED  BY  SOLRCE  WATER  SYSTEM 1226 

LEWISVILLE                      1830003   WATMWAN          Acid      ADJ   OA/69  273          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 273 

LEXINCnON                       1020032   ANOKA            Acid      ADJ  2150          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATEE  SYSTO^ 2150 

LINOOLN-PIPESTONE  RURAL  WS          1410007   LINCOLN           NaF      ADJ    /80  698          1.2 

FLORENCE                      1420003  LYOtl                                                    OOJS  55 

HENMUCKS                      1410001   LINCOLN                   0»IS  737 

IVANHOE                       1410002   LINCOLN                   CONS  761 

LAKE  BENTON                    1410003   LINCOLN                   CONS  869 

RUSSELL                       1420008   LYDN                     COtiS  412 

TSDSKY                        1590008   PIPESIONE                 CONS  113 

TYLER                        1410004   LINCOLN                   CONS  1353 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4998 

LINDSraCM                       1130007   CHISAGO           Acid      ADJ    /70  1972          1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1972 

LINO  LAKES                      1020023   ANOKA            Acid      ADJ   02/80  4%6          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4%6 

LISM3RE                        1530007   NOBLES            NaF      A1\J    /71  276          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 276 

LITCHFIELD                      1470008   MEEKER            Acid      ADJ   05/59  5904          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5904 

LITTUE  FALLS                     1490002   MORRISON          Acid      ADJ    /70  7250          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITiM 7250 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


UTILE  PORK 


1J3NG  LAKE 


LONG  PRAIRIE 


UaiSDALE 


IXJRETIO 


LOWRY 


LUCAN 


LUVEKNE 


LYLE 


LYND 


MABEL 


MAMLLA 


— — COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

EPA        t^UUNiY  g^^p^  SERVED    NAT   OPT 

fIjO DATE LEVEL  LEVEL 

1360004   MDOCHiaiING        Acid      ADd    /70  918          1.2 

TOTAL  PORJLAnON  SERVED  BY  SOURCE  WATER  SYSITM 918 

1270018  HEUNEPIN          Acid      ADJ   09/59  17A7          1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17A7 

1770007   TODD             Acid      ADJ   12/70  2859          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 2859 

1660006   RICE             Acid      ADJ    /70  1160         1.2 

TOTAL  POPUL/mON  SERVED  BY  SOURCE  WATER  SYSTH>1 1160 

1270019  HEMEPIN          Acid      ADJ    /70  297          1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 297 

1610007   POPE             Acid      ADJ    /70  283          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 283 

164000A   REDWOOD           Acid      ADJ    /70  262          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 262 

1670004   ROCK             Acid      ADJ   12/68  4568          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH"! 4568 

1500011   MOWER            Acid      ADJ     /71  576          1.2 

TOTAL  POPUUOTON  SERVED  BY  SOURCE  WATTiR  SYSTEM 576 

1420005   LYON             Acid      ADJ     /70  304          1.2 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYS-l^ 304 

1230007   FILLMORE          Acid      ADJ   01/68  923          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 923 

1830004   WAT»WAN          Acid      ADJ   06/66  2130          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2130 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MiNNESOTA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MADISai 


MADISai  LAKE 


MAHNCMEN 


MAlfKMDI 


MANKATO 


MAMimVILLE 


MAPLE  GROVE 


MAPLE  LAKE 


MAPLE  PLAIN 


MAPLETON 


MAPLEVIEW 


MARBLE 


EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1370004   LAC  QUI  PARLE      NaF      ADJ   11/53   2212  1.2 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB1 2212 

1070007   BLUE  EARTH         Acid      ADJ    /69    592  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 592 

1A40002   MAHNOMEN          Acid      ADJ    /71   1283  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1283 

1820013   WASHDOON         Acid      ADJ   11/69   4505  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4505 

1070009   BLUE  EARTH         Acid      ADJ   07/62  28651  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28651 

1200006   DODGE            Acid      ADJ   12/70    705  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 705 

1270020  HEMNEPIN          NaT      ADJ   08/73  20525  1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20525 

1860011   WRIOfl           Acid      ADJ   12/70   1132  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1132 

1270021  HENNEPIN          Acid      ADJ    /69   1421  1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^  1421 

1070013   BLUE  EAR'IH         Acid      ADJ   09/52   1516  1.2 

TOTAL  POPULATI»I  SERVED  BY  SOURCE  WATER  SYSIIM 1516 

1500013   MDWER            Acid      ADJ    /70    253  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSID«1 253 

1310023   ITASCA           Acid      ADJ   11/71    753  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAFER  SYSTEM 753 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MINNESOTA 

WATER  SYSTEM  and EPA         COU^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  I^D  USED DATE  LEVEL  LEVEL 

(.j^^^ny^                        1370005   LAC  QUI  PARLE      Acid      ADJ   10/72  279          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm«l 279 

MARSHALL                         1A20006   LYON             NaSiF6    ALU   11/63  11161          1.2 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11161 

MARSHALL-KITTSON  00  RURAL  WS         145000A   MARSHALL          Acid      ADJ   06/80  1000          1.2 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ^ 1000 

MARSHALL-FOLK  00  RURAL  WS           1A50005   MARSHALL          Acid      AOJ   12/75  2300          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 2300 

MAYER                           1100006   CARVER            Acid      ADJ   12/70  388          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  388 

MAYNARD                         1120002   CHIPPEWA          Acid      AEU    /70  428          1.2 

TCriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 428 

MAZEPPA                         1790009   WABASHA           Acid      ADJ   12/71  680          1.2 

TOTTAL  POPUIJ^TION  SERVED  BY  SOURCE  WATER  SYSTEM 680 

MCINIOSH                        1600011   POLK             Acid      ADJ   12/69  681          1.2 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 681 

MCKINLEY                        1690033   ST.  LDUIS         Acid      ATU  230          1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYS1"EM - 230 

MEADOWBRDOK  ADDITION                1550021   OLMSTEAD           Acid      AUJ  100          1.2 

TOOAL  POPULMTION  SERVED  BY  SOURCE  WAltR  SYSTEM 100 

MEADOWLANDS                      1690034   ST.  LOUIS         Acid      ADJ    /72  135          1.2 

TCTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIBl 135 

MEDTORD                          1740005   STEELE            Acid      AIXJ   11/70  775          1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYS'TEM 775 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ   02/69  2623          1.2 

SYSTEM 2623 

Acid      ADJ   11/70  2409          1.2 

SYSTEM 2409 

Acid      ADJ   11/70  980          1.2 

SYSTEM 980 

Acid      ADJ   11/70  349          1.2 

SYSTEM 349 

Acid      ADJ   08/68  2104          1.2 

SYSTEM 2104 

Acid      ADJ    /85  417          1.2 

SYSTEM 417 

Acid      ADJ   03/80  186          1.2 

SYSTEM 186 

NATL  247     1.4 

SYSTEM 247 

Acid      ADJ  372181          1.2 

OONS  20029 

cutis  25543 

CONS  22775 

OONS  7102 

OONS  23087 

SYSTEM 470717 

Acid      ADJ    /69  1470          1.2 

SYSTEM 1470 

Acid      ADJ   11/70  744          1.2 

SYSIIM 744 


MEDINA 


MELROSE 


MENAHGA 


MIE»LE  RIVER 


MILACA 


MILAN 


MILLVILLE 


MILRDY 


MINNEAPOLIS 

OOUJMBIA  HEIGHTS 
CRYSTAL 
OOLDQJ  VALLEY 
LITTLE  CANADA 
NEM  WPE 


minnbot:a 


MINNESOTA  LAKE 


1270023  HENNEPIN 
TOTAL  POPULAlTOa  SERVED  BY  SOURCE  WATER 

1730016   STEARNS 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

1800001   WADENA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1450006   MARSHALL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK 

1480002   MILLE  LACS 
TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER 

1120003   CHIPPEWA 
TOTAL  POPULATK^  SERVED  BY  SOURCE  WATER 

1790010   WABASHA 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 

1640005   REDWOOD 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1270024  HENNEPIN 
1020016  ANOKA 
1270008  HENNEPIN 
1270014  HENNEPIN 
1620005  RAMSEY 
1270040  HENNEPIN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1420007   LYOJ 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

1070014   BULE  EARTH 
TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATEl< 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MINNEnilKA 


Mr^tJE:IO^KA  beach 


MDtEIRISTA 


hCNiEvire) 


KKUXMRY 


MDNnCELLD 


MGNmOSE 


MDORHEAD 


MDOSE  LAKE 


M»A 


hCRGAN 


MORRIS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1270031   HEMNEPIN          Acid      ADJ   01/69  38684          1.2 

TOfCAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 38684 

1270034   HQJNEPIN          Acid      ADJ   12/70  575          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 575 

1270036   HENNEPIN          NaSiF6    MX]      06/71  3236          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3236 

1120004   CHIPPEWA          Acid      ADJ   10/51  5845          1.2 

TDTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 5845 

1400012   LE  SUEUR          Acid      ADJ   11/70  2349          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 2349 

1860012   WRIOff            Acid      ADJ    /69  311          1.2 

TOTEAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 311 

1860016   WRIGHT            Acid      ADJ   12/70  762          1.2 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 762 

1140008   CLAY             NaSiF6    ADJ   12/65  29998          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 29998 

1090009   CARLTON           Acid      ADJ   11/70  1408          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 1408 

1330001   KANABEC           Acid      ADJ   05/52  2890          1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSIEM 2890 

1640006   REDWOOD           Acid      ADJ   08/67  975          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 975 

1750005   STEVENS           Acid      ADJ   11/52  5367          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 5367 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


r 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MDRRISTOWN 


MKTON 


MJTLEY 


MDUND 


M3UNDS  VIEW 


MOUNTAIN  imti 


MDUNEABJ  LAKE 


MURDOCX 


NAaiWAUK 


NHRSTRAND 


NEVIS 


NEW  AUBURN 


EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1660007   RICE             Acid      ADJ   11/69    639  1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIER  SYSTEM 639 

1650010   RENVILLE          Acid      ADJ   11/70    549  1.2 

TOfTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 549 

1490003   MDRRISON          Acid      ADJ   12/69    444  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 444 

1270038   HEMNEPIN  Acid      ADJ   11/67  9280  1.2 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9280 

1620008   RAMSEY  Acid      ADJ   11/70  12593  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 12593 

1690035   ST  LOUIS          Acid      ADJ   07/69   4134  1.2 

TOfTAL  POPULATIC^I  SERVED  BY  SOURCE  WATER  SYSTEM 4134 

1170003   OOmCNWOa)         Acid      ADJ   12/64   2274  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 2274 

1760007   SWIFT            Acid      ADJ   12/70    343  1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 343 

1310024   ITASCA           Acid      ADJ    /70   1382  1.2 

TOTAL  POPULAIia^)  SERVED  BY  SOURCE  WAIER  SYSItM 1382 

1660009   RICE             Acid      ADJ    /69    255  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 255 

1290010   HUBBARD           Acid      ADJ  332  1.2 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSITM 332 

1720007   SIBLEY            Acid      ADJ   01/80    331  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  331 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MEM  BRIOnON 


NEW  GESMANY 


NEW  LONDON 


NEW  MARKET 


NEW  MUNICH 


NEW  PRAGUE 


NEM  RICHLAND 


NEW  TRIER 


MEM  ULM 


NEW  YORK  MILLS 


NEMFXMIEM 


NEWPORT 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

1620009      RAMSEY                             Acid              ADJ       03/68  23269                        1.2 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 23269 

1100007      CARVES                             Acid              ADJ       11/70  349                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 349 

1340005      KANDIYOHI                       Acid              ADJ       12/69  812                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 812 

1700006      SCOTT                               Acid              ADJ       10/71  286                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 286 

1730017      STEARNS                           Acid              ADJ       11/71  302                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 302 

1400013      LE  SUEUR                         Acid              ADJ          /69  2952                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2952 

1810002      WASECA                            Acid              ADJ       12/70  1260                        1.2 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1260 

1190011      DAKOTA                            Acid              ADJ      02/70  115                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 115 

1080003      BROWN                               Acid              ADJ       11/68  13755                        1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 13755 

1560017      OTTER  TAIL                     Acid              ADJ       08/52  972                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 972 

1450007      MARSHALL                         Acid              ADJ       12/72  384                        1.2 

TOTAL  PCMJLATTON  SERVED  BY  SOURCE  WAItR  SYSEEM 384 

1820014      WASmNCroN                     Acid              ADJ       11/70  3323                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3323 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and  ~EPA  COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

inOOLLET                                                           1520004      NIOOLLCT                         Acid              ADJ          /69  709                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 709 

jjQKIH  BRANCH                                                    1130011      CHISAOO                          Acid              ADJ  1597                        1.2 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSIQ1 1597 

NORTH  KITKON  00  RURAL  WS  1350006  KITTSON  ADJ  11/80        315  1.2 

HALLDCK  1350001  KITTSON  OONS  1405 

lAKEBRONSON  1350004  KITTSON  OONS  298 

LANCASmi  1350005  KITTSON  OONS  368 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHEW 2386 

NDKffl  MANKATO  1520005      NICOLLET  Acid  AOJ       12/66  9145  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 9145 

NOR-mSTPAUL  1620011      RAMSEY  Acid  AIXJ      09/69  11921  1.2 

TOnAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11921 

NORIHFIELD  1660010      RICE  Acid  ADJ       12/63  12562  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12562 

NORTHCME  1360005      KDOOUCHING  Acid  ADJ  /71        312  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 312 

NORTHROP  1460006      MARTIN  Acid  AEU  /70        269  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 269 

NOBWOOD  1100008      CARVER  Acid  /JU  /70       1219  1.2 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 1219 

OAK  PARK  HEIGHTS  1820020      WASHINGTON  Acid  AIU       05/68      2591  1-2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2591 

QAKDALE  1820016      WASHINGTON  Acid  AEU       11/70  12123  1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 12123 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ    111  111                        1.2 

SYSTEM 177 

Acid      AHJ   11/69  423         1.2 

SYSTEM 423 

Acid      ADa   07/52  263         1.2 

SYSTEM 263 

Acid      ADJ   12/69  536          1.2 

SYSTEM 536 

Acid      ADJ   06/60  2802          1.2 

SYSTEM 2802 

Acid      ADJ   05/69  691          1.2 

SYSTEM 691 

Acid      ADJ    /71  181          1.2 

SYSTEM 181 

Acid      ADJ    /72  6845          1.2 

SYSTB^ 6845 

Acid      ADJ    /70  294          1.2 

SYSl'EM 294 

Acid      ADJ   11/38  2550          1.2 

SYSTEM 2550 

Acid      ADJ   12/67  1355          1.2 

SYSTEM 1355 

Acid      ADJ    /70  379          1.2 

SYSTEM 379 


(XXSSA 


OGILVIE 


OKABEIJA 


OKLEE 


OLIVIA 


ONAMIA 


ORMSBY 


OROND 


ORR 


ORICNVILLE 


OSAKIS 


OSLO 


1060007  BIG  STONE 
TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEE 

1330004   KANABEC 
TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

1320005   JACKSON 
TOTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

1630001   RED  LAKE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1650011   RENVILLE 
TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER 

1480003   MILLE  LACS 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER 

1830005   MARTIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1270041   HENNEPIN 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA'IHl 

1690038   ST.  LXUS 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1060008  BIG  STONE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1210020   DOUGLAS 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1450008   MARSHALL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATE[< 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OSSED                          1270043   HENNEPIN          Acid      ADJ   11/70  2974          1.2 

TOfEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 2974 

OSTOANDER                       1230008   FILLM3RE          Acid      ADJ   11/71  293          1.2 

TOOAL  POPULAllCXJ  SERVED  BY  SOURCE  WAIER  SYSTEM 293 

OWAICNNA                        1740007   STEELE            Acid      ADJ   12/67  18632          1.2 

TDTEAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 18632 

PALISADE                        1010013   AITKIN            Acid      ADJ    /84  167          1.2 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 167 

PARK  RAPIDS                      1290003   HUBBARD           Acid      ADJ   12/69  2974          1.2 

TOTAL  P0PULATIC»1  SERVED  BY  SOURCE  WAIEU  SYSTEM 2974 

PARKESS  PRAIRIE                  1560018  OTTER  TAIL         Acid      ADJ    /70  917          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 917 

PAYNESVILLE                     1730018   STEARNS           Acid      ADJ   12/65  2140          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2140 

PELICAN  RAPIDS                   1560019   CTIER  TAIL         Acid      ADJ    /62  1867          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYST^EM 1867 

PEMBERTON                       1070015   BLUE  EARTW         Acid      ADJ   10/70  208          1.2 

TOLM  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTm 208 

PEMNOOC                        1340006   KANDIYOHI         Acid      ADJ     /70  410          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 410 

PEOPLES  OOOP  POWER  ASSOC            1550015   OLMSTEAD          Acid      ADJ  1500          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR  SYSTEM 1500 

PERHAM                         1560023   OTTER  TAIL         Acid      ADJ   05/53  2086          1.2 

TOTAL  POPUIATTON  SERVED  BY  SOURCE  WATER  SYSTEM 2086 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


PESLEY 


PEHHlSaJ 


PIEHZ 


PDE  ClTi 


PINE  ISLAND 


PINE  RIVER 


PIPESTCNE 


PLAINVIEW 


PLATO 


PIJL^^iEIl 


PLYhOmi 


PORIHl 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO ^ DATE LEVEL     LEVEL 

1540006      NORMAN                             Acid              ADJ       11/72         134  1.2 

TOflAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 134 

1230009      FILLMORE                         Acid              ADJ       12/71         291  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 291 

1490004      MORRISON                         Acid              ADJ          /69       1018  1.2 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1018 

1580008      PINE                                Acid              ADJ       12/67       2489  1.2 

TOIAL  P0PULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 2489 

1250002      OOCCHUE                           Acid              ADJ      09/62       1980  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1980 

1110019      CASS                                Acid              ADJ       11/70        881  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 881 

1590005       PIPESTONE                       Acid              ADJ           /62      4887  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 4887 

1790012      WABASHA                           Acid              ADJ           /68      2416  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM  2416 

1430007      MCLEI»                             Acid              ADJ       01/69        390  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYS'ItM 390 

1630002      RED  LAKE                         Acid              .MU       il'/oQ        353  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 353 

1270044      HENNEPIN  Acid  AIXJ       10/70  31615  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSl'EM 31615 

1870006      YELLOW  MEDICINE            Acid              AIU      07/76        211  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 211 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

Acid              ADJ      OA/66  1478                        1.2 

SYSTEM 1478 

Acid              ADJ       10/66  3146                        1.2 

SYSTEM 3146 

NATL  557     1.8 

SYSTBd 557 

Acid      ADJ    /69  7284          1.2 

SYSTO^ 7284 

Acid      ADJ    /72  285          1.2 

SYSTEM 285 

Acid     ADJ    /69  527          1.2 

SYSTEM 527 

Acid      ADJ  210          1.2 

SYSTEM 210 

Acid     ADJ   03/69  723         1.2 

SYSTEM 723 

Acid      ADJ   04/51  1732          1.2 

SYSTB^I 1732 

Acid      ADJ  0          1.2 

COtiS  25 

CONS  87 

OONS  172 

OONS  437 

SYSTEM 721 

Acid      ADJ   11/70  13736          1.2 

SYSTEM 13736 


PRESTOJ 


PRINCEiaJ 


reiNSBURG 


PRIOR  LAKE 


RACINE 


RANDALL 


RAPIDAN  DEVELOIMNr 


RAYMCM) 


RED  LAKE  FALLS 


RED  RDCK  RURAL  WS 
lELFT 
DCfVRAY 
GARVIN 
JEFFBRS 


RED  WING 


TOEAL 


IDEAL 


TOEAL 


TOEAL 


TOEAL 


IDEAL 


IDEAL 


IDEAL 


IDEAL 


IDEAL 


IDEAL 


1230010 

FILLMORE 

POPULAITC*!  SERVED  BY  SOURCE  WATER 

1480008 

KILTK  LACS 

POPULATION  SERVED  BY  SOURCE  WATER 

1340007 

KANDIYOHI 

POPULATION  SERVED  BY  SOURCE  Wam 

1700007 

suaiT 

POPULATIOJ  SERVED  BY  SOURCE  m\m 

1500012 

IdWER 

POPULATION  SERVED  BY  SOURCE  WAIER 

1490005 

MDRRISOJ 

POPULATION  SERVED  BY  SOURCE  WATEE 

1070016 

BLUE  EARIH 

POPULAnON  SERVED  BY  SOURCE  WAllK 

1190025 

KANDIYOHI 

POPULATION  SEKVED  BY  SOURCE  WATER 

1630003 

RED  LAKE 

POPULATION  SERVED  BY  SOURCE  WATER 

1170009 

OOTIDtMXX) 

1170010 

OOnONWDCHD 

1510010 

MURRAY 

1420011 

LYON 

1170002 

O0TK*W0OD 

POPULATION  SERVED  BY  SOURCE  WAltK 

1250013 

GOODHUE 

POPULATION  SERVED  BY  SOURCE  WAltR 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and  ^^  CoU^^J^T  CHEM         STATUS     ^^UOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

f^Q  DATE LbVbL     LhVbL 

REDWOOD  FALLS  16A0008      REDWOOD  NaF  ADJ      04/59      5210  1.2 

NOKIH  REDWOOD  1640016      REDWOOD  OONS  206 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 5416 

RQ^LLE  1650012      RENVILLE  Acid  ADJ      09/68  1495  1.2 

TO'IAL  POPULATION  SEKVED  BY  SOURCE  WAKH  SYSTEM 1A95 

REVESE  1640010      REDWOOD  NATL  158  0.9 

TDfEAL  POPUIAnON  SERVED  BY  SOURCE  WATHl  SYSTEM 158 

RjCE  1050002      BEMON  Acid  ADJ       11/71  504  1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 504 

RICHFIELD  1270045      HEMNEPIN  Acid  ADJ       11/64  37851  1.2 

TOTAL  POPUIAnCW  SERVED  BY  SOURCE  WATER  SYSKM 37851 

RIOKM)  1730022      STEARNS  Acid  ADJ       11/71        867  1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 867 

RIVERBEMD  MHP  1860008      WRIOff  Acid  ADJ      08/77         600  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

RDBBINSDALE  1270046      HEWNEPIN  Acid  ADJ      05/64  14422  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1A422 

ROCHESTtR  1550010      OLMSTED  Acid  ADJ       03/60  57855  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYS-IEM 57855 

ROCX  OOUNIY  RURAL  WC  1670007      ROCK  NaF  ADJ       10/80         191  1.2 

HILLS  1670003      ROCK  CONS  598 

MAC20LIA  1670005      ROCK  CONS  234 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 1023 

ROCXFX»D  1860018      HEMEPIN  Acid  ADJ      04/69       2408  1.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYS1B«1 2408 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

ROGERS  1270047      HENNEPIN  Acid  ADJ  /70  652  1.2 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 652 

RDLLINGSTONE  1850008      WINONA  Acid  ADJ      01/68  528  1.2 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 528 

ROSOOE  1730043      STEARNS  Acid  ADJ  154  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 154 

ROSE  OlEEK  1500014      MDWER  Acid  ADJ       11/70  371  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 371 

ROSEAU  1680003      ROSEAU  Acid  ADJ       11/57  2272  1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 2272 

BOSELAND  1340009      KANDIYOHI  NATL  150  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 150 

ROSEMXJNT  1190019      DAKOTA  Acid  ADJ      06/67  5083  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5083 

ROIHSAY  1840006      WILKIN  Acid  ADJ       12/71        476  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 476 

ROUND  LAKE  1530008      NOBLES  Acid  AEU  /70        480  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 480 

ROYALTOJ  1490006      MORRISON  Acid  AIXI       11/70        660  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 660 

RUSH  QTY  1130013      CHISAOO  Acid  ADJ       10/52  1198  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 1198 

RUSHEXM)  1230011       FILLMORE  NaF  ADJ  /  70  1478  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 1478 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MINNESOTA 

WATER  SYSTEM  and EPA  COUmY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                 ^D                                                                 USED DATE  LEVEL     LEVEL 

RUSfCRE                                                           1530009      NOBLES                             Acid              ADJ          /70  387                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 387 

gUnnCN                                                             1590007       PIPESTONE                       Acid              ADJ       11/70  328                        1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSHM 328 

SABIN                                                                 1140010      CLAY                                Acid              ADJ       11/70  A46                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4A6 

SAfEED  HEART                                                    1650013      RENVILLE                         Acid              ADJ           /71  666                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 666 

SANBORN                                                             1640011      REDWOOD                           Acid              AEU       11/70  518                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 518 

SANDSKM:                                                       1580010      PINE                               Acid             AOJ          /69  1594                       1.2 

TXmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1594 

SABIELL                                                             1730036      STEARNS                           Acid              ADJ       11/70  3427                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3427 

SAUK  (UnSE                                                     1730037      STEARNS                           Acid              ADJ       12/57  3709                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 3709 

SAIK  RAPIDS                                                      1050004      BElirON                             Acid              ADJ           /70  5793                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5793 

SAVAGE                                                               1700008      SOGTI                              Acid              ADJ       08/69  3954                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA:IER  SYSTB^l 3954 

SEBEKA                                                               1800002      WADEHA                            Acid              ADJ       11/70  774                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 774 

SHAKDPEE                                                            1700009      SCOTT                              Acid              ADJ       11/66  9941                        1.2 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9941 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SHELLY 


SHEKBURN 


SHCMVIEW 


SHOREUCO) 


SILVER  BAY 


SILVER  LAKE 


SKYLINE 


SLAYr»I 


SLEEPY  EYE 


SOUTH  HAVEN 


SCHJm  ST  PAUL 


scum  VIEW  HEions 


EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

1540007   NORMAN                    NATL  276     1.0 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 276 

1460007   MARTIN            Acid      ADJ    /70  1275          1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1275 

1620020   RAMSEY            Acid      ADJ   12/70  17300          1.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 17300 

1270051   NENNEPIN          NaF      ADJ  4646          1.2 

TOTAL  POPULAHCN  SESVED  BY  SOURCE  WATER  SYSTEM 4646 

1380003   LAKE             NaSiF6    ADJ   10/58  2917          1.2 

TOTAL  POPUIATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 2917 

1430008   MCLBOD           Acid      ADJ   01/69  698          1.2 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 698 

1070018   BLUE  EARTH         Acid      ADJ   11/69  399          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 399 

1510009   MURRAY            Acid      ADJ   11/56  2420          1.2 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 2420 

1080005   BROWN            Acid      ADJ   06/67  3581          1.2 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTTM 3581 

1860021   WRIGHT            Acid      .^fJJ    /d9  205          1.2 

TOTAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 205 

1190020   DAKOTA           Acid      ADJ    /70  21235          1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 21235 

1070020   BLUE  EAR'IH         Acid      ADJ  200          1.2 

TOTAL  POPULAn»I  SERVED  BY  SOURCE  WATEL^  SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

r^T COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIY  ^  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 ^^                                 ^^j^  LEVEL     LEVEL 

NO , ~~^~— 

SPJCH^                         13A0010   KANDIYOHI          Acid      AIXI   09/68  909          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTO^ 909 

SPRDG  (50VE                     1280010   HOUSTON           Acid      AIXJ   09/68  1275          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1275 

SPRING  LAKE  PARK                  1020029   ANOKA            Acid      AIXJ   06/66  6477          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6477 

SPRING  PARK                      1270053   HENNEPIN          Acid      ADJ    /72  1465          1.2 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1^5 

SPRING  VALLEY                    1230012   FILLMDRE          Acid      AEU   11/65  2616          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2616 

SPRINGETELD                      1080008   BROWN            Acid      ADJ   10/64  2303          1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2303 

SI  ANIHONY                      1270048   HEMNEPIN          Acid      ADJ   01/70  7981          1.2 

■KfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7981 

SI  BCNIFACIUS                    1270049   HENNEPIN          Acid      ADJ   11/70  857          1.2 

TOfEAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTD«1 857 

SI  CHARLES                      1850009   WINONA            Acid      ADJ   11/62  2184          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTt"M 2184 

^  CLAIR                        1070017   BLUE  EARTH         Acid      ADJ   08/67  655          1.2 

TOflAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 655 

jrOXXJD                        1730027   BENTON            NaSiF6    AQJ   09/57  42566          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  VlAim  SYSTEM 42566 

Sr  FRANCIS                      1020028   ANOKA            Acid      AEU   05/80  1184          1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1184 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

ST  HIIAERE                      1570002   PE2M[NGIDN         Acid      ADJ    /70  388          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 388 

ST  JAMES                        1830006   WATONWAN          Acid      ADJ   08/65  A326          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH«1 A326 

ST  JOSEPH                       1730033   SIEARNS           Acid      ADJ   12/59  299A          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2994 

ST  LDUIS  PARK                    1270050   HENNEPIN          Acid      ADJ   12/61  A2931          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 42931 

ST  MARTIN                       1730035   STEARNS           Acid      ADJ    /74  220          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 220 

ST  PAUL  1620026   RAMSEY  Acid      ADJ       330311  1.2 

ARDEN  HILLS  1620001   RAMSEY  OONS        8012 

ROSEVILLE  1620013   RAMSEY  OONS       35820 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTEM 374143 

ST  PAUL  PARK  1820018   WASHINGION         Acid      ADJ   12/70  4864  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 4864 

ST  PEItR  1520006   NIOOLLET  Acid      ADJ   11/68  9056  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViATER  SYSTEM 9056 

STACY  1130016   QflSAOO  Acid      AliJ    /72    996  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 996 

STAPLES  1770011   TODD  NaSiF6    ADJ   04/52  2887  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIIR  SYSTEM 2887 

STARBUCK  1610008   POPE  Acid      ADJ   11/70  1224  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAITlR  SYSTEM 1224 

STEfflEN  1450009   MARSHALL  Acid      ADJ    /70    898  1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 898 


468 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SIEMABT 


STEWAR3VILLE 


snuwAnn 


STORDEN 


STRANDQUIST 


SWANVILLE 


TAOCNITC 


TAIKION 


TAYLORS  FALLS 


THIEF  RIVER  FALLS 


THCMPSCW 


TINIAH 


F^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

EPA  ouurJiT  ^^^^^   SERVED  NAT        OPT 

fIjO  DATE LEVEL     LEVEL 

1430009      MCLBOD                            Acid              ADJ  bl6                        1.2 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIER  SYSTEM 616 

1550026      OLMSTED                           Acid              ADJ       11/66  3911                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 3911 

1820024      WASHINGTON                     Acid              ADJ       12/70  12290                        1.2 

TOTTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 12290 

1170004      O0TK»WOOD                     Acid              ADJ       11/70  341                        1.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAItR  SYSm«1 341 

1450010      MARSHALL                                              NATL  136            3.1 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 136 

1490007      NCRRISON                         Acid              ADJ          /71  295                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 295 

1310028      ITASCA                            Acid              ADJ          /69  331                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 331 

1420009      LYON                                Acid              ADJ           /77  177                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTTiM 177 

1130017      OnSAGO                           Acid              ADJ          /70  623                        1.2 

TOTEAL  POPUIvmON  SERVED  BY  SOURCE  WAHK  SYSTEM 623 

1570003      PENNINCTON                     Acid              ADJ       09/51  9105                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYSTEM 9105 

1090017      CARLTON                           Acid              ADJ          /81  152                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 152 

1780003      TRAVERSE                         Acid              ADJ           /82  119                        1-2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 119 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

TOKA  BAY  1270013   HENNEPIN  NaF      ADJ    /72  135A  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 1354 

TRACY  1420010   LYDN  Acid      ADJ   12/67  2478  1.2 

laiAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 2478 

TRDDMI  1460009   MARTIN  Acid      ADJ    /69  805  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 805 

TRUMAN  1460010   MARTIN  Acid      ADJ   06/56  1392  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1392 

TWIN  LAKES  1240016   FREEBORN  Acid      ADJ   03/69  210  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 210 

TWIN  VALLEY  1540008   NC«MAN  Acid      ADJ    /69  907  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 907 

TWO  HARBC»S  1380005   LAKE  Acid      ADJ   09/61  4039  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 4039 

ULEN  1140011   CLAY  Acid      ADJ    /70  514  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 514 

UNMRWOCX)  1560026   OTTER  TAIL         Acid      ADJ  332  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 332 

UPSALA  1490008   MDRRISCW  Acid      ADJ   il/70  400  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wam   SYSTEM 400 

imCA  1850011  WmtiA  Acid      ADJ   05/80  249  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 249 

VADNAIS  HEIGfflS  1620030   RAMSEY  Acid      ADJ  5111  1.2 

TOfTAL  POPULAnC^I  SERVED  BY  SOURCE  WATER  SYSTEM 5111 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


VESbOUi: 


VEBNON  CUnm 


VESTA 


VICTORIA 


VIRGINIA 


WABASHA 


WABASSO 


WAOCMIA 


WAIXm 


WAITE  PARK 


WALDORF 


WALKER 


P^T COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

1800003      WADENA                            Acid              ADJ           /69  504                        1.2 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 504 

1070019      BLUE  EARTH                     Acid              ADJ  365                         1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 365 

1640012      REDWOOD                           Acid              ADJ       12/69  360                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 360 

1100009      CARVER                             Acid              ADJ  1425                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1^25 

1690046      ST.  LOUIS                       NaSiF6          ADJ          /64  11056                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIW  SYSTEM 11056 

1790013      WABASHA                           Acid              ADJ       12/69  2372                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2372 

1640013      REDWOCX)                           Acid              ADJ          /70  745                        1.2 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 745 

1100010      CARVER                             Acid              ADJ           /69  2638                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSnM 2638 

1800004      WADEMA                            Acid              .yU       10/62  4669                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4669 

1730039      STEARNS                           Acid              ADJ       tU/80  3496                        1.2 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 3496 

1810003      WASECA                             Acid              ADJ       12/70  249                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 249 

1110013      CASS                                 Acid              ADJ       12/70  970                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI'ER  SYSTEM 970 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WALNUT  GROVE 


WANAMINQO 


WANDA 


WARM 


WARREN 


WARROAD 


WASECA 


WAIERTOWN 


WATERVILLE 


WA3KINS 


WATSCN 


WAUBUN 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

16A001A      REDWCXS)                                               NATL  753  1.0 

TOEAL  POPULAHCW  SERVED  BY  SOURCE  UAim  SYSTO1 753 

1250018      GOODHUE                           Acid              ADJ       12/70        717  1.2 

TOTAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 717 

1640015      REDWOOD                                               NATL  118  3.2 

TOTAL  FOPULATICN  SERVED  BY  SOURCE  WATEH  SYSTEM 118 

1310030      ITASCA                            Acid              ADJ  150  1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 150 

1450012      MARSHALL  Acid  ADJ  /  70  2105  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2105 

1680006      ROSEAU  Acid  ADJ  /69  1216  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1216 

1810004      WASECA  Acid  ADJ       11/67  8219  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8219 

1100012      CARVER  Acid  ADJ  /70  1818  1.2 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER  SYSTEM 1818 

1400015      LE  SUEUR  Acid  ADJ      05/64  1717  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAffiR  SYSTT3^ 1717 

1470010      MEEKER                            Acid              ADJ           /70        757  1.2 

TUEAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 757 

1120006      CHIPPEWA  Acid  ADJ  238  1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 238 

1440004      MAHNOMEJJ                         NaSiF6          ADJ          /71         390  1.2 

TDTTAL  POPULATTC»J  SERVED  BY  SOURCE  WATER  SYSTEM 390 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA^ 

WATER  SYSTEM  and EPA  COU^ItY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                 ^D                                      USED DATE  LEVEL     LEVEL 

WAVHKLY                                                             1860019      WRIOTT                             Acid              AEU          /69  470                        1.2 

•TOTAL  POFULAnON  SEKVED  BY  SOURCE  WAIER  SYSTEM 470 

y^YZATA                                                             1270054      HEMJEPIN                         Acid              ADJ       11/62  3621                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 3621 

WEI^OCME                                                             1460011      MARTIN                             Acid              ADJ       11/70  855                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 855 

WELL5                                                                 1220010      FARIBAULT                       Acid              ALU      04/67  2777                        1.2 

TDflAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2777 

WQjDELL                                                             1260008      GRANT                              Acid              ADJ  216                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m  SYSTEM 216 

WE^  CONCORD                                                    1200007      DODGE                               NaF                AEU       09/51  762                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 762 

WE5IBR00K                                                          1170005      OOTIOtWOOD                     Acid              ADJ       11/70  978                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATffi  SYST1EM 978 

WHEAION                                                              1780004      TRAVERSE                         Acid              ADJ           /70  1%9                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 1969 

ViUTE  BEAR  LAKE  WS                                         1620024      RAMSEY                             Acid              ADJ       06/57  23697                        1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23697 

WHITt  BEAR  TWP                                                1620025      WASHINGTON                     Acid              ADJ           /69  5921                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 5921 

WILLMAR                                                             1340016      KANDIYOHI                        Acid              ADJ      03/67  15895                        1.2 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 15895 

WILUCW  HEiarrS  addition                               1550030      OLMSTEAD                         Acid              AlU  418                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTDd 418 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MINNESOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
N0_ DATE LEVEL  LEVEL 

1530010   NOBLES            Acid      ADJ  380          1.2 

TQflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 380 

1170006   OOTiaWX©         Acid      ADJ   12/60  4666          1.2 

TOfLAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4666 

1600013   POLK             Acid      ADJ   11/70  200          1.2 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 200 

1220011   FARIBAULT         Acid      ADJ   06/51  1869          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1869 

1850013   WnCNA           Acid      ADJ   08/65  25075          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25075 

1430010   MCLEDD            Acid      ADJ    /70  1522          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 1522 

1720008   SIBLEY            Acid      ADJ   09/68  1376          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1376 

1040019   ST  LOUIS          Acid      ADJ  276          1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 276 

1870008   YELLOW  MEDICINE     Acid      ADJ   12/70  420          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

1820025   WASHINGTON         Acid      ADJ    /70  10297          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10297 

1530011   NC«LES            Acid      ADJ    /69  10243          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10243 

1230013   FILLMORE          Acid      ADJ    /70  482          1.2 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 482 


WILMONT 


WINDQM 


WINGER 


WlhMBAGO 


WDJCNA 


WINSTED 


WINIHRDP 


WINICN 


W0(»  LAKE 


WO(X»URY 


WDRIHINGraJ 


WYKFF 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MINNESOTA 

— T^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     uuuinit                                                                               SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED ^pATE      LEVEL     LEVEL 

WYO^mjG  1130018      OnSADO  Acid  AEU  /69  1559  1.2 

■roiAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 1559 

YEIJJ3W  MEDICINE  PHASE  RWS  1870009      YELUOW  MEDICINE  Acid  ADJ  590  1.2 

•TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 590 

YDUC  AMERICA  1100013      CARVER  Acid  ADJ       12/69  1237  1.2 

•TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1237 

ZU44ERMAN  1710006      SHERBURNE  Acid  AEU  107A  1.2 

TOfTAL  POPULATION  SERVED  BY  SOURCE  W3m  SYSTO^ 107A 

ZUMBRD  FALLS  1790015      WABASHA  Acid  ADJ  /70        208  1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WiTER  SYSTOI 208 

ZU^BRDIA  1250020      OOODHUE  Acid  ADJ  /70  2129  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 2129 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSISSIPPI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

NaF      ADJ    /75  8100          1.0 

SYSTO4 8100 

NaF      ADJ   09/80  1567          1.0 

OONS  74 

CONS  400 

SYST™ 2041 

NaF      ADJ   08/72  8718         1.0 

CONS  503 

OONS  999 

SYSTEM 10220 

NATL  560     1.0 

SYSTEM 560 

NaF      ADJ    /75  2%1          1.0 

OONS  720 

SYSTEM 3681 

NaF      ADJ   06/76  4692          1.0 

CONS  1360 

OONS  500 

cutis  224 

SYSTEM 6776 

NaF      ADJ   09/77  8000          1.0 

SYSTEM 8000 

NATL  34     0.8 

SYSTO^ 34 

NaF      ADJ   06/85  1386          1.0 

SYSYm 1386 

NaF      ADJ   10/84  2982          1.0 

SYSTEM 2982 


ABERDEIM 


ACKEEMAN 
GHOCIAW  WA 
FENTRESS  WA 


AMSIY 

GAINES  TRACE  WA 
QUINCY  WA  #2 


ATLANTA  WATER  SUPPLY 


BALDWYN 
INGRAM  WA 


BATESVILLE 
HOTOPHIA  WA 
HUMANITY  WA 
PANOLA  WA 


0480001  vomx. 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0100001  CHOCTAW 

0100002  CHOCTAW 

0100003  CHOCTAW 

total  population  served  by  source  waitr 

0480002  mdnrde: 

0480017      MDNRDE 

0480015  mdnroe: 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0090001   CHICKASAW 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0590001   PRENnSS 
0590008   PRENnSS 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER 

0540002  PANOLA 

0540009  PAhDLA 

0540010  PANOLA 
0540014  PANOLA 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 
BAY  ST  LOUIS  UHL  SYSTEM  0230001       HANCOCK 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0300104      JACKSON 
TOTAL  POI^XATICW  SERVED  BY  SOURCE  WATER 

0710001      DESOTO 
TOTAL  POPULATION  SERVED  BY  SOIHCE  WAIHl 

0270001      HUMPHREY 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 


BAYOU  MOBILE  HOMES 


BELMCWT 


BELzan 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI - 

WATER  SYSTEM  and — IpA  c6U^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  I^D  USED DATE  Lp7eL     LEVEL 

BLUE  SPRINGS  0730002      UNION  NATL  400  1.2 

TUEAL  K)PUL(mON  SERVED  BY  SOURCE  WA3ER  SYSTEM ^^00 

BOCUECHITro  0500010      NESHOBA  NaF  AOJ      03/77  1000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

BOONEVIU^  0590004      PRENHSS  NaF  ^      07/71       6199  LO 

BI^^QO^WA  0590003      PRENHSS  OONS  793 

GASTON  WA  0590006      PRENHSS  CCkiS  i^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 7336 

gg^^^BXDN                                                             0610003      RANKIN                             NaF                AOJ      09/82  9752                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 9752 

BRjGKIS                                                             0170002      DESOTO                            NaF                ADJ      06/85  1645                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOl 1^5 

BBOOKHAVEN                                                       0430002      LINCOLN                           NaF                AOJ       11/65  10800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYST^ 10800 

BROWN  mAM  EXP  STA                                        0250002      HINDS                                                   NATL  35            1.5 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WAKR  SYSTD^ 35 

BuaomJNNA                                                       0770001      WAYNE                                                   NATL  450            1.5 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WA^R  SYST^ ^50 

BYHALIA                                                             0470001      MARSHALL                         NaF                AW      08/70  1530                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 1530 

CALHOUN  aiY                                                    0070004      CALHOUN                           NaF                AW      06/54  2050                        1.0 

TOTAL  FOPUI^TION  SERVED  BY  SOURCE  WAIffi  SYSTB«1 2050 

CANTON                                                               0450006      MADISON                           NaF                AEU       10/65  12810                        1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTQ1 12810 

CAR3HAGE                                                           0400001      LEAKE                              NaF                ADJ      07/62  3453                        1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GOSHEN  WA  0400004   LEAKE  CONS         394 

NEW  PRCVIDQCE  WA  0400006   LEAKE  CONS         694 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4541 

CLEVELAND  0060006   BOLIVAR  NaF      ADJ   04/63  14524  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 14524 

CLINION  0250003   HINDS  NaF      ADJ   08/74  14660  1.0 

MDUNT  OLIVE  WA  0250014   HINDS  OONS         350 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ^ 15010 

COLLINS                        0160002   COVINGTON         NaF      ADJ   10/66  2131          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTOi 2131 

OOUWBIA                        0460003   MARION            NaF      ADJ    /74  7733          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTH4 7733 

COLUMBUS                        0440003   IJDWNDES           NaF      ADJ   08/51  27503          1.0 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER  SYSTEM 27503 

COUMBUS  AFB                     0440018   LOWNDES           NaF      ADJ    /73  4497          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4497 

COD                           0540004   PANOLA           NaF      ADJ   04/58  1003          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 1003 

OONEHATTA  INDIAN  CCtfi                                  0510003   NEWION            HF       ADJ   06/76  280          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 280 

OORINm  0020002   ALOORN  NaF      ADJ   09/61  14500  1.0 

KDSSUIH  WA  1  0020004   ALOORN  OONS        3081 

KDSSUIH  WA  4  0020009   ALOORN  OONS         370 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17951 

CRYSTAL  SPRINGS  0150003   OOPLAH   '         NaF      ADJ   09/64   4902  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 4902 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSISSIPPI 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CS  &  I  WA 


DAYS 


dex:a3\jr 
n  deeaiur  wa  1 


DELTA  CITY 


D(»SEY 


DREW 


DURANT 

CASTALIAN  WA  B  SYSTEM 


EAST  LOWNDES 


ECHOS  WS/mCKDRY  CR 


ECWARDS 


ELQSVILLE  STATE  SCH 


FPA COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

in                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0110002   CLAIBORNE  NA'H.  600     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHE  SYSYEti 600 

0170005   DESOTO  NaF      ADJ   11/81  1225  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1225 

0510004   NEWTON  NaF      ADJ   10/81  1129  1.0 

0510012   NEWTON  OONS  622 

TOriAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1751 

0630003   SHARKEY  NATL  290     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 290 

0290002   ITAWAMBA  NaF      ADJ   04/77  1060  1.0 

TOTAL  POPULATION  SEEVED  BY  SOURCE  WATER  SYSTEM 1060 

0670004   SUNFLOWER         NaF      ADJ    /71  2574  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA^R  SYSKM 2574 

0260006   HOLMES  NaF      ADJ   06/64  2889  1.0 

0260019   HOLMES  OONS  52 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 2941 

0440005   UDWNDES  NaF      ADJ   08/83  11200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11200 

0530030   OKTIBBEHA                  NAll.  60     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

0250005   HINDS  NATL  1860     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ I860 

0340002   JONES  NaF      ADJ    /75  1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

EUDC«A                         0170006   MSOID           NaF      ADJ   11/84  823          1.0 

TOTEAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSTEM 823 

EUTORA                         0780005   WEBSTER           NaF      ADJ   09/81  2048          1.0 

SAPA  WA                       0780009   WEBSTER                   OONS  374 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2422 

FISHER  FERRY  WD                  0750004   WARREM                    NATL  1760     1.5 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1760 

FDMIA                          0450008   MADISCW           NaF      ADJ   07/62  1507          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1507 

FOBEST                                                              0620002   SOOTr            NaF      ADJ   12/52  6300          1.0 

TOTEAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 6300 

FULTCN                         0290003   ITAWAMBA          NaF      ADJ   10/66  4308          1.0 

NEW  SALEM  WA                   0290015   ITAWAMBA                  OONS  4308 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8616 

GEORGETOWN                      0150005   OOPIAH                    NATL  339     1.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 339 

GLADE  WD                        0340005   JONES            NaF      ADJ   01/76  2450          1.0 

TOTEAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 2450 

GUEN  ALLAN  WA                    0760003   WASHINGTON                 NATL  650     0.8 

.  TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 650 

GLDSTER                        0003003   AMITE            NaF      ADJ   03/74  1726          1.0 

MARY  SPRINGS  WA                 0003005   AMITE                    OONS  866 

PINE  STREET  WA                  0003006   AMITE                    OONS  274 

WILK-AMITE  #1                  0003007   AMITEl                    OONS  1580 

TOTEAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 4446 

GREENVILLE                      0760004   WASHINGTON         NaF      ADJ   07/81  40613          1.0 

TOTEAL  POPULATlOl  SERVED  BY  SOURCE  WATER  SYSTEM 40613 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and  EpX  CoU^^TV  cS         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

|vjO  DATE LbVbL     LbVcL 

GiKTOWN  0410006      LEE  NaF  AOJ      02/77         750  1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSHM 750 

HATLEY'S -IR  PK  0300062      JAOSCN  NATL  70  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 70 

HATnMWD  0340006      JONES  NaF  AEU      07/76        700  1.0 

Wm.  POEUAnON  SERVED  BY  SOURCE  WATER  SYSTEM 700 

HAmESBlKG  0180008      FORREST  NaSiF6  AEU      08/76  57000  1.0 

TCriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 57000 

HAZLfflUOT  0150007      OOPIAH  NaF  AIXJ      03/71       4A37  1.0 

OOPIAH  WA  0150002      OOPIAH  OCNS  1800 

TDTEAL  PWULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 6237 

HERMANVILLE  OOhM  WA  0110003      CLAIBORNE  NATL  717  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 717 

HERNANDO  WD  0170009      DE  SOTO  NaF  AEU      05/75  2%9  1.0 

•roiAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2%9 

HIGHLAND  Mff  0760016      WASHUCIDN  NATL  354  0.8 

TDTEAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYST^ 354 

HIOftJAY  98  EAST  WA  0460007      MARION  NATL  623  0.8 

TCTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSEEM 623 

HOLLANnAL£  MUN  WA  0760005      WASHnCION  NATL  4336  1.1 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4336 

HOLLY  HILLS  WA  0440022      LOWNDES  NaF  ADJ      03/67        800  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 

HOiY  SPRINGS  0470002      MARSHALL  NaF  ADJ  /69  7285  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAEER  SYSTEM 7285 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

HORN  LAKE  WA  0170010   DESOTO  NaF      ADJ   11/81  2498  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYST^ 2498 

HOULKA  0090003   CHICKASAW         NaF      ADJ   01/77  1105  1.0 

TCHAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1105 

HOUSraJ  WA  0290004   ITAWAMBA  NaF      ADJ    /74    700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 700 

HOUSTCW  WD  0090005   CHICKASAW         NaF      ADJ   06/75  4800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 4800 

HUBBARD  0250007   HINDS  NATL         306     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 306 

INDIANOLA  0670006   SUNFLOWER         NaF      ADJ   04/76   8221  1.0 

FMH  WA  1  0670005   SUNFLOWER  OONS        2240 

SOUIH  SUNFLOWER  WA-INDIANOLA       0670013   SUNFLCWER  OONS         340 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10801 

INGQMAR  WS  0730003   UNION  NaF      ADJ    /75    788  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTH>1 788 

INVERNESS  0670007   SUNFLOWER         NaF      ADJ    /75   1034  1.0 

SOUTH  SUNFLOWER-INVERNESS         0670015   SUNFLCWER  OONS         843 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIB4 1877 

lUKA  WD  0710006  TISHOMINGO  Acid      ADJ  09/67   2846          1.0 

EASTP0RT-SN3WDEM  WA  0710004  TISHCMINQO  OONS         1300 

HARMDNY  CEMRAL  WA  0710012  TISHOMINGO  OONS         610 

MIDWAY-PLEASANT  HILL  WA  0710007  TISHOMINGO  OONS        1580 

SHORT-OOLEMAN  WA  2  0710022  TTSHOMINOO  OONS         195 

WALKER  SWITCH  WA  0710011  TISHOMINOO  OONS         820 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7351 

JACKSON  0250008   HINDS  NaSiF6    ADJ    /69  202895  1.0 

SOITIH  HINDS  WC  0250048   HINDS  OONS        1155 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WAIER  SYSTEM 204050 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSISSIPPI 

WAThR  <^YSTEM  and EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsEcJl'lvf SYSTEMS  SERVED  ID  USED  SJARJ   SERVED        ^NAT^     ^OPT^ 

JOHNSTON  WS  0300106      JAOGON  NATL  31  0.8 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 31 

KEESLTOAFB  0240049      HARRISON  NaF  AIXJ  /73  23000  1.0 

TOEAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 23000 

KBOWNVIUilWD  073000A      UNION  NaF  AOJ      08/77       1300  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTO«i 1300 

H3SCIUSKD  0040004      ATTAM  NaF  AIXJ      02/55     10000  1.0 

SUGAR  CREEXWA  0040009      ATTAIN  CONS  381 

WILLIAMSVILLE  WS  0040012      ATTAU  C»NS  676 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ4 11057 

I^^pX»ESr  0170043      DESOTO  NaF  AOJ       11/81       1100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM HOO 

LAMBHiT  0600006      QUITMAN  NaF  ALU       10/84       2126  1.0 

SOira  QUITMAN  WA  -  NORTH  0600010      QUITMAN  CONS  255 

TOTAL  iOPULATION  SERVED  BY  SOURCE  WAIBR  SYSKM 2381 

I^^l^EL  0340021      JONES  NaF  ALU      09/65     21897  1.0 

PQffiORF  WA  0340012      JONES  OONS  %0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22857 

LEAKESVILLE  0210002      GREENE  NaF  AOJ  /75       1090  1.0 

ST  PDE  HILL  WA  0210008      GREEME  OONS  210 

TX?rAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

LEXINGTON  0260012      HOLMES  NaF  ALU  /61  2756  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2756 

U3UISVILLE  0900004      WINSTON  NaF  AOJ      03/59  7323  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7323 

UCEDALE  0200004      GECRGE  NaF  AOJ       09/82       2800  1.0 

MULTI-MART  WA  0200005      GEORGE  CONS  900 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3700 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
^ DATE LEVEL    LEVEL 

MADON  0520004      NOXUBEE  NaF  ADJ      06/84      3525  1.0 

SALEM-OONGORD  WA  0520007      NOXUBEE  CONS  303 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3828 

MADISOi  0450010      MADISOJ  NaF  ADJ      06/76  2241  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2241 

MAGEE  0640006      SIMPSON  NaF  ADJ      08/71  3497  1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3497 

MAGNOLIA  0570005      PIKE  NaF  ADJ       10/82  2460  1.0 

■TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2460 

MANTACHIE  WA  0290005      ITAWAMBA  NaF  ADJ      06/76  1200  1.0 

■TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

MARKS  0600007      QUITMAN  NaF  ADJ      03/56  2260  1.0 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WATER  SYST'EM 2260 

MEMDEIJHALL  0640007      SIMPSON  NaF  ADJ       12/65  3400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3400 

MERIDIAN  0380005      LAUDERDALE  NaSiF6  ADJ      02/53  48000  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 48000 

MERIDIAN  NAVAL  AIR  STATION  0380026      LAUDERDALE  NaF  AIXJ  /73  3900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3900 

MDNnCELLD  0390003      LAWREIJCE  NATL  1834  1.2 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTQi 1834 

hCORE  TRAILER  PARK  0140017      OQAHQMA  NATL  33  0.8 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WATER  SYSTEM 33 

MDOREVILLE  RICHMM)  WD  1  0410007      LEE  NaF  AIXJ      02/77  3400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 3400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSISSIPPI 

WATFR  SY<^TPM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

COnIeCUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

MXREVIULE  RIOMM)  WD  2                             0410032      LEE                                  NaF                AIXJ      02/77  350                        1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTL^ 350 

MGBGAN-CHAPEL  WA                                            0530013      OKTIBBEHA                                            NATL  432            0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTOi 432 

MDSS  roiNT                                                       0300008      JACKSON                                                NATL  20500            0.8 

TDTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20500 

MS  SHERIFF'S  BOYS/GIRLS  RANCH                   0440079      LOWNDES                                                NATL  100            1.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTQ1 100 

MULLED  TR  PK                                                    0760029      WASHTNOTON                                          NATL  203            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 203 

NATXMZ  0010002      ADAMS  NaF  ADJ       11/70     22015  1.0 

ADAMS  COUNTY  WA  0010013      ADAMS  CONS  122 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 22137 

NESBIT                                                               0170014      DESOTO                            NaF                ALU      07/82  1000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB«1 1000 

NEW  ALBANY                                                       0730006      UNION                               Acid              ADJ       06/58  7500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

NEW  HEBRON                                                       0390004      LAWRENCE                         NaF                ADJ       03/82  450                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIiM 450 

NEWTON  0510009  NEWTON  NaF                ADJ  03/54      3708                        1.0 

OOUNIY  LINE  WA  0500003  NEWTON  CONS                      129 

NEW  IRELAND  WA  0510008  NEWTON  OONS                      717 

NDEOH  DECATUR  WA  0510019  NEWTON  OONS                      458 

SOUffl  NEWTON  RWA  2  0510019  NEWTON  OONS                      165 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHi  SYST^ 5177 

NORTH  EAST  OOPIAH  WA  0150010      OOPIAH  NATL  1938  0.8 

imAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTB«1 1938 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSISSIPPI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


NORTH  EAST  ITAWAMBA  1 


NCHTH  EAST  ITAWAMBA  2 


VORTti  HINDS 


OAKLEY  TR  INST 


OKDDONA 

EAST  CHICKASAW  WA  1 
EAST  CHICKASAW  WA  2 


OLIVE  BRANCH 


QXPCM) 


PAMIHER  BURNS  WD 


PASCAOOULA 


PEARL 


PEARL  RIVER  INDIAN  RES 


PELBC31IN  FARMS 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0290016  ITAWAMBA          NaF      ADJ   11/79  1370          1.0 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1370 

0290017  ITAWAMBA          NaF      ADJ   11/79  1370          1.0 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1370 

0250015   HINDS            NaF      ADJ   06/8A  3500          1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

0250017   HINDS                    NATL  50     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

0090007   CHICKASAW         NaF      ADJ   04/75  4000          1.0 

0090002   CHICKASAW                  OMJS  697 

0090012   CHICKASAW                  OONS  770 

TOTAL  P0PULAnC»4  SERVED  BY  SOURCE  WATER  SYSTEM 5467 

0170015   DESOTO            NaF      ADJ   03/84  2500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2500 

0360011   LAFAYETTE         NaF      ADJ    /69  10882          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 10882 

0630005   SHARKEY                   NATL  90     1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 90 

0300006   JACKSON                   NATL  29318     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 29318 

0610017   RANKIN            NaF      ADJ   07/81  20778          1.0 

TOTAL  POPULAHOl  SERVED  BY  SOURCE  WAIER  SYSTEM 20778 

0500012   NESHOBA           NaF      ADJ   06/76  1000          1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

0140022   OQAHOMA                   NATL  45     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM A5 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSISSIPPI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


PHILADELPHIA 


PICKEKS  NDKffl  SYSTQ1 


PLEASANT  HILL 


POPE-OXJRILAND 


POPLARVILLE 


PREUnSS 


PYLAND  WS 


RANDCXi^  WA  1 


RANDOLPH  WA  2 


RIDGELAND 


RIPLEY 

MBRAY  SPUR  WA 
PALMER  WA 


RIVERSIDE  CeVELDP  A 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0500008   NESHOBA  NaF      ADJ   08/62  6434  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6434 

0260013   HOLMES  NaF      ADJ   05/75  1386  1.0 

TOfEAL  POPULAnaJ  SERVED  BY  SOURCE  WATER  SYSTEM 1386 

0170016   DESOTO  NaF      ADJ   12/81  1400  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

0540017   PANOLA  NaF      ADJ   06/74  1150  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1150 

0550006   PEARL  RIVER        NaF      ADJ   04/83  3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 3000 

0330008   JEFFERSOI  DAVIS     NaF      ADJ    /66  1789  1.0 

TOTIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1789 

0090009   CHICKASAW                  NATL         100     1.8 
TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTOI 100 

0580007   PONTOroC          NaF      ADJ   06/76    680  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSMi 680 

0580019   PONIOroc          NaF      ADJ   06/76    381         1.0 
TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 381 

0450013   MADISON  NaF      ADJ   04/83   6000         1.0 

TOEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

0700008   TIPPAH  NaF      ADJ   10/76   4271  1.0 

0700007   TIPPAH  OOIS         871 

0700001   TIPPAH  0»JS         471 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 5613 

0760008   WASHINGT»J  NATL         300     0.9 

TOEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ROLLING  FX»K  063000A      SHARKEY  NaF  ADJ      03/74  2800  1.0 

TOTAL  POPULATION  SEHVED  BY  SOURCE  WAKR  SYSTEM 2800 

BOSEDALE  0060006      BOLIVAR  NaF  AEU      09/77  2793  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIffi  SYSTEM 2793 

RULEVILLE  0670011      SUNFLOWER  NaF  ALU      06/76  3332  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3332 

SALTnJD  0410012      LEE  NaF  ADJ      02/77  1271  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTOd 1271 

SARDIS  0540018  PANOLA  NaF               ADJ  10/68      2278                        1.0 

FERN  HILL  WA  0540007  PANOLA  OONS                      125 

PLEASANT  mm  WA  0540016  PANOLA  OONS                     500 

WALNUT  HILLS  WS  0540035  PANOLA  OONS                       68 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 2971 

SEACLIFF-LAMJnE  SUED  0300055      JACKSON  NATL  850  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 850 

SENATOBIA  0690005      TATE  NaF  ALU      06/78  5013  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 5013 

SEVENIH  STREET  SUED  0300032      JACKSON  NATL  54  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 54 

SHANNON  0410013      LEE  NaF  ALU       01/77        840  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 840 

SHARON  WS  0340018      JONES  NaF  ALU      07/77  1778  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1778 

SHIVERS  0640021       SIMPSON  NaF  ADJ      07/82  1048  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10^ 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSISSIPPI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SOtmC  WANILLA  WA 


SOmWAVEN 


SOJIHWEST  RANKIN 


STARKVILLE 

OLB  WEST  POINT  RD  WA 
REED  RCM)  WA 
ROCK  HILL  WA 


STURGIS  WD 


SWIFIWAIER 


TALLULA 


TAm»SVILLE 


TERRY 


TIP  M)BILE  HCME  PARK 


TISHCKIMOO 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

0390006      LAWRENCE                                              NATL  525            0.8 

•lUrAL  POPULATION  SERVED  BY  SOURCE  WAItK  SYSTEM 525 

0170018      DESOTO                            NaF                ADJ      09/83  17800                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEH  SYSTEM 17800 

0610026      RANKIN/SIMPSON              NaF                ADJ      06/85  3A50                        1.0 

TCrLAL  POPULATIOl  SERVED  BY  SOURCE  WAItS  SYSTEM 3450 

0530020  OKHBBEMA  NaF  ADJ      05/73     15169  1.0 

0530015  OKHBBEHA  OOJS  220 

0530016  OKTIBBEHA  0»JS  144 

0530017  OKHBBEHA  OONS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 16033 

0530021  OKHBBEHA                                            NATL  500  0.9 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSHM 500 

0760009      WASHINC7I0N  NATL  350  0.8 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH^ 350 

0280017      ISSAQUEMA  NATL  100  2.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAMl  SYSTEM 100 

0650011      SKITH  NaF  ADJ      07/73  1700  1.0 

TOTDVL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1700 

0250025      HINDS  NAIL  1050  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

0300061      JACKSON  NAIL  170  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

0710010      TISHOMINOO                     NaF                ADJ      05/76         770  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 770 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVtL 

TOODFOLA  WA  2  0580017      POMIGODC  NATL  425  0.8 

•TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTOi A25 

IRQ^tifr  WA  0290010      ITAWAMBA  NaF  AEU      07/76  500  1.0 

TDTEAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 500 

TUNICA  0720004      TUNICA  NaF  ADJ      06/76      2097  1.0 

WALKER-MOGEE  WA  0720003      TUNICA  CONS  238 

•TOEAL  POPULATION  SERVED  BY  SOURCE  WAM(  SYSTQ1 2335 

TUPELO  0410015      LEE  NaF  ADJ      09/63     23905  1.0 

BREWER  WA  0410002      LEE  OONS  500 

OLD  UNION  WA  1  0410010      LEE  OONS  350 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 24755 

TYLEBTOWN  0740005      WALTHALL  NaF  ALU      05/78       1976  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 1976 

UNION  WD  0510009  NEWION  /  NESHOBA          NaF               ADJ  07/63      2800                        1.0 

OOUWIY  LINE  WA  0500003  NEWTON  CCWS                      129 

NEW  IRELAND  WA  0510008  NEWTON  OONS                      717 

NOBm  DEDmjR  WA  0510019  NEWTON  OONS                     458 

SOira  NEWTON  RWA  2  0510019  NEWTON  OONS                      165 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4269 

UNIVERSITY  MEDICAL  CENMl  0250034      HINDS  NaF  ACU      09/77  6000  1.0 

TDTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

VERONA  0410016      LEE  NaF  ADJ       10/77  2500  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

VIOSBURG  0750010      WARREM  NaSiF6  AIXJ      08/81     33000  1.0 

KDCS  WAim  OJUB  0750007      WARREN  OONS  1700 

YOKENA  WATER  OJUB  0750011      WARREU  OONS  1280 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 35980 

WAKE  FX»EST  WA  0530025      OKTIBBEHA  NATL  605  1.2 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH"! 605 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSISSIPPI 

WATER  SYSTEM  and EP^  COU^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                                                 USED DATE  LEVEL     LEVEL 

MALLS  WA                                                           0170019      DESOOD                            NaF                AEU       11/81  760                        1.0 

TOTAL  POEULATION  SEKVED  BY  SOURCE  WATEK  SYSTO^ 760 

WALNUT                                                               0700011      TIPPAH                             NaF                AEU      08/81  850                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 850 

WATER  VALLEY                                                    0810011      YALOBUSHA                       NaF                ADJ      01/77  A210                        1.0 

JEFF-DAVIS  WA                                              0810005      YALOBUSHA                                            CONS  1050 

OTUQCALDFA                                                   0810008      YALOBUSHA                                            CONS  384 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ4 5644 

WAYNESBORO                                                       0770003      WAYNE                              NaF               AEU       10/82  5316                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 5316 

WAYSIDE  W  00  INC                                            0760026      WASHHOON                                          NATL  49            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYOTM A9 

WESSON                                                               0150011      OOPIAH                             NaF                ADJ      05/83  1713                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 1713 

WESTIOINr                                                       0130008      CLAY                                NaF                AEU      07/82  9000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

WINONA                                                               0490010      MDNTOOMERY                     NaSiF6          ADJ      05/83  6177                        1.0 

51-55  WA                                                       0490001      MONTOOMERY                                          OONS  480 

HAYS  CREEX  WA  -  LEEION  LAKE  RD              0490018      MDNTOOMERY                                          OONS  100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3"ER  SYSTEM 6757 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ADVANCE  A010002      STODDARD  NaF  ADJ      08/83       105A  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 105A 

ALBANY  1010006      GENTRY  NaF  ADJ      09/64      2152  1.0 

GENIRY  GO  IVSD  1  1024223      GENIRY  OCWS  535 

NEW  HAMPTON  1010567      HARRISON  OONS  330 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSItM 3017 

ANMRSON  5010016      MCDONALD  NATL  1237  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSIIM 1237 

APPLETON  CITY  5010020      ST.  CLAIR  NaF  ADJ      09/63  1075  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1075 

AUXVASSE  3010039      CALLAWAY  NATL  1000  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

BARTON  00  OONS  PWSD  1  5024023      BARTON  NaF  AEU       11/81  5152  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAMl  SYSYQi 5152 

BELLFLDWER  6010058      MONTOCMERY  NATL  400  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 400 

BEKNIE  4010066      STODDARD  NaF  ADJ      05/80       1975  1.0 

STODDARD  00  PWSD  6  4024586      STODDARD  OONS  540 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2515 

BEHHANY                                                             1010068      HARRISON                         NaF               ADJ      03/81  3090                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 3090 

BLAIRSroWN                                                       1010076      HEMRY                                                   NATL  180            5.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAItR  SYSTO^ 180 

BLDOiFIELD                                                       4010078      STODDARD                        Acid              ADJ      01/82  1900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 1900 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

WATER  SYSTEM  and ^PA  COU^m  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SJARJ   SERVED        ^NAJ^     ^UH^^ 

BON  GOR  UKE  ESTAIES                                     3036153      BOOME                                                   NATL  300            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSim 300 

BOCNE  00  CCNS  WSD  1  (8)                             302A057      BOONE                                                   N^  1200            0.9 

HARRISBURG                                                    30103A8      BOONE                                                   OONS  301 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1501 

BOCNEOOPWSDl                                              302A0A9      BOONE                                                   NATL  2500            1.2 

TOTAL  lOPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

BOONE  00  IVSD  10                                            3024059      BOONE                                                   !!^  ^^            ^*^ 

jn^GEDN                                                        3010771       BOONE                                                   OONS  901 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSm\ A249 

B00NE00PWSD2                                              3024050      BOONE                                                   NATL  2000            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

B00NE00PWSD9                                              3024058      BOONE                                                   NATL  6500            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6500 

BOONVILLE                                                          3010089      OOOPER                             NaSiF6          AOJ       11/58  8000                        1.0 

COOPER  00  PWSD  2                                        3024170      OOOPER                                                 OONS  300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8300 

BOWLING  GREQ^                                                  2010093      PIKE                                Acid              AIXJ       12/58  3022                        1.0 

PIKE  00  PWSID  1                                           2024471      PIKE                                                     OONS  3321 

CURRYVILLE                                                  2010201       PIKE                                                        OONS  323 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl-ER  SYSTEM 6666 

BgaiAUCH                                                           5010104      VERNON                                                  NATI.  209             1.0 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 209 

BROCKFIELD                                                       2010105      LINN                                NaSiF6          AEU       10/60  5555                        1.0 

CHARITON-LINN  PVSID  3                               2024128      LINN                                                     OONS  2400 

LACLEDE                                                         2010437      LINN                                                     OONS  565 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 8520 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

BUCKLIN                                                             2010112      LINN                                NaF               ADJ       12/79  713                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 713 

CABOOL                                                               A010120      TEXAS                              NaF               ADJ      03/62  2200                        1.0 

TOfLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

CALIFTKNIA  3010124      MONITEAU  NaF  ADJ      06/80      3500  1.0 

MDNITEAU  00  WSD  2  3024396      MMTEAU  OONS  750 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4250 

CALLAWAY  00  PWSD  1  3024084      CALLAWAY  WHL  6500  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

CAMERON  1010131      CLINTON  NaSiF6  ADJ      07/64  4900  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

CANTON  2010134      LEWIS  Acid  ADJ       10/81       2680  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 2680 

CAPE  GIRARDEAU  4010136      CAPE  GIRARDEAU  NaF  ADJ      04/55  36000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36000 

CAPE-PERRY  FWSD  1  N  4024099      CAM:  GIRARDEAU  NATL  390  1.6 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTB>1 390 

CARRDLLTOJ  2010140      CARROLL  Acid  ADJ      06/84      4700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4700 

CARTHAGE  5010142      JASPER  NaSiF6  ADJ      05/55  11109  1.0 

TOTAL  P0PULA11»I  SERVED  BY  SOURCE  WATER  SYSTEM 11109 

CARmHERSVILLE  4010143      PEMISCOT  NaSiF6  ADJ      03/57      8500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

CEDAR  CITY  3010146      CALLAWAY  NATL  528  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 528 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI . 

WATER  SYSTEM  and iP^  CoUF^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                   ^^^^ DATE  LEVEL     LEVEL 

CEDAR  CLIFF  SUBDIVISION                               3036008      BCOE                                                   NATL  255             1.5 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 255 

CENmAUA                                                         3010152      BOONE                                                   NATL  3600            1.4 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 3600 

OlAFFEE                                                             A01015A      SOHT                              NaF                ADJ      07/6A  3400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3400 

CHARLESTON                                                       4010160      MISSISSIPPI                    NaSiF6          ADJ      03/70  5300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WOTR  SYSTEM 5300 

OHLHOWEE                                                          1010160      JOHNSON                                                NATL  350            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 350 

aniuoaiHE                                      2010162     Livingston               NasiF6       adj     09/59  9089                 1.0 

LIVINGSTON  00  EWSD  2             2024353   LIVINGSTON                 OONS  1548 

LIVINGSTON  00  IVBD  2-lJJWE         2024357   LLVINGS-ION                 OONS  176 

LIVINGSTCIN  00  FWSD  3  EAST         2024354   LIVINGSTON                 OONS  1125 

HALE                        2010338   CARROLL                   CONS  529 

LIVINGSTON  00  PWSD  3  WEST         2024356   LTVINGS-TON                 OONS  549 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13016 

CLAREMCE                        2010165   SHELBY            NaF      AIX]   12/82  1157          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 1157 

CLARK                          2010882   RANDOLPH                  NATL  351     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 351 

CLARKSVII1£                     2010169   PIKE                     NATL  585     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 585 

CLINTON                         1010177   HENRY            NaSiF6    ADJ   11/63  8450          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 8450 

OOLE  00  PWSD  1                   3024159  COIE                                NaF      AOJ   06/81  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OOUMAL  VILLAGE  SUBDIVISIOJ         3048003   BOONE                    NATL  102     1.5 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTB^ 102 

OOUMBIA                        3010181   BOCWE            Acid      ADJ    /73  64000          1.0 

TOEAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTEM 64000 

GONOORDIA  1010184  LAFAYETTE  NaF      ADJ  /78   2000          1.0 

BLACKBURN  2010074  SALEEM                    CMJS         290 

EM>1A  1010254  LAFAYETTE                  OOJS         150 

LAFAYETIE  00  EVISD  2  (PART)         1024326  LAFAYETTE                  OONS        3300 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 5740 

COOPER  00  PWSD  1  3024169   COOPER  NATL  410     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 410 

CRANE  5010198   STOJE  NaF      ADJ   08/82  1185  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1185 

CREianaj  1010193     cass  natl  286         2.3 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WAIHl  SYSTEM 286 

GREST  VALE  MHP                   3048063   BOCWE                    NATL  360     1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 360 

CBOCKER                        30101%   PULASKI           NaF      ADJ   10/81  1200          1.0 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 1200 

(HYSTAL  aiY                     6010198   JEFFERSON         NaF      ADJ   06/59  4000          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

CUBA                           6010200   CRAWFORD          NaF      ADJ   12/81  2190          1.0 

TOTAL  POPUIAnC^i  SERVED  BY  SOURCE  WAIER  SYSIEM 2190 

DEEPWATER                        1010205   HENRY                     NATL  400     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSOURI - 

WATER  SYSTEM  an. "1^  COU^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYS^T^EM. 

CONSECUTIVE  SYSTEMS  SERVED                                  ^0                                    USED DATE  LEVEL    LEVEL 

CeXTffi                                                                 A010216      STODDARD                          NaSiF6          ADJ       06/6A  7800                         1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7800 

EAST  LYME                                                        1010233      CASS                                                     NATL  290            0.9 

TOa:AL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 290 

E^  PRAIRIE                                                 A010235      MISSISSIPPI                   NaF               AW      08/80  3800                       1.0 

TOTAL  FOPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 3800 

HJUJA                                                                  2010238      KNOX                                NaF                AOJ      03/81  1520                        1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYS^M 1520 

ELDON                                                                 3010240      MILLER                            NaF                AEU          /77  4400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM '^'^*00 

ELSBERRY                                                           6010250      LINCOLN                           NaF                ALU      02/82  2500                        1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

ESSEX                                                                 4010255      STODDARD                                             NATL  545             1.1 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 545 

EUREKA                                                               6010258      ST.  UXHS                       NaF                ADJ          /78  3800                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3800 

FARBER                                                               2010268      AUDRAIN                                                NATL  470            2.7 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM ^70 

PAYErre                                                             2010271      HOWARD                            NaF                ADJ           /78  3500                        1.0 

H3WARD  00  OONS  1(3)                                   2024262      HOWARD                                                 OONS  138 

PRBC  Wm  0CRP-H3WARD  00                         2024260      HCWARD                                                 OONS  264 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 3902 

p^^IUS                                                               6010276      JEFFERSON                       NaF                AOJ      09/56  7574                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 7574 

PLAT  RIVER                                                       4010279      ST.  FRANCOIS                  Acid              AEU          /72  12000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

FOREST  HILL  SUBD  6036004   ST.  CHARLES  NATL         65     1.1 

TOTEAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSTEM 65 

PORT  LB»1ARD  WOO)  3079500   PULASKI  Acid      ADJ    /59  22500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22500 

FREraRICXTOWN  4010290   MADISOJ  NaSiF6    ADJ   12/57   3700  1.0 

MADISON  00  FWSD  1  4024368   MADISON  OONS         430 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 4130 

FT  SOOTT,  KS  2001104   BOURBOJ  Acid      ADJ   06/52     0  1.0 

VEBNON  00  RWD  7  5024622   VERNON  OONS         450 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAKE  SYSTEM 450 

FULTON                         30102%   CALLAWAY                  NATL  12300     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD4 12300 

GAINESVILLE                     5010297   OZARK            NaF      ADJ   02/81  717          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 717 

GALLATIN                        1010299   DAVIESS           NaF      ADJ   07/80  2050          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSItM 2050 

GLASGOW  2010308   HOWARD  Acid      ADJ   03/61   1336  1.0 

HOWARD  GO  PWSD  2  2024261   HOWARD  OMiS         546 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1882 

GRANT  CITY  1010324   WORTH  NaF      ADJ    /77  1064  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1064 

GREEN  ACRES  SUBD  3048102   LINOOD^  NATL  180     2.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 180 

HALLSVILLE  3010340   BOOJE  NATL  1025     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IH'l 1025 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MiSSQURl ^ ^ STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNTY  ^n|  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  HATF  LEVEL    LEVEL 

NU , . ' 

^^^^  10103A2      CAUMLL  NaF  AW      05/81  1527  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATW  SYSTO^ 1527 

H^BAL  20103^      MARION  NaSiF6  AIXJ       12/55  19210  1.0 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WAITO  SYST^ 19210 

im/.OAi       HARRT««TN  NaF  ADJ      03/80        660  1.0 

HARRISON  00  PWSD  1  102A241      HARRISON  i>^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^0 

H^nSCNVIUE  10103.9      <^S  «cid  ADJ^    03/78      6580 

<^S0O™SD4  102AU6      C^  SI  ^ 

CASS  00  EWSD  9  1024118      LAbb 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYS1Q4 11380 

HAWKEOINr  6010353      LINOOIH  NATL  386  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 386 

^^  A01035A      PEMISCOT  NaSiF6  AOJ      04/63      3964  1.0 

HAmHEIOflS  A010959      PEMISOOT  OONS  1232 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 51% 

HjOiHILL  6010364      MDNTOOMERY  NATL  250  2.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 250 

,,31,^10^^  3010384      PEmS  NATL  312  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 312 

HUQ^ESVIUi:  3010386      PETHS  NATL  150  1.1 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 150 

jpO^n^jj,  4010402       IRON  NaF  AIXJ      09/69  2000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

jp^y^jfi  4010404      CAPE  GIRARDEAU  NaF  ADJ      07/56  8000  1.0 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSOURI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

OOLE             NaSiF6    ADJ   12/63  34000          1.0 

OOLE                     OONS  7500 

BY  SOURCE  WATEH  SYSTEM 41500 

JEFFESSOJ         NaF      ADJ   02/84  19900          1.0 

BY  SOURCE  WA3ER  SYSTEM 19900 

JEFFERSON         Acid      ADJ   02/82  14500          1.0 

BY  SOURCE  WAIER  SYSTEM 14500 

JEFFEKSON         Acid     ADJ   01/82  6000         1.0 

BY  SOURCE  WA3ER  SYSTEM '   6000 

JEFFERSON         Acid      ADJ   01/82  1000          1.0 

BY  SOURCE  WATER  SYSTEM 1000 

JEFFERS»I         Acid      ADJ    111  3600          1.0 

BY  SOURCE  WATER  SYSTEM 3600 

JEFFEK90N         Acid      ADJ    /78  3000          1.0 

BY  SOURCE  WATER  SYSTEM 3000 

MDNTOOMERY                 NATL  614     2.0 

BY  SOURCE  WATER  SYSTO^ 614 

CLARK            NaF      ADJ   12/79  2101          1.0 

BY  SOURCE  WaYR  SYSm\ 2101 

JAOCSON           Acid      ADJ   04/81  450000          1.0 

BY  SOURCE  WATER  SYSTEM 450000 

CLAY             NaF      ADJ    /78  1482          1.0 

BY  SOURCE  WAIER  SYSTEM 1482 

DUNKLIN           NaSiF6    ADJ   06/55  10500          1.0 

BY  SOURCE  WAIER  SYSTEM 10500 


JEFFESSON  CITY 

3010409 

OOLE  00  HJSD  2 

3024160 

TUIAL  POPULATION  SERVED 

JEFFERSON  GO  OONS  F\BD  1            6024295 

TCTEAL  POPULATION  SERVED 

JEFFERSON  00  R«D  2 

6024293 

TOEAL  POPULATION  SERVED 

JEFFERSON  00  PWSD  5-EAST            60242% 

TOTAL  POPULATION  SERVED 

JEFFERSON  00  PWSD  5-WEST            6024297 

TOEAL  POPULATION  SERVED 

JEFFERSON  00  FWSD  7 

6024299 

TOTAL  POPULATION  SERVED 

JEFFERSON  00  EWSD  8 

6024300 

TOTAL  POPULATION  SERVED 

JONESBURG 

6010412 

TOTAL  POPULATiaJ  SERVED 

KAHOKA 

2010414 

TOTAL  POPULATION  SERVED 

KANSAS  QTY 

1010415 

TOTAL  POPULATION  SERVED 

KEARNEY 

1010416 

"lOTAL  POPULATION  SERVED 

KENNEIT 

4010417 

TOTAL  POPULATION  SERVED 

500 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

iHI COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUInit  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^j^  LEVEL    LEVEL 

NO — 

KINGSVILLE  1010427   JOHNSON  NATL         365     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 365 

KIRKSVIU^  2010429   ADAIR  Acid      ADJ   01/74  20011  1.0 

ADAIR  00  PWSD  1  2024000   ADAIR  OONS        5276 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 25287 

KiRKWOOD  (PART)                   6010430   ST.  IDUIS         NaSiF6    AW   07/57  28000          1.0 

TOTAL  POPULATia)  SERVED  BY  SOURCE  WATER  SYSTEM 28000 

I^  BELLE                        2010436   liWIS            NaF      ALU   06/81  845          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 845 

LAMaHE                        3010448   PEHTIS                    NATL  1050     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1050 

UJXXmA                                                          2010438   AUDRAIN                   NATL  726     1.4 

TOfTAL  POPUL/mON  SERVED  BY  SOURCE  WATER  SYSTQi 726 

LAMAR                          5010446   BARTON            NaSiF6    ADJ   07/61  4052          1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^vl 4052 

y^NGA^IER  2010450   SCHUYLER  NaF      AIXJ   08/80    854  1.0 

GLQWOOD  2010312   SCHUYIiR  OONS         234 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1088 

U^U^                                                            2010451   MAOON            NaF       ADJ   08/80  1423          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM 1^23 

LEEHON                         1010460   JOHNSON                   NATL  618     0.9 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTDi 618 

UWISGOPWSDI                   2024335   liWIS            NaF      AIXJ   07/82  1332          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTR  SYSTItM 1332 

UBEKIY                         1010466   CLAY             NaSiF6    AIXJ    /55  18000          1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

c5irElu?rSYS?EMS  SERVED             ^'                     ^^^'                           CH|M    STATUS  FLUOR  JOP^  NATURAL  SYST^^^^ 
[^ DATE LEVEL  LEVEL 

CLAY  00  PWSD  4                  102A144   CLAY                     OONS  1575 

OAY  00  WSD  5                1024145   CLAY                     OONS  900 

CLAY  00  RJSD  7                1024147   CLAY                     OONS  200 

MISSOURI  CITY                   1010532   CLAY                     OONS  325 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 21000 

LILBOURN                        4010468   NEW  MADRID         NaF      ADJ   05/82  2660          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2660 

LINOOLN  00  FWSD  1                 6024340   LINCOLN                   NATL  6410     2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSCTM 6410 

LINN-LIVINGSTCN  00  WSD  3           2024350   LIVINGSTON         NaF      ADJ   12/83  873          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 873 

LOUISIANA                       2010479   PIKE             NaSiF6    ADJ   12/62  4264          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 4264 

MAOON                          2010487   MAOON            NaSiF6    ADJ   11/59  5684          1.0 

BEVIER                        2010881   MAOON                    OONS  840 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 6524 

MAOON  00  WSD  1                   2024363   MAOON            NaF      ADJ   12/82  4920          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4920 

MANSFIELD                       5010493   WRIGOT           NaF      ADJ   08/68  1423          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1423 

MARBLE  HILL                     40104%   BOLLINGER         Acid      ADJ   12/79  600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

MARCELINE                       2010497   LINN             NaSiF6    ADJ   07/63  2938          1.0 

TOTAL  POPULATIC»l  SERVED  BY  SOURCE  WATER  SYSTEM 2938 

MARTINSBURG                     2010506   AUDRAIN                   NATL  318     2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 318 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI .^ - 

— -— -TST COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and       ^  ^^^^,^^                                ^[^                     OUUNIY                                                                 START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ pATE LEVEL    LEVEL 

MARYVILLE  1010508      NODAWAY  NaSiF6  ALU      03/65     10300  1.0 

NODAWAY  CO  PWSD  1  102AA28      NODAWAY  OONS  2000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTO«1 12300 

MAIHEWS  4010509      NEW  MADRID  NaF  AEU  /77         700  1.0 

NEW  MAERID  00  PWSD  4  4024418      NEW  MADRID  OONS  600 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

MAYSVILLE  1010510      DEKALB  NaF  ADJ      06/66  1100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB4 1100 

(^H4PHIS  2010513      SOOTU^  NaF  AEU      03/80  2105  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 2105 

MEXICO  2010519      AUDRAIN  NATL  12700  1.3 

AUDRAIN  00  PWSD  1  2024013      AUDRAIN  CONS  1245 

AUDRAIN  00  PWSD  2  2024014      AUDRAIN  OONS  1431 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15376 

MIDDLETOWN                                                       6010521      MDNTOOMERY                                          NATL  350            1.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAHR  SYSTEM 350 

MILAN                                                                 2010523      SULLIVAN                         NaF               ADJ      07/81  1947                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYS-^M 1947 

MINDEIMINES                                                      5010530      BARTON                                                 NATL  318            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 318 

MINER                                                                 ^10531       SOOrr                               NaF                AIXJ       10/80  1180                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1180 

MISSOU.  QTIES  WC-BELLEAU  LAKE                 6036010      ST.  CHARIES                                        NATL.  220            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 220 

M3BERLY  2010533      RANDOLPH  NaSiF6  ADJ       12/68     13987  1.0 

HiKISVILLE  2010393      RANDOLPH  CONS  1657 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAl^R  SYS-lTiM 15644 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSOURI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MCBILE  VILLAGE  MHP 


MMCE  CITY 


MDNIGCMERY  CITY 


M3NM)SE 


MDRfflOUSE 


MOSOCW  MILLS 


NEVADA 

VEKNCW  00  OCNS  PWSD  1 


NEW  FLORENCE 


NEW  LCWDOJ 


NEW  MADRID 


NIXA 


NOEL 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

3048108   BOCM:                    NATL  315     1.2 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 315 

2010538   MONROE            NaF      ADJ    /78  2560          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2560 

6010539   MCNTOQMERY                 NATL  2100     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

1010541   HENRY                    NATL  561     2.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 561 

4010543   NEW  MAESUD         NaF      ADJ   05/85  1220          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1220 

6010597   LINCOLN                   NATL  400     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

5010562   VERNON                    NATL  8444     0.9 

5024618   VERNON                    OONS  3836 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 12280 

6010565   MCNIOOMERY                 NATL  731     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 731 

2010569   RAU^            NaF      ADJ    /71  1160          1.0 

TOflAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1160 

4010570   NEW  MADRID         NaF      ATXJ    /77  3200          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

5010576  CHRISTIAN         NaF      ADJ    /77  2677          1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITM 2677 

5010577  MCDONALD                  NATL  1300     1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 1300 


504 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

iVllOOU _ COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIY  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^'^  ^^j^  LEVEL    LEVEL 

NO .^ — 

0' FALLON  6010588      ST.  OiARLES  N'^  10000  1.3 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

ORAM  ^10604      SOCrrr  NaF  ALU      06/84       1266  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1266 

ORBooN  1010605      HOLT  NaF  AW      04/80       1400  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1^»00 

PAij^YRA  2010623      MARION  NaF  ATU      04/80      3569  1.0 

MARION  00  PWSD  1  2024377      MARION  OONS  600 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WATER  SYSTH-1 ^169 

p^S  2010624      MDNRDE  Acid  ALU      05/82  1604  1.0 

TOfTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTQ1 1604 

pf^Y  2010635      RAU^  NaF  ADJ      03/83  836  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSI^ 836 

PERRY  CO  PWSD  1  A024455      PERRY  NaF  AW      05/81  1800  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATTO  SYSTQ^ 1800 

PERRY  00  PWSD  2  A024456      PERRY  NaF  AEO       01/83  600  1.0 

TOfTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSlQi 600 

PESRYVILLE  A010636      PERRY  NaSiF6  AOJ      09/59  5700  1.0 

TOTAL  FOPULAnCN  SERVED  BY  SOURCE  VIATER  SYSTTiM 5700 

PIECKNT  4010640      WAYNE  Acid  AID       11/81  2500  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBd 2500 

PILOT  KNOB  4010643      IRON  NATL  722  1.0 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 722 

PLATIEaiY  1010646      PIATTE  NaF  AEU      06/58  2515  1.0 

TOTTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSIYM 2515 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSOURI 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

PLATIE  CD  EVSD  C-1 

1024A79      PLATIE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER 

PLAI'l^BURG 

1010648      CLmiON 

CLINIDN  00  BJSD  2 

102A15A      CLINTON 

EDGERTON 

1010237      CLINTON 

TURNEY 

1050%1      CLINTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR 

POPLAR  BUFF 

A010656      Bl/TLER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

PRINUflUN 

201066A      MERCER 

MERCER  00  FWSD  1-WEST 

202A382      MERCER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR 

PULASKI  00  IVISD  1 

3024490      PULASKI 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER 

RAIHBUN  RWA,  lA 

0400900      APPANOOSE 

MERCER  00  FWSD  I-EIAST 

2024383      MERCER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

REHJBLIC 

5010681      GREECE 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

REYNDLDS  00  I\BD  1 

4024516      REYNOLDS 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

RICH  HILL 

1010682      BAIES 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WAIER 

RICHLAND 

3010684      PULASKI 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R 

RDCHEPORT 

3010694      BOONE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR 

NaF      ADJ   01/80  2300          1.0 

SYSTEM 2300 

Acid      ADJ   10/60  2900          1.0 

OONS  560 

CONS  583 

OONS  379 

SYSTEM 4422 

NaSiF6    ADJ   12/70  17000          1.0 

SYSTEM 17000 

NaF      ADJ   03/80  1276          1,0 

OONS  504 

SYSIH^ 1780 

NaF      ADJ   09/81  2300          1.0 

SYSTEM 2300 

Acid      ADJ   05/79  0          1.0 

OONS  1004 

SYSTEM 1004 

NaF      ADJ   08/79  5000          1.0 

SYSTEM 5000 

NAl^  250     1.1 

SYSTEM 250 

NATL  2000     1.0 

SYSID^ 2000 

NaF      ADJ   05/54  2550          1.0 

SYSTEM 2550 

NATL  324     0.7 

SYSTEM 324 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSOURI ^ ^ STATUS    FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIY  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  p^^^  LEVEL    LEVEL 

NO ^ • ~ — ~ 

BOU^                                                                 3010700      PHELPS                             NaSiF6          ADJ       11/68  15000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 15000 

RUSH  HILL                                                         2010704      AUDRAIN                                               NATL  140            1.2 

TOTAL  lOPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 1^ 

S^SBURY                                                         2010722      CHARITON                         Acid              ADJ      08/61  1960                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM I960 

S^^ROCDQE                                                           5010723      JASPER                            NaF                MXJ       11/58  1381                        1.0 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WAIQl  SYSTEM 1381 

SAVAiWAH                                                            1010724      ANDREW                            Acid              AEU       05/63  4361                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  UAim  SYSTEM ^361 

SCHELLCITY                                                      5010725      VERNON                                                 NATL  327             1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 327 

SHjftUA                                                             3010728      PEITIS                             Acid              AOJ       10/77  23000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23000 

SiKESIOJ                                                           ^10743      SOOTT                              Acid              AEU          /56  17473                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 17^73 

SI^^3^  2010745      SALINE  NaF  AIXJ      09/56      2492  1.0 

f^TJ.TAM  2010305       SALINE  CONS  227 

SALINE  00  PWSD  2  2024556      SALINE  OONS  891 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3610 

SMIWIU^  1010748      PUTIE  NaF  ^      09/78      2^  1.0 

PIATIEOOPWSDS  1024A82       PU^TTE  OONS  640 

PLATIE00PWSD9  1024483      PIATIE  CX)NS  1120 

TOTAL  FOPUI^mON  SERVED  BY  SOURCE  WAIER  SYSmi 3860 

SOUIHSIDeiUP  3048015      BOONE  NATL  250  1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSOURI 


WATER  SYSTEM  and                     EPA 
CONSECUTIVE  SYSTEMS  SERVED             ID 

NO 

SPRINGFIKID 

501075A 

TOTAL  POPULATIOJ  SERVED 

ST  CHARLES  FVSD  1 

6024528 

NEW  METTE 

6050571 

TU1:AL  POPULATION  SERVED 

ST  jura:  SUED 

6036002 

lUllAL  POPULATION  SERVED 

ST  LOUIS 

6010715 

WEBSTER  GECfVES 

■II 

6010845 

li 
1 

TOTAL  POPULVnOl  SERVED 

COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

GREENE  Acid      ADJ   08/83  133000  1.0 

BY  SOURCE  WATER  SYSTEM 133000 

ST.  CHARLES  NATL        1100     1.4 

ST.  CHARLES  OOJS         168 

BY  SOURCE  WATER  SYST^l 1268 

ST.  CHARLES  NATL  80     0.8 

BY  SOURCE  WATER  SYSTH^ 80 

ST.  LOUIS         Acid      ADJ   09/55  437500  1.0 

ST.  LOUIS  CONS       23000 

BY  SOURCE  WATER  SYSTEM 460500 

ST.  LOUIS         Acid  ADJ   01/631000000  1.0 

ST.  LXXIIS  COtiS  45000 

ST.  LOUIS  OONS  17000 

ST.  LOUIS  COtiS  5000 

ST.  LOUIS  COtiS  8400 

ST.  LOUIS  COtiS  1800 

ST.  LOUIS  COtiS  530 

BY  SOURCE  WATER  SYSTEM 1077730 

ST.  CHARLES        Acid      ADJ   09/82  8000  1.0 

BY  SOURCE  WATER  SYSTEM 8000 

PULASKI  NaF      ADJ   05/82  1800  1.0 

BY  SOURCE  WAItR  SYSTO^ 1800 

GENTRY  NaF      ADJ   03/82  1387  1.0 

BY  SOURCE  WATER  SYSTEM 1387 

SIE.  GENEVIEVE      NaF      ADJ   10/80  4400  1.0 

BY  SOURCE  WATER  SYSIB^ 4400 

PEMISOOT  NaF      ADJ   09/80  2421  1.0 

BY  SOURCE  WA3ER  SYSTEM 2421 


ST  LOUIS  COUNTY 

6010911 

FLORISSANT 

6010282 

JEFFERSON  00  FWSD  1 

6024292 

JEFFERSON  00  WSD  10 

6024302 

JEFFERSON  00  FWSD  3 

6024294 

ST  LOUIS  00  FWSD  1 

6024548 

ST  LOUIS  00  FWSD  2 

6024549 

TDTAL  POPULATION  SERVED 

ST  PE1U<S 

6010719 

lUTAL  POPULATION  SERVED 

ST  RCBERT 

3010729 

TOTAL  POPULATION  SERVED 

STANBERRY 

1010755 

lUTAL  POFJLATION  SERVED 

bit  GENEVIEVE 

4010710 

lUlAL  POPULATION  SERVED 

i>i.VK\F. 

4010758 

TOTAL  POPULATION  SERVED 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

MISSOURI 

,>,ATcocvcTCM  .nH      ~ EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SfEgu?ivl"srs?EMS  SERVED  '£  START  SERVED       ^^yT^    ^OPT^ 

SroaCTON                                                           5010763      CECkAR                              NaF                ADJ      06/80  1434                        1.0 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WSm  SYSTEM 1A34 

fflODDABD  00  PWSD  1                                        4024581       STODDARD                         NaF                ADJ      08/85  2000                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

SI0NBGA3E  MHP                                                  3048005      BOONE                                                   NATL  260            1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYS1Q1 260 

SWEET  SPRINGS                                                  2010780      SALINE                             NaF                ADJ       12/79  1716                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1716 

•mENION                                                             20107%      ST.  LOUIS                       NaSiF6          AEU       10/66  7136                        1.0 

(SUtm  00  EWSD  1  -DUNLAP                         2024239      ST.  LOUIS                                            OONS  825 

GRUNDY  00  I\^  1  -EDINBURG                     2024237      ST.  UXJIS                                            OONS  1440 

OUJNDY  00  iVSD  1  -SPICKARD                     2024238      ST.  DDUIS                                            OONS  630 

OUJNDY  00  FWSD  1  -TINDALL                       2024236      ST.  IDUIS                                            OONS  300 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10331 

TSDY                                                                  6010798      LINCOLN                                                NATL  2640            2.3 

TCTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSKM 2640 

UNION                                                                 6010801       FRANKLIN                         NaF                ADJ          /73  5506                        1.0 

TOTIAL  POPULATIOJ  SERVED  BY  SOURCE  WAI^  SYSTEM 5506 

UNICNVILLE                                                        2010804       PUTNAM                            NaF                ADJ      03/64  2075                        1.0 

LAKE  IHUNDERHEAD                                        2036165      PUWAM                                                 OONS  100 

PUIHAM  00  PWSD  1                                         2024495       PUINAM                                                  OONS  1446 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3621 

UNIVER.  OF  MISSOURI-OOUMBIA                     3069001       BOONE                                                   NATL  11100             1.3 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11100 

URICH                                                                 1010808      HENRY                                                   NATL  515            3.8 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 515 

VAN  BUREN                                                         4010811      CARTER                             NaF                ADJ       09/80  850                        1.0 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MISSOURI 

E 
S  SERVED 

DEER  RUN  SUED                  A036194  CMTER                                                OONS  150 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIHl  SYSTEM 1000 

VANDALIA                        2010812   AUDRAIN           NaF      ADJ   02/82  3170          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3170 

VERNON  00  R«D  1                  502A616   VERNON                    NATL  610     2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 610 

VERSAILLES                      3010819   MORGAN            NaF      ADJ   08/81  2500          1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

WALNUT  HILLS  MHP                  30A8007   BOONE                    NATL  168     0.8 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 168 

WARRENSBURG                      1010833   JOHNSON                   NATL  26000     0.7 

JOHNSON  00  WSD  1                1024309   JOHNSON                   OONS  1680 

CEMERVIEW                   1010150   JOHNSON                   OONS  230 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 27910 

WARREMCN                       6010834   WARREN                    NATL  3219     1.4 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3219 

WARSAW                         3010839   BENIDN            NaF      ADJ   08/82  1650          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

WAYNESVILLE                     3010841   PULASKI           NaF      ADJ   02/82  7500          1.0 

IDEAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYS'm^ 7500 

WELDCN  SPRINGS  HEIGHTS             6010919   ST  CHARLES                 NATL  190     1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 190 

WELLSVILLE                      6010848   MCMOMRY         NaF      ADJ   12/84  1565          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1565 

WEMZVILLE                      6010849   ST.  CHARLES                NATL  3500     1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3500 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MISSOURI 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WESTC*! 

PLATIE  00  FVISD  3 
PLATTE  00  R^SD  7 
RIDGELEY 


WHITH^AN  AFB 


WINBGARS  TEAL  BEJ© 


WINFIELD 


WRIOfT  ClTi 


VWADCNDA 


p5I  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

1010851  PLATTE  NaF                ADJ  03/78      2726                        1.0 

1024A77  PLATTE  OONS                      600 

102A481  PLATTE  OONS                    1300 

1050687  PLATIE  OONS                        78 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4704 

1079501       PETnS  NATL  4000  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

3036121       BE3«DN                                                  NATL  180  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 180 

6010866      LINCOLN                           NaF                ADJ      04/81         660  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 660 

6010874      WARREN  NATL  1200  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SXSTEM 1200 

2010875      CLfm                              NaF                ADJ      08/80        359  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYS'IQd 359 


511 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ALHAMBRA                                                                                                                                                NAIL  0             7.9 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTO4 0 

AMSTEKDAM                                                                            GALLATIN                                             NATL  100            1.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 100 

ASHLAND                                                             0000458      ROSEBUD                                               NATL  390            3.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 390 

ASHLAND  HOUSING                                                                   ROSEBUD                                                 NAIL  95             1.4 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 95 

AZURE                                                                                                                           NaF               ADJ  159                        1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 159 

BLACK  EAGLE                                                     0000157      CASCADE                                               NML  2200            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2200 

BLUE  CREEX  TC                                                    0000124       YELLOWSTONE                                          NATL  42             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 42 

BOMPART  TC                                                       0002947      JEFFERSOJ                                            NATL  102            0.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 102 

BOX  ELDER  SOIOOL                                                              HILL                                NaF               ADJ       10/72  230                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 230 

BOX  ELDER/EAST  SITE                                                            HILL                                  NaF                ADJ  159                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 159 

BOZEMAN                                                             0000161      GALLATIN                         NaSiF6          ADJ      07/53  22000                        1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 22000 

BROADVIEW                                                            0000167       YELLDWSICWE                                          NATL  140             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


MONTANA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


BRDOCICN 


BUSBY 


CAFOTR 


cascade: 


affiSTER 


CIRCLE 


CLANCY 


CLYDE  PARK 


COFFEE  CREEK 


OOLSIRIP 


OCMIAD 


GOUNIRY  LANES  TC 


^^  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

0000168      ROOSEVELT                                            NATL  AOl             1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 401 

BIG  HORN                                              NATL  300            0.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

0000520      CHOUIEAU                                              NATL  220            0.9 

TOTAL  PCPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 220 

0000171      CASCAE*:                                               NATL  714            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 714 

0000173      LIBERTY                           NaF                ADJ       11/69  1000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 1000 

0000176      MCOONE                                                 NATL  964            5.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 964 

JEFFERSOJ                                            NATL  452             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 452 

0000178  PARK                                                     NATL  253            0.9 
TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 253 

0000179  FERGUS                                                  NATL  85            2.4 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSITM 85 

0000180  ROSEBUD                           Nal^                AIXJ  1400                        1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1400 

0000186      PONDERA                           NaF                ADJ           /62  2770                        1.0 

TOTAL  P0PULA3TCW  SERVED  BY  SOURCE  WAIER  SYSTEM 2770 

0000028      HILL                                                     NATI.  186            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 186 


L 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL    LEVEL 

CROW  AGEMCY  BIG  HORN  NaF  ADJ       11/68       1122  1.0 

TOTAL  POPULAn(»J  SERVED  BY  SOURCE  WATER  SYSTEM 1122 

ojsnm  CO  nursing  home  ooogiao    ojsjm  natl  121        0.0 

TOEAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 121 

MMTCN  0000199      FERGUS  NATL  A60  1.7 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A60 

DKDN  AGENCY  WS  SANDERS  NATL  119  1.0 

"lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 119 

EAGLEMAN  NaF  AIXJ  42  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 A2 

EMNIS  0000208      MADISON  NATL  501  0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTH«1 501 

FAIRFIELD  0000212      TETON  NATL  638  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 638 

FAIRVIEW  0000213      RICHLAND  NATL  1200  2.0 

TOfEAL  POPULATZOJ  SERVED  BY  SOURCE  WATER  SYSTQ1 1200 

FISHERS  TC  0000026      CASCADE  NATL  A8  0.0 

TOEAL  POPUUmCN  SERVED  BY  SOURCE  WATER  SYSTEM A8 

FORSYffl  WAGON  WHEEL  TC  0000A03      ROSEBUD  NATL  84  5.6 

TOITAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 84 

PORT  BELKNAP  AGEMCY  BLAINE  NaF  ADJ  /53  1045  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1045 

EXKE  KIPP  NaF  ADJ  152  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 152 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA ^ 

WATER  SYSTEM  and i^A  COU^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED ID USED SWTT   SERVED        ^NAT^     ^OPT^ 

p^^^jgCHiETC                                                     0000468      JEFFERSON                                            NAl^L  36            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

f^j^^2ER                                                               0000220      VALLEY                            NaF               AW  524                        1 .0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 524 

P^CMBERG                                                           0000222      CARBON                                                 NATL  400            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJ^  SYST^ ^►00 

EKKnERTC                                                      0000038      PARK                                                     NATL  28            0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 28 

GALEN                                                                                    roWELL                                                 NATL  540            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 540 

GEKALDDJE                                                         0000225      CHXJIEAU                                              NATL  370            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 370 

GLASGOW  AFB                                                                        VAU^                             NaSiF6          AEU      04/61  3000                        1.0 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

GLE2©IVE  (PAKT)                                              0000229      DAWSON                                                 NATL  3152            3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3152 

(SASS  RANGE                                                     0000231      FERGUS                                                 NATL  181            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB4 181 

GREAT  FALLS                                                      0000525      CASCADE                                                NAIL  72000            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 72000 

(SEEN  STAR  MHV                                                0000143      CUST^                                                 NATL  HI            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM HI 

HANOIAN'S  TREE  WUA                                        0000128      JEFFERSON                                            NATL  230            0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 230 


L 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HARDIN                                                                0000235       BIG  HORN                         NaF                ADJ       11/73  4300                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSI^ A300 

HARLOWIDN                                                          0000240      WHEATLAND                                            NATL  1375             1.8 

TOrCAL  POPULATKaJ  SERVED  BY  SOURCE  WATER  SYSTO1 1375 

HAVRE  GOUNmV  LANES  TC                                 0000028      HILL                                                      NATL  186             1.6 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 186 

HAYES/WHITE  COW  CANYON                                                                                                                 NATL  302             1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 302 

HEART  BUTTE                                                                                                                 NaF                AOJ  3100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 3100 

HIGHLAND  MHP                                                    0000408      DAWSON                                                  NATL  55            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQ4 55 

HCMESTEAD  ACRES                                               0000526      CASCADE                                                NATL  100            0.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

JORDON                                                                0000257      GARFIELD                                              NATL  419            0.9 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WATER  SYST^ 419 

JUDITH  GAP                                                        0000258      WHEATLAND                                            NATL  175             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSl'EM 175 

LAMBERT                                                              0000269      RICHLAND                                              NAT!.  250            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 250 

LA^STAR                                                                                                                                          AOJ  215                        0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 215 

LAUREL                                                                0000270      YELLOWSTONE                   NaSiF6          ADJ       11/58  5500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 5500 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO            DATE LEVEL     LEVEL 

LEWISTOWN  DEERFIELD  COWtH                         0000431      MEAGHEK                                                NATL  42             1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 42 

M  &  R  MOBILE  VIL                                                               RICHLAND                                              NATL  309            0.0 

lOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 309 

MALMSTOCM  AFB                                                  0000515      CASCADE                                                NATL  7000            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO4 7000 

MILES  ClTi                                                      0000291      CUSTER                             NaSiF6          ADJ      07/55  9600                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9600 

MKEANA  DEVELOmENT  CIR                                                 JEFFERSON                       NaF                ADJ  450                        1.0 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

MUSSELSHELL                                                     0000296      MUSSELSHELL                                        NATL  85             1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 85 

NASHUA                                                               0000297      VALLEY                                                 NATL  513            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 513 

NEWTOWN                                                                                                                     NaF                ACU  152                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 152 

OPEIM  AFB                                                                            VALLEY                                                  NATL  602            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 602 

OPHEIM                                                               0000301      VALLEY                                                  NATL  300            1.9 

TOTAL  POPULATT»)  SERVED  BY  SOURCE  WATER  SYSTEM 300 

PARKER                                                                                                                         NaF                ADJ  36                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

PLEVNA                                                               0000307       FALLON                                                 NATL  200            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

WATER  SYSTEM  and ^PA  COU^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                                                 USED                            DATE  LEVEL    LEVEL 

PQPLAR                                                               0000310      ROOSEVELT                       NaF               AOJ      06/70  1389                        1.0 

TUEAL  POPULATION  SERVED  BY  SOURCE  WMHl  SYSTEM 1389 

POWER  WAIHl  USEES  ASSN                                                      ^Em                                                    NATL  91             0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 91 

roWER-TETON  00  WD                                          0000311      TETON                                                   NATL  170            0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTH^ 170 

R^^Q^  TC                                                           0000049      CASCADE                                               NATL  33            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 33 

RjCHEY                                                               0000316      DAWSON                                                 NATL  389            A. 3 

TtriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 389 

RIVERSHORE  MHP                                                000041A      CASCADE                                               NATL  1A7            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A7 

ROCKY  BOY  AGQCY                                                               HILL                                NaF                AW      07/72  69                        1.0 

TXmL  EOPULATION  SERVED  BY  SOURCE  WATER  SYST^ 69 

ROCKY  BOY  SCHOOL                                                              HILL                                                     AOJ  300                        1.0 

TOT:AL  POPULAnON  served  by  SOURCE  WATER  SYSTEM 300 

SAND-COULEE  WUA                                              0000325      CASCADE                                               NATL  625            1.3 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYST^ 625 

SOOBEY                                                               0000326      DANIELS                           NaF                ADJ           /71  lAOO                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM lAOO 

SPRING  GROVE  TX:                                              0000A12      DAWSON                                                 NATL  135            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135 

SPRING  STREET  TC                                           0000952      LEMS  AND  d^U^                                NATL  72            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 72 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

MONTANA 

cSNrEli?,vfsYS?EMS  SERVED  %'  ^^^'  CH|M         STATUS     ^3^^°,%,;°/,,    ^^^.^^^^  SYS^^MS 

!^2 . DATE LEVEL     LEVEL 

SUffiRUST  0000338      MINERAL  NATL  60A  1.3 

TDTTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 604 

THREE  PORKS                                                      0000343      GALLATIN                                              NATL  1188            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1188 

TRIMNT  (IDEAL  GH-IENT  00)                             0000346      GALLATIN                                                NATL  42             1.0 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 42 

WmitMALL                                                         0000359      JEFFERSON                                            NATL  1040            0.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1040 

WIBAUX                                                               0000361      WIBAUX                                                  NATL  600            2.5 

TOTAL  POPULAITOI  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

WTMJETT                                                             0000364      PETROLEUM                                            NATL  257            0.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 257 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEBRASKA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ALBIOJ 


ALLEM 


ALLIANCE 


AUBURN 


BASSETT 


BEATRICE  ST  HCME 


BELDEN 


BELLEVUE 


BEMKELMAN 


BLAIR 


BLOCMFIELD 


BLUE  HILL 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

3101102   BOONE            Acid      ADJ   12/75  2200          1.0 

■lUEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 2200 

3105101   DIXON            Acid      ADJ   10/74  312          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 312 

3101302   BOK  BUTTE                 ^iATL  8500     0.9 

•IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 8500 

3112703   NEMAHA           Acid      ADJ   02/7A  3650          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 3650 

3114902   ROOC            Acid     ADJ   02/76  980         1.0 

TCriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 980 

3106703   GAGE             Acid      ADJ   12/65  1376          1.0 

TCriAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1376 

3102707   CEDAR            Acid      ADJ   02/75  165          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^M 165 

3115306   SARPY            Acid      ADJ   12/66  18000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 18000 

3105701   DUNDY                    NATL  1380     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1380 

3117905   WASHINGK»J         Acid      ADJ   02/75  6100          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAFER  SYSTEM 6100 

3110708   KNOX             Acid      AOJ   04/75  1290          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 1290 

3118302   WEBSTER           Acid      ADJ   03/71  820          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 820 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEBRASKA 

c5;rElu?rsSEMS  SERVED  f  ^^^'  CH|M         STATUS     FLUOR  JOP^    NATU^L  SYSTEMS 

— ^Q . DATE LEVEL     LEVEL 

CLARKS                                                               3112101      MEKRICK                                               NATL  480            1.3 

TOTAL  POPULATICN  SERVED  BY  SOURCE  Wnm  SYSTH^ A80 

OOLERIDGE                                                         3102706      CEDAR                              Acid              ADJ      04/79  600                        1.0 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WAIW  SYSTEM 600 

OOLLMBUS                                                           3114110      PLATTE                            NaSiF6          ADJ       10/61  15471                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  VtfOTR  SYSTO^ 15471 

OOOK                                                                   3109701      JOHNSON                           Acid              ADJ      07/76  328                        1.0 

TOTAL  P(MJLATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 328 

CREianCN                                                         3110705      KNOX                                Acid              ADJ      06/75  11461                        1.0 

TOTAL  PCffULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 11461 

CRDFDON                                                             3110704      KNOX                                Acid              ADJ      02/76  630                        1.0 

TOTAL  KMJLATION  SERVED  BY  SOURCE  WAIER  SYSTEM 630 

OJLBERTSCN                                                       3108702      HITCHOOCK                                            NATL  801             1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAHR  SYSTEM 801 

ELGIN                                                                 3100307      ANIELOPE                         Acid              ADJ      05/76  920                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 920 

EMEKSON                                                             3104305      DAKOTA                            Acid              ADJ      07/75  850                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 850 

FAIRBIRY                                                           3109507      JEFFERSON                       Acid              ADJ       11/52  5200                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

FULLERTON                                                         3112503      NANCE                              Acid              ADJ       12/75  1440                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1440 

HAMPTON                                                             3108102      HAMILTON                                              ADJ  400                        1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 400 


L 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEBRASKA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


HARTINCTrCN 


HICKMAN 


HINPHREY 


INDIANOLA 


JAOCSOJ 


KEARNEY 


LAUREL 


LENOOLN 


LOUISVILLE 


LYMAN 


LYCNS 


MACY 


cpT  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                 USED                           START   SERVED  NAT        OPT 

NO  DATE LEVEL    LEVEL 

3102702      CEDAR  Acid  ADJ      03/76  1580  1.0 

TOfEAL  POPULATION  SffiVED  BY  SOURCE  WSm  SYSTEM 1580 

3110917      LANCASTER  Acid  ADJ      04/77        6%  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 6% 

311A103      PLATTE  ADJ      05/75        900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

311A506      RED  WILLOW  NATL  672  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 672 

3104302      DAHOTA  NATL  232  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 232 

3101906      BUFEAUO  Acid  ADJ       11/75  19181  1.0 

TCJTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19181 

3102705      CEDAR  ADJ      05/84       1010  1.0 

TOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1010 

3110926      LANCASTER  Acid  ADJ       11/70  32113  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYST^ 32113 

3102512      CASS                                                     ADJ      01/75       1022  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1022 

3115710     soorrs  bluff  ADJ  540  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^I 540 

3102103   BURT  NaF      ADJ   04/78  1140  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM H^ 

0000001   THURSTON  NATL  1560     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1560 


522 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEBRASKA 


WATER  SYSTEM  and                                                       EPA                    COUNTY 
CONSECUTIVE  SYSTEMS  SERVED                                  ID 

NO 

MDJDQl 

3109904      KEARNEY 

lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

NFKRASKA  CITi 

3113106      OTOE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

NFI.TGH 

3100305      mm  OPE 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

NFl.SON 

3112903      NUCKOIT.S 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER 

O'NEILL 

3108904      HOLT 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

QAKDALE 

3100302      ANltlOPE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

OAKLAND 

3102101       BURT 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

OFFUTT  AFB 

SARPY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

OGATTALA 

3110102      KEITH 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CMAHA  MUD 

3105507      DOUGLAS 

CAKTES  LAKE,  LA 

7812079      PCnTAWATLy-aE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl 

oacwD 

3113903      PIERCE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

PALISADE 

3120023      HITCHOOGK 

lUlAL  POPULATION  SERVED  BY  SOURCE  WA'rtR 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaF      ADJ   09/66  2670          1.0 

SYSTEM 2670 

NaSiF6    ADJ   09/52  7441          1.0 

SYSTEM 7441 

Acid      ADJ   01/66  1764          1.0 

SYSTEM 1764 

Acid      ADJ   12/75  740          1.0 

SYSTEM 740 

NaSiF6    ADJ   10/70  3837          1.0 

SYSTEM 3837 

ADJ  322          1.0 

SYSTEM 322 

NATL  1355     1.1 

SYSTEM 1355 

ADJ   06/57  8787         1.0 

SYSTD^ 8787 

Acid      ADJ   06/75  5200          1.0 

SYSTB^ 5200 

Acid      ADJ   10/68  350000          1.0 

CONS  0 

SYSTEM 350000 

Acid      ADJ   01/75  800          1.0 

SYSTB^ 800 

NATL  240     0.8 

SYSrEM 240 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEBRASKA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

3115313   SARPY            Acid      ADJ   01/78  7000          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

3102510   CASS             Acid      ADJ   02/79  6371          1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTB^ 6371 

3105106   DDOON                    NATL  984     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 984 

3110301   WEBSTER           Acid      ADJ   12/74  1630          1.0 

TOrCAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSTEM 1630 

3116101   SHERIDAN          Acid      ADJ   09/65  1130          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1130 

3105302   DODGE            Acid      ADJ   05/75  1038          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 1038 

3114710   RICHARDSON         Acid      ADJ   11/77  300          1.0 

T0T:AL  POPULAirOJ  served  by  source  WAIBR  SYSIIM 300 

3108701   HITCHOOCK                 NATL  490     1.3 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 490 

3112904   NUCKOLLS          NaSiF6    ADJ   07/51  3180          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3180 

3113104   OTOE             Acid      ADJ   10/76  1562          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1562 

3109705   JOHNSON           Acid      ADJ   08/77  2158          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2158 

3100301   MADISOI           Acid      ADJ   06/77  947          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 947 


PAPILLION 


PLAITSMOUIH 


PCNCA 


RED  CLOUD 


RUSHVILLE 


SCRIBNER 


STELLA 


STRATDOl 


SUPERIOR 


SYRACUSE 


TEOJMSEli 


TILDQJ 
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P0PUU\TI0N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEBRASKA 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                  ID 

NO 

TSQfKti 

3108503 

TOTAL  POPULAnON  SERVED 

imcA 

3115913 

TOTAL  POPULATION  SERVED 

VE»DEL 

3110712 

TOTAL  POPULATION  SERVED 

WAUNEIA 

3102901 

TOTAL  POPULATION  SERVED 

WAUSA 

3110711 

TOTAL  POPULATION  SERVED 

WAYNE 

311810A 

TOTAL  POPULATICW  SERVED 

WINNEBAGO 

3117302 

lUIAL  POPULATION  SERVED 

COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

HITCHCOCK                                              NATL  770             1.2 

BY  SOURCE  WATER  SYSTEM 770 

SEWARD                              Acid               ADJ       07/67  600                         1.0 

BY  SOURCE  WATER  SYSTO«1 600 

KNOX                                                     NATL  70            0.7 

BY  SOURCE  WATER  SYSTEM 70 

CHASE                                                   NATL  738            1.0 

BY  SOURCE  WATER  SYSTEM 738 

KNOX                                Acid              ADJ       11/75  720                        1.0 

BY  SOURCE  WATER  SYSTB^ 720 

WAYNE                               Acid              ADJ      05/75  5400                        1.0 

BY  SOURCE  WATER  SYSTEM 5400 

THURSTON                                              ADJ  1025                        0.0 

BY  SOURCE  WATER  SYSTEM 1025 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEVADA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ALAND                                                                 0000005      LINCOLN                                               NATL  700            1.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WA3ER  SYSTEM 700 

BEATIY                                                               0000009      NYE                                                       NATL  1050            5.0 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTH-l 1050 

CALIENTE                                                           0000013      LINCOLN                                               NATL  1550            2.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1550 

CAMPBELL  RANCH                                                3200171                                                                  ADJ      08/82  42                        1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 42 

CARSCN  COLONY                                                  3200161      LYOJ                                                     ADJ  190                        0.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSID^ 190 

CRYSTAL  CLEAR  WAIER  00                                0000361      LYCW                                                     NATL  35            2.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 35 

DRESSLERVILLE                                                  3200162                                                                  ADJ      11/85  156                        1.6 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 156 

DUCKWATER  GCMUNITY  WS                                 3200163                                                                  ADJ      08/85  42                        1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 42 

DUCKWATER  SCHOOL  SYS                                    3200175                                                                  ADJ      08/85  25                        1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

EMBRY'S  LITTLE  NEVADA  SUBD                         0000152      NYE                                                       NATL  75            2.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB«1 75 

FALLON                                                               0000045      CHURCHILL                                           NATL  4500            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTSM 4500 

PCKT  MCMRMITr                                                3200164                                                                  ADJ      08/84  260                        1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 260 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEVADA 


WATER  SYSTEM  and                                                       EPA                    COUNTY 
CONSECUTIVE  SYSTEMS  SERVED                                  ID 

NO 

GARRS 

0000063      NYE 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER 

INDIAN  HILL  SUED 

0000355      DOUGLAS 

'lUm.  POPULATION  SERVED  BY  SOURCE  WATER 

MGIAPA 

0000160      CLARK 

'lUTAL  POPULATION  SERVED  BY  SOURCE  Wnm 

MQAPA  INDIAN  RES 

3200165      CLARK 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER 

MDUNTAIN  VIEW  ESTAIES 

0002216      DOUGLAS 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR 

NEW  BATTLE  MXMAIN 

3200364      LANDER 

'lUTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

NIXON 

3200168 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

OLD  BATTLE  MDUNTAIN 

3200160      LANDER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR 

OWYHEE 

3200067      ELKD 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

PANACA 

0000185      LINCOLN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

SOiURZ 

3200360      MINERAL 

TOIAL  POPULATION  SERVED  BY  SOURCE  WAKR 

SILVERPEAK 

0000363      ESMERAim 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAFER 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NATL  811     9.5 

SYSTEM 811 

NATL  1400     1.8 

SYSra^ 1400 

NATL  702     2.2 

SYSTEM 702 

ADJ  76          1.6 

SYSTEM 76 

NATL  25     1.6 

SYSTOd 25 

NaF      ADa   02/83  25          1.6 

SYSTEM 25 

ADJ   08/83  291          1.6 

SYSTEM 291 

ADJ   08/78  135         1.6 

SYSTEM 135 

NaF      ADJ   08/83  550          1.6 

SYSTEM 550 

NATL  750     1.9 

SYSTEM 750 

NATL  100     0.0 

SYSTEM 100 

NATL  200     0.7 

SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEVADA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

US  NAV  AUX  AIR  FALDDN  0000350      CHURCHILL  NATL  1510  0.8 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1510 

WADSWORTO  3200169      STOREY  AEU      08/83        12A  1.6 

-KfTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 124 

WEEDHEIOTTS  0000242      LYON  NATL  1500  0.7 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

WELLS  INDIAN  OOLONY  3200363      ELKO  ADJ       10/81  0  1.6 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  HAMPSHIRE 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

GONOCRD                                                             0501010      MERRIMACK                       Acid              ADJ       11/78  32000                        1.0 

TOLAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 32000 

DlKHAM                                                               0691010      STRAFFORD                       NaF                ADJ      08/55  7000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 7000 

FRYEBURG  WOm  GO,  ME  0090600      OXFORD  NaF  ADJ       11/71  0  1.2 

EAST  OGNWAY  0511020      CARROL  CONS  600 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSI^ 600 

HANDVER                                                             1071010      OlAFION                           NaF               ADJ       11/58  10000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTM 10000 

LANCASTER                                                          1291010      COOS                                NaF               ADJ       12/65  2025                        1.0 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2025 

LEBANON                                                             1321010      CRAFTOl                           NaF               ADJ       11/56  9000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 9000 

NDEOH  OONWAY                                                    0511030      CARROLL                                               NATL  10000            0.8 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH>1 10000 

PEASE  AFB                                                          1951020      ROCKINGHAM                     Acid              ADJ       12/60  25                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATT31  SYSTEM 25 

P0RT3iDl7rH  1951010      ROCKIN(HAM  Acid  ADJ      06/75     33217  1.0 

NEW  CASTLE  1661010      RDCKINaiAM  GOJS  700 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSIH^ 33917 

RDOIESTIR  2001010      STRAFFORD  NaF  ADJ       11/67  20000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 20000 

WHITEFIELD  VIL  FIRE  B  HILL  2501030      COOS  NATL  800  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  JERSEY 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                 ID 

NO 

AT.TJTMJRST  WATEK  DEPT 

1301001 

•lUiAL  POPULATION  SERVED 

AT.TfNlUWN  Wnm  DEPT 

1302001 

lUlAL  POPULATION  SERVED 

ANOORA  STATE  HOSPITAL 

0436001 

TOTAL  POPULATION  SERVED 

ATLAWnC  CITY  MUN  UHL  AUIH                        0102001 

'lUlAL  POPULATION  SERVED 

BEACH  HAVEN  WAKR  DEPT 

1503001 

■iUlAL  POPULATION  SERVED 

BUEOJNCTON  ClTi  WAIHl  DEPT                         0305001 

lUlAL  POPULATION  SERVED 

CLAYIUN  WAIER  DEPT 

0801001 

TOTAL  POPULATION  SERVED 

CRANBURY  IWP  Wam  DEPT 

1202001 

TOTAL  POPULATION  SERVED 

DEPTTORD  TWP  MUA 

0802001 

lUTAL  POPULATION  SERVED 

EAST  BRUNSWICK 

1204001 

lUiAL  POPULATIOJ  SERVED 

EAST  GREENWICH  IWP  WAIHl  DEPT                   0803001 

TOTAL  POPULATION  SERVED 

EAST  WINDSOR  MUN  IHTL  AUIH                          1101002 

TOTAL  PCMJLATiai  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

MO^MOUIH          Acid      ADJ   07/54  950          1.0 

BY  SOURCE  WAIER  SYSTEM 950 

hOMXTffl          Acid      ADJ   04/65  2000          1.0 

BY  SOURCE  WAIER  SYSIH^ 2000 

CAMDEN           Acid      ADJ   07/72  3000          1.0 

BY  SOURCE  WATER  SYSTEM 3000 

ATLANnC          Acid      ADJ   03/58  100000          1.0 

BY  SOURCE  WAIER  SYS1H4 100000 

OCEAN            NaF       ADJ   03/64  1625          1.0 

BY  SOURCE  WATER  SYSTEM 1625 

BURLINCnON         Acid      ADJ   06/65  9900          1.0 

BY  SOURCE  WATER  SYSTEM 9900 

GLOUCESTER                 NAIL  6300     1.6 

BY  SOURCE  WATER  SYSHEM 6300 

MIDDLESEX         NaF      ADJ   11/74  1620          1.0 

BY  SOURCE  WATER  SYSHM 1620 

GLOUCESTER                 NATL  23500     0.9 

BY  SOURCE  WATER  SYSIH^ 23500 

MIDDLESEX         Acid      ADJ   12/54  37810          1.0 

BY  SOURCE  WATER  SYSTEM 37810 

GLOUCESTER                 NATL  3800     1.1 

BY  SOURCE  WAIER  SYSTEM 3800 

MERCER           Acid      ADJ   07/69  21041          1.0 

BY  SOURCE  WAIER  SYSTEM 21041 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  JERSEY 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsECuflVE  SYSTEMS  SERVED  ID  USED  ^TAR'T   SERVED  NAT        OPT 

fvjO  DATE: LbVbL     LtvtL 

BCC  HARBCR  ClTi  WAT  DEPT  0107001   ATLANHC  Acid      ADJ   12/57   3100  1.0 

TCXEAL  FOPULATIOJ  SERVED  BY  SOURCE  WATEH  SYSTEM 3100 

EUZABEnmOWN  WC  2004002   SOMERSET  Acid      ADJ   12/65  108616  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 108616 

ELMER  WJm  DEPT  1702001   SALEM  NATL        1562     0.7 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1562 

FREEHOLD  TW?  WAKR  DEPT  1316001   hOMXTIH  Acid      ADJ   02/72  15000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

FT  DK-US  ARMY  0325001   BURLINGTON         NaF      ADJ    /67  24000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 24000 

GARDEU  STATE  WC-HAMILTCN  1103001   MERCER  Acid      ADJ   10/72  24000  1.0 

TCTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24000 

GLASSBORD  WA3HI  DEPT  0806001   GLDUCESTm  NATL       14500     1.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14500 

HICHLAND  PARK  WAT  DEPT  1207001   MIDDLESEX         Acid      ADJ   02/61  13297  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13297 

mcmSTOWN  WAIHI  mn:  1104001   merger  Acid      ADJ   11/68   4567  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 4567 

MANnJA  TWP  MUA  0810004   GLOUCESTER  NATL        7200     2.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7200 

MOGUIRE  AIR  FORCE  BASE  0326006   BURLINGTON         NaF      ADJ    /68  10552  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 10552 

MDmXJm  OONSOUDATED  1345001   (dMOLTm  Acid      ADJ   03/53  246912  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  246912 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  JERSEY 

CONrEcl\'rSYS?EMS  SERVED                                %'                     ^^^'                           ^MT^^^^^^^^'^^SfliS^^^ 
NO DATE LEVEL    LEVEL 

^f^.  LAUREL  MUN  UTIL  Aim                             0324001      BURLINGTON                     NaF               MX]      01/65  14900                        1.0 

TOTAL  POPULtnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 14900 

NAVAL  AhMJNITION  DEPOT  (EARLE)                  1309001      M3M4DUIH                         Acid              ADJ       12/77  1400                        1.0 

TOTCAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTOd 1400 

NEWTON  WAIER  &  SEWER  UnUTY                     1815001      SUSSEX                            Acid              ADJ      01/69  8000                        1.0 

TOTAL  POPULATia*  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

PEMBERTCN  TWP                                                  0329004      BURLINGTON                                          ADJ      02/85  13000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13000 

PERTH  AMBOY  WAItR  DEFT                                 1216001      MIDDLESEX                       NaSiF6          ADJ      06/54  41000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 41000 

PITMAN  WAIER  DEPT                                          0815001      GLOUCESTER                                         NATL  10500            1.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 10500 

RAHWAY  warn  DEPT                                          2013001      UNION                              NaSiF6          ADJ      07/52  26600                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 26600 

SOLTIH  JERSEY  WIR  SUPPLY  00                         0808001      GLJOUCESTHl                                          NATL  1100            1.5 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1100 

TRENTOJ                                                             1111001      MERCER                            NaSiF6          ADJ      05/64  250000  1.0 

TOTAL  POPULMTO)  SERVED  BY  SOURCE  WATER  SYSTEM 250000 

WASHDJGTON  TWP  MUA  NOB  HILL  DI                  0818003      GLOUCESTER                                          NAT!.  2832            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2832 

WASHINGTON  TWP  MUN  UHL  AUIH                     0818004      GliXJCESIH^                     NaF                ADJ      09/72  28000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 28000 

WENCNAH  WJm  DEPT                                          0819001       GLOUCESIHl                                            NATL  2300             1.6 

TOTAL  POPUIATTON  SERVED  BY  SOURCE  WATER  SYSTEM 2300 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  JERSEY 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

WEST  DEPTFtDRD  TOP  WAIHl  DEPT                      0820001       GLOJCESTER                                            NATL  18500             1.8 

TOflAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTH4 18500 

WEST  MILPORD  TOP  MUA  AWDSTUNG                     1615012       PASSAIC                                                  NATL  700             1.1 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 700 

WHARTON  W3m  DEPT                                        1439001      M3RRIS                             Acid              ADJ      09/64  5500                        1.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

WILLINGBORO  MUA                                              0338001      BURLINtJroN                     Acid              AEU      05/63  39912                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ^ 39912 

WOODBURY  HExarrs  wnm  ikil  0823001     Gloucester  natl  5039         2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5039 

WOODBURY  WSm  DEPI               0822001   GLOUCESTER                 NATL  12412     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12412 

WOODSTOWN  WATER  DETT               1715001   SALEM                     NATL  3500     2.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  W3m   SYSTEM 3500 


I 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

3500285  MCKINLEY                  NATL         520     0.8 
POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 520 

3500210   MCKINLEY  NATL  250     0.8 

POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTO4 250 

3500286  MOCTNIJEY                  NATL  210     0.8 
POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 210 

3510701   BEKNALILLO         Acid      ADJ   02/74  342000          1.0 

POPULATICXJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 342000 

3514510   GUADALUPE         NaF      ADJ   04/78  304          1.0 

POPULATION  SERVED  BY  SOURCE  WATER  SYSi™ 304 

3520308   ECCY                     NATL  12000     1.0 

POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 12000 

3500331   MCKINLEY          NaF      ADJ  250          1.0 

POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 250 

3500254   MCKINLEY                  NATL  290     1.2 

POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 290 

3524932   VALENCIA                  NATL  5680     1.0 

POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 5680 

3508923   SANDOVAL                  NATL  3500     0.9 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

3534003   MCKINLEY                  NATL  140     0.9 

POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

3500841                  NaF      ADJ  300         1.0 

POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 300 


ALM)  OOhWUNITY 


ALAMD  DAY  SCHOOL 


ALAM3  SPRINGS/APACHITO 


ALBUQUERQUE 


AMiCN  cmoo 


ARTESIA 


BACA  OChWUNITY 


BACA-HAYSTACK 


BELEN 


BERNALILLO 


BC»RBGO  PASS 


TOTAL 


TOfEAL 


TOTAL 


WIAL 


TOflAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


BREAD  SPRINGS  OCM«JnY 


TOTAL 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  MEXICO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

BUFFALO  SPRINGS  0CM4JNITY           3500264                  NaF      ADJ  160          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

BURNHAM  OChHJNITi'                 3503030   SAN  JUAN                  NATL  70     0.7 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATEK  SYSTEM 70 

CANONCITO                       3500220   MCKINLEY                  NATL  0     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WSm  SYSTEM 0 

CANONCITO  OChWUNI-IY               3500287   MCKINLEY                  NATL  900     1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 900 

CARRIZOZO                       3512614   LINCOLN           NaF      ADJ    /80  1925          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAim  SYSTEM 1925 

CASAMERO  LAKE  OCMUNITY            3500256                  NaF      ADJ  100          1.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQI 100 

CAIBEY                         3528122   ROOSEVELT                  NATL  100     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^l 100 

OJAMA                          3501021   RIO  ARRIBA         NaF      ADJ   05/77  1200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

OnonLTAH  CHAPTHl  HOUSE            3500271   MCKINLEY                  NATL  50     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

OnMAYO                        3543826   RIO  ARRIBA                 NATL  75     3.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

CHURCH  ROCK  OChMUNITY              3500260   MCKINLEY          NaF      ADJ  440          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WA'IER  SYSTEM 440 

CIMARRON                        3526204   COLFAX            NaF      ADJ   10/81  888          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 888 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  MEXICO __^_ 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CLAYTON  3527031   UNION  NATL  3200     0.7 

■TOTAL  POPULATIOa  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

CLOVIS  3527305   CURRY  NATL  37000     2. A 

"TOLAL  POPULAHOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 37000 

OOUHBUS  3523016   LUNA  NATL         473     A.  5 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A73 

CORONA  351271A   LINOOLN  NATL         230     0.9 

"TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIHi 230 

OOYOTE  CANYON  CHAPTER  3500325   RIO  ARRIBA  NATL         lAO     1.1 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM lAO 

COYOTE  CANYON  OQMUNITY  350027A   RIO  ARRIBA  NATL         5A5     0.9 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTB>1 5A5 

CRCWNPOINT  oatlUNIIY  3503039  NaF      ADJ  750  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIQl  SYSTEM 750 

CRYSTAL  OCJMJNITY  3503012  NaF      ADJ  560  1.0 

TOEAL  POPULATTOl  SERVED  BY  SOURCE  WAIER  SYSTTiM 560 

DEMING  3528616   LUNA  NATL  9000     0.7 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 9000 

DES  MOINES  3527131   UNION  NAIL         190     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 190 

DEXTER  3519703   CHAVES  NATL  1600     1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1600 

DORA  3528222   ROOSEVELT  NATL  200     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ELIM 


ENCINO  (VAUGHN) 


ESPANDLA 


ESTANCIA 


EUNICE 


FARMDCTCN 

FARMiNCTOJ  mm. 


FUDYD 


FXKT  SUMNER 


GALLUP 


C»ADY 


HACHITA 


HAGESMAN 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO           DATE LEVEL     LEVEL 

3528322      ROOSEVELT                                            NATL  202            3.5 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH4 202 

3523930      TORRANCE                                              NATL  140            0.0 

IDTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 140 

3501921      RIO  ARRIBA                                          NATL  8400            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 8400 

3524030      TORRANCE                         NaF                ADJ      09/80  783                        1.0 

TOTAL  PCRILATION  SERVED  BY  SOURCE  WATER  SYSTEM 783 

3521513      LEA                                                       NATL  3000            1.1 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 3000 

3510224      SAN  JUAN                         Acid              ADJ       12/65  40000                        1.0 

3500245                                                                OONS  2250 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WAIER  SYSTO-l 42250 

3528422      ROOSEVELT                                            NATL  150            5.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

3527706      DE  BACA                                               NATL  1400            2.4 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

3508317      MCKINLEY                                              NATL  18500            1.4 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WAl^  SYSI'EM 18500 

3527405      CURRY                                                   NAIL  122             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 122 

3532409      GRANT                                                   NATL  80            3.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 80 

3519903      CHAVES                                                 NATL  1075             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1075 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  MEXICO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HATCH                                                                 3511607      DONA  ANA                                             NATL  2150            0.9 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTO*! 2150 

HCfiBS                                                                 3521613      LEA                                                       NATL  35961            1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 35%1 

HOLMAN                                                               3515918      MDRA                                                     NATL  %            3.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 96 

HUERFANO-CARSOI  O0M4JNITY                           3503063      SAN  JUAN                         NaF               ADJ  105                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  UPSm  SYSTEM 105 

HURLEY                                                               3522409      GRANT                                                   NATL  1591            1.9 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 1591 

JAL                                                                     3521713      LEA                                                       NATL  2675            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2675 

KEYAH  #1  OCH«IIT^                                        3503054      SAN  JUAN                                             NATL  350            1.5 

TOEAL  POPUIAnOI  SERVED  BY  SOURCE  WATER  SYSTEM 350 

LAKE  ARTHUR                                                     3520003      CHAVES                                                 NATL  400             1.6 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIHl  SYSTH^ 400 

LAKE  VALLEY  CHAPTER                                      3500269      SAN  JUAN                                             NATL  30          13.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 30 

LAKE  VALLEY  OCM«JITY                                   3500821       SAN  JUAN                                             NATL  228            1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 228 

LAKE  VALLEY  SCHOOL                                        3534010      SAN  JUAN                                             NATL  130            0.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 130 

LAS  VEGAS                                                         3518025      SAN  MIGUEL                     Acid              ADJ      09/60  15000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 15000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LORDSBURG 


LOS  ALAMDS 


LDS  UUNAS 


umucKJti 


MANUELITO  CHAPnH 


MARIAtO  LAKE  CHAPTES 


MELROSE 


MEXICAN  SPRINCS 


MEXICAN  SPRINGS  WEST 


MILAN 


MITTEHRDCX  OOWUNITY 


MORA 


^f^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

3522812      HJOALOO                                               NATL  1115            4.2 

TDTTAL  POPULATION  SEKVED  BY  SOURCE  WATEE  SYSTEM 1115 

3500115      LOS  ALAMDS                     NaF               ADJ       11/68  19000                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATEK  SYSTTcW 19000 

3525332      VALE3CLA                                             NATL  4000            0.9 

TCmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTBI 4000 

3521813      LEA                                                       NATL  11000            1.0 

lOEAL  POPULAHOJ  SERVED  BY  SOURCE  WAIER  SYSKM HOOO 

3500295      MCKINLEY                                              NATL  25            0.9 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

3500252      MCKINLEY                                              NATL  250            2.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 250 

3527505      CURRY                                                   NATL  701            2.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 701 

3500262                                              NaF                ADJ  460                        1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 460 

3500267                                            NaF               ADJ  240                       1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 240 

3525533      VALEl^A                         NaF                ADJ           /80  2948                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2948 

3503057                                            NaF               ADJ  360                       1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 360 

3516218      MORA                                NaF                ADJ       12/66  860                        1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 860 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


MDRIARTY 


NOSQUERD 


MULHOLLAND  WELL 


NACSHIin  PUBLIC  SCH 


NACEEZI  OQMUNnY 


NASHCITn  OOMJNITY 


NAVAJO  OCM«inY 


NEWOOMB  OO^MUNIIY 


ORGAN 


PECOS 


PEMASCO 


PINEDALE  CHAPTER 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

3524230      TORRANCE                         NaF               ADJ      09/80  1272                        1.0 

TOfEAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 1272 

3526811      HARDING                                               NATL  320            2.3 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 320 

3503040      MCKINLEY                                             NATL  50            1.8 

TOTAL  POPULAn»)  SERVED  BY  SOURCE  WATER  SYSTEM 50 

3500326      SAN  JUAN                                             NATL  300            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

35002%                                             NaF               ADJ  190                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 190 

3500268      SAN  JUAN                                             NATL  980            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 980 

3500298      NAVAJO                            NaF               ADJ  3000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 3000 

3503016      SAN  JUAN                                             NATL  310            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 310 

3512007      D»1A  ANA                                             NATL  480            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 480 

3518325      SAN  MIGUEL                     NaF               ADJ      02/74  1200                        1.0 

TOTAL  POPILATTON  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

3506729      TADS                                NaF               ADJ      01/74  700                        1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 700 

3500275      MCKINLEY                                             NATL  50            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  MEXICO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

PORTALES                                                           3528522      ROOSEVELT                                            NATL  10200            2.9 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 10200 

PUEBLO  PINTADO  SOJOOL                                  3534015      MCKINLEY                                              NATL  230            9.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  Wnm  SYSTEM 230 

RAMAH  R-13                                                        3500320      MCKINLEY                                              NATL  40            1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTH^ 40 

RAMAH  R-^                                                          3500317      MCKINLEY                                              NATL  0            2.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 0 

RAMAH  RURAL                                                     3500251      MCKINLEY                         NaF               ADJ  80                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 80 

RAMAH-PINEHILL  NAVAJO  SCHOOL                     3500250      MCXINLEY                         NaF               ADJ  810                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 810 

RAMAH-SUNSET  VALLEY                                      3500279      MCXINLEY                         NaF                ADJ  300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^EM 300 

RAM3NA  SMITH  OCMUNITY                                 3500266      MCKINLEY                                              NATL  70            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYS'IH^ 70 

RATON                                                                 3526704      OOLFAX                             NaF                ADJ      04/56  9600                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTTiM 9600 

RIBERA                                                               3518525      SAN  MIGUEL                                          NATf.  180            0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 180 

ROCK  SPRINGS  CHAPTER                                    3500302      MCKINLEY                                              NATL  30            0.8 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 30 

ROCK  SPRINGS  OChMUNITY                                 3503073      MCKINLEY                                             NATL  400            0.7 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  MEXICO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

moeo                                                                3522912      HIDAUX)                                               NATL  120            2.8 

TOrAL  POPULATIC*!  SEKVED  BY  SOURCE  WAIER  SYSTliN 120 

RDSWELL                                                             3520203      CHAVES                                                 NATL  39000            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 39000 

ROY                                                                     3526911      HARDING                                               NATL  387             1.9 

TOEAL  POPULATIC»J  SERVED  BY  SOURCE  WJm  SYSTEM 387 

RUIDOSO                                                             351311A      LINCOLN                           NaSiF6          ADJ      01/81  4500                        1.0 

TCTTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^l 4500 

SAN  XN                                                             3527920      QUAY                                                     NATL  340            3.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIffi  SYSTEM 340 

SAN  JOSE                                                           3518825      SAN  MIGUEL                                          NATL  200            2.2 

TOTAL  POPULATICW  SESVED  BY  SOURCE  WATER  SYSTEM 200 

SAN  MATBO                                                         3525733      VALENCIA                                             NATL  190            3.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 190 

SAN  YSIDRD                                                       3509723      SANDCVAL                                             NATL  200            1.6 

TOTAL  POPULAITOl  SERVED  BY  SOURCE  WATER  SYSTEM 200 

SANOSTEE-TOaTO  OChWUNITY                           3503059                                              NaF               ADJ  685                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 685 

SANTA  FE                                                           3505126      SANTA  FE                         NaF                ADJ      06/56  50000                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS1H>1 50000 

SANTA  ROSA                                                       3515010      GUADALUPE                       NaF               ADJ      07/60  2485                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  2485 

SHEEP  SPRINGS  OQKWUNIIY                               3503043      SAN  JUAN                                             NATL  270            1.5 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSTEM 270 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED     NAT   OPT 
DATE LEVEL  LEVEL 

NAIL         340     1.5 

SYSTEM 340 

NaF      ADJ  15000  1.0 

SYSTEM 15000 

NaF      ADJ   02/82  12000         1.0 

SYSTEM 12000 

NaF      AEU  500  1.0 

SYSTEM 500 

NaF      ADJ    In      1800         1.0 

SYSTEM 1800 

NATL         110     2.8 

SYSTEM 110 

NATL        7000     0.8 

SYSTEM 7000 

NaF      ADJ   10/81   3A00         1.0 

SYSTEM 3400 

NATL        1000     1.2 

SYSTEM 1000 

NAIL         780     0.7 

SYSTEM 780 

NATL        1000     2.7 

SYSIHd 1000 

NaF      ADJ         500         1.0 
SYSi™ 500 


SPRINGER 


STANDING  RDCK  SCHOOL 


SHEEP  SPRINGS  NORIH  OMUNITY        3503070   SAN  JUAN 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 
SHIPRDOC  OCMUNITY  3500248 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
SILVER  aiY  3522609   aiANT 

lam.  POPULATION  SERVED  BY  SOURCE  WATER 
SMITH  LAKE-HARD  GROUND  3500211 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3526604   OOLFAX 
TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER 

3534016   MCKINLEY 
TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER 

3514327   SIERRA 
TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER 

3507529   TADS 
TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER 

3522013   LEIA 
TOfEAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER 

3532010   APACHE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

3527605   CURRY 
TOEAL  POPULATION  SERVED  BY  SOURCE  WATER 
THOREAU  W.-J.  WILLIE  CMP  3500303 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


TOR  C 


IPCS 


TPsm 


TEEC  NOS  POS 


TEXIGO 


5A3 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

NaF  ADJ  120  1.0 

BY  SOURCE  WATER  SYSTEM 120 

NaF      ADJ  315  1.0 

BY  SOURCE  WATER  SYSTEM 315 

MCKINLEY                  NATL         760     0.8 
BY  SOURCE  WATER  SYSTEM 760 

MCKINLEY          NaF      ADJ  600  1.0 

BY  SOURCE  WATER  SYSTEM 600 

SAN  DOVAL  NATL  1100     0.7 

BY  SOURCE  WATER  SYSTEM 1100 

NaF      ADJ  275  1.0 

BY  SOURCE  WATES  SYSTEM 275 

QUAY  NATL  8000     1.4 

BY  SOURCE  WA3ER  SYSTEM 8000 

NaF      ADJ  1555         1.0 

BY  SOURCE  WATER  SYSim 1555 

GUADALUPE                 NATL         867     2.7 
BY  SOURCE  WATER  SYS-JliM 867 

SAN  MIGUEL         NaF       ADJ   03/77    272  1.0 

BY  SOURCE  WATER  SYSTEM 272 

MC^A                      NATL         100     1.1 
BY  SOURCE  WATER  SYSTEM 100 

NAVAJO                     NATL  25     1.1 

BY  SOURCE  WATER  SYSI^ 25 


THREE  MILE  POIOT  3503011 

TOTAL  POPULATICW  SERVED 
TQADLENA  OChWUNITY  3503028 

TOflAL  POPULATION  SERVED 
TOHATCHI  OOMJNITY  3500237 

TDIAL  FOPULATICN  SERVED 
TOHATCHI  HIGH  SHOOOL 

TOTAL  POPUIAnOi  SERVED 
TDRRECN  OCMUNITY  3503042 

TOTAL  POPULATION  SERVED 
TSA  YAH  TDH  COMMUNITY  3500278 

TOTAL  POPULATION  SERVED 
TUOJMCARI  3528020 

TOriAL  POPULATION  SERVED 
TWIN  LAKES  O0M«nTY  3500261 

TOTAL  POPULATION  SERVED 
VAUGHN  (ENCINO)  3515310 

TOTAL  POPULATION  SERVED 
VILLANUEVA  351%25 

TOTAL  POPULATION  SERVED 
WAISDUS  3516718 

TOTAL  POPULATION  SERVED 
WHITHIORSE  LAKE  PRE-SCHOOL  3500281 

TOTAL  POPUIATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  MEXICO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


WHITEROCK  CHAPIHl 


3500283      SAN  JUAN 


NAIL 


50 


3.7 


TUEAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTO^I 


50 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ADAMS  WS 

ADAMS  CENTER 


ALBIOJ  WS 
GAINES 
QAK-OICHARD  CW  LAKE 


ANIWEEP 


ARCADE 


ATTICA 


AVON 


BAINBRIDGE  WS 


BALLSTON  SPA 


BAIAVIA  W  S 
BAIAVIA  IWP 


BATH  WS 
BATH  WD  1 


BELFAST  W  D 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0002328   JEFFERSOJ         Acid      ADJ   05/76  1957          1.0 

0002351   JEFFERS(»J                  C»NS  700 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*1 2657 

0000596  ORLEANS           NaSiF6    ADJ   07/67  5800          1.0 

0000597  ORLEANS                   OONS  600 
0000601   CRLEANS                   0»1S  150 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 6550 

0002330   JEFFERSON         Acid      ADJ   10/82  760          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 760 

0000350   WYCmNG           Acid      ADJ   10/83  225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 225 

0000607   WYOMING           Acid      ADJ   10/83  2643          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 26A3 

0001012   LIVINGSTON         Acid      ADJ   09/83  3357          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3357 

0001739   CHEHANOO          NaF      ADJ   07/71  1700          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAKR  SYSIH^ 1700 

0000162   SARATOGA          Acid      ADJ   11/84  5711          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5711 

0000544   GENESEE           Acid      ADJ   12/63  16667          1.0 

0000554   GENESEE                   OOJS  2025 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 18692 

0001206   STEUBEN           Acid      ADJ   06/76  6100          1.0 

0001225   STEUBEN                   OONS  110 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 6210 

0000313   ALLE3GANY          Acid      ADJ   08/64  850          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSTO^ 850 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

BEUCNT  W  S  000031A      ALLEGANY  Acid  ADJ      03/77       1150  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 1150 

BDJGHAhfTON  W  S  0001651  BROOME                            Acid  ADJ      03/64     55860                        1.0 

BINOiAhfTON  TWP  WD  1  0001652  BROOME  OONS  2A8 

BINCHAhflCIN  TOP  WD  2  0001685  BROOME  OONS  215 

BINCJiAMTON  TOP  WD  3  0001686  BROOME  OONS  420 

BINGHAKTON  TOP  WD  4  0001699  BROOME  OONS  80 

BINCHAMTON  TOP  WD  5  0001700  BROOME  OONS  625 

BINCHA^froN  TOP  WD  6  0001701  BROOME  OONS  144 

BINCHAhOON  TOP  WD  7  0001702  BROCME  OONS  77 

DldCINSON  TOP  BIG  BE  WD  2  0001664  BROOME  OONS  56 

DIOONSON  TOP  UP  FRT  WD  3  0001695  BROOME  OONS  1467 

DICKINSON  TWP  WD  6  0011222  BROOME  OONS  91 

DICKINSON  WD  7  0010143  BROOME  OONS  298 

PORT  DIOONSON  (V)  0001672  BROOME  OONS  1734 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 61315 

BRLARCLIFF  MANDR  W  S  0003420      WESTCHESTER  Acid  ADJ       12/74       7351  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAHEK  SYSTEM 7351 

BUFFALO  W  S  0000422       ERIE  NaSiF6  ADJ      06/55  357870  1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 357870 

CALEDONIA  0001013      LIVINGSTDN  Acid  ADJ       10/81       2100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2100 

CANANDAIGUA  WS  0001150      ONTARIO  Acid  ADJ      07/56     10500  1.0 

EAST  VICTOR  0010453      ONTARIO  OONS  150 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10650 

CANTON  W  S  0004381       ST.  LAWRENCE  Acid  ADJ      06/76     10000  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

CARLE  PLACE  W  D  0002818      NASSAU  Acid  ADJ      03/52     11000  1.0 

WESTBURY  0002856      NASSAU  OONS  20050 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 31050 

CARTHAffi  W  S  0002334      JEFFERS»J  Acid  ADJ      03/66      4500  1.0 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

CENTRAL  BRIDGE  0000093      SCHOHARIE  NaF  ADJ      01/84        450  1.0 

TOIAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 450 

CHAMPLAIN  0000211      CUNTON  NaF  ADJ       11/82  1500  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

CHAMPLAIN  PARK  WD  0000212      CLINDDN  NaF  ADJ      02/83        900  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTH4 900 

CHURCHVILLE  0001040      MDNRDE  Acid  ADJ       10/81  1500  1.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

CUNION  W  S  0002386      ONEIDA  Acid  ADJ      12/68  3000  1.0 

TOfEAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

OOBLESKILL  W  S  0000094      SCHOHARIE  NaF  ADJ       11/53  5272  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5272 

OONKLIN  0001660      BROOME  NaF  ADJ      08/84  1868  1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 1868 

OOOPERTOWN  W  S  0000145      OTSBQO  Acid  ADJ      05/68  2500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

MlHI  W  S  0000257      EELAWARE  Acid  ADJ      01/64  3336  1.0 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER  SYSTB^ 3336 

EAST  AURORA  WS  0000433      ERIE  Acid  .mJ      04/59  7200  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7200 

EAST  BLOCMFIELD  0001155      ONTARIO  Acid  ADJ      01/82         700  1.0 

TDTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH4 700 

EAST  SYRACUSE  0004311      CXCNDAGA  Acid  ADJ      02/84  3900  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3900 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and                      EPA 
CONSECUTIVE  SYSTEMS  SERVED              ID 

NO 

COUNTY 

CHEM 
USED 

STATUS 

FLUOR   POP   NATURAL  SYSTEMS 
START  SERVED    NAT   OPT 
DATE          LEVEL  LEVEL 

FIM                          0000548 

GENESEE 

NaF 

ADJ 

12/83 

805         1.0 

•num.  POPULATION  SERVED  BY  SOURCE  WAIHl 

QVQTPM 

805 

oiolcJI 

ELMIRA  WS                       0001008 

OffiMJNG 

Acid 

ADJ 

02/53 

62660         1.0 

■lUIAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTB«1 



62660 

ENDICOnT  W  S 
EMMLL  (T) 


0001665   BROOME 
0011214   BROOME 


Acid      ADJ   03/70  45000 
COtiS  21620 


1.0 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 


66620 


ERIE  00  WAltR  AUfflORITY 

0000443 

ERIE 

ABBUIT  HICHLAND  WD-HAMRJ.IRG 

0000462 

ERIE 

ALDEN 

0000398 

ERIE 

AMHERST  TWP  WD 

1 

0000399 

ERIE 

AMHERST  TWP  WD 

2 

0000400 

ERIE 

AhWERST  TWP  WD 

3 

0000401 

ERIE 

AhHERST  TWP  WD 

4 

0000402 

ERIE 

AMHERST  TWP  WD 

5 

0000403 

ERIE 

AMHERST  TWP  WD 

6 

0000404 

ERIE 

AMHERST  TWP  WD 

7 

0000405 

ERIE 

AMHERST  TWP  WD 

8 

0000406 

ERIE 

AMHERST  TWP  WD 

9 

0000407 

ERIE 

AMHERST  TWP  WD  10 

0000408 

ERIE 

AMHERST  TWP  WD  11 

0000409 

ERIE 

AMHERST  WD  12 

0000410 

ERIE 

ANGOLA 

0000411 

ERIE 

ATH)L  SPRINGS  LDCKSLEY  WD 

0000488 

ERIE 

AURORA  OONS  WD  #235 

0000413 

ERIE 

AURORA  WD  1 

0000412 

ERIE 

AURORA  WD  lA 

0020550 

ERIE 

AURORA  WD  6 

0000417 

ERIE 

AURORA  WD  8 

0000419 

ERIE 

Al«DRA  WD  9 

0020551 

ERIE 

BAIN  WD 

0000489 

ERIE 

BAYVIEW  ROAD  WD 

0000468 

ERIE 

BEACON  HILL  WD 

0000469 

ERIE 

BEhTUW  DRIVE  WD 

0000470 

ERIE 

BELLEVUE  WD-GHKhKIDWAGA  TWP 

0000424 

ERIE 

BEnHPORD  LAKE  WD 

0000490 

ERIE 

BIG  TREE  GARDEN  WD 

0000491 

ERIE 

BLASDOJ. 

0000420 

ERIE 

BCNNIE  LANE  WD 

0000471 

ERIE 

BOW^ANSVILLE  WD 

0000421 

ERIE 

BRISTOL  WD 

0000492 

ERIE 

Acid 


ADJ 

10/67  375000 

OONS 

399 

OONS 

2488 

OONS 

8000 

OONS 

5000 

OONS 

3000 

OONS 

9000 

OONS 

6000 

OONS 

15000 

OONS 

13000 

OONS 

5000 

OONS 

4000 

OONS 

12000 

OONS 

8000 

OONS 

4000 

OONS 

3300 

OONS 

399 

OONS 

574 

OONS 

215 

OONS 

200 

CONS 

75 

OONS 

67 

OONS 

49 

CONS 

399 

OONS 

399 

OONS 

399 

OONS 

150 

OONS 

399 

CONS 

399 

CONS 

399 

CONS 

3288 

OONS 

100 

OONS 

399 

OONS 

399 

1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 

EPA 
ID 
NO 

COUNTY 

CHEM    STATUS  FLUOR 
USED           START 
DATE 

POP   NATURAL  SYSTEMS 
SERVED    NAT   OPT 
LEVEL  LEVEL 

BURKE  WD 

0000463 

ERIE 

CONS 

399 

CAMP  ROAD  LAKESHORE  WD 

0000493 

ERIE 

OONS 

399 

CENTRAL  HAMRl.IRG  WD 

0000464 

BRIE 

CONS 

399 

CHEFKrOWAGA  TWP  WD  9 

0000425 

ERIE 

OONS 

225 

CHEFKIOWAGA  TOP  WD  10 

0000427 

ERIE 

OONS 

500 

(HEFICICWAGA  WD  8 

0000428 

ERIE 

OONS 

399 

CHKFKTOW/^IA  WD  11 

0000429 

ERIE 

OONS 

399 

CHES-lNin-  RIDGE  WD 

0000465 

ERIE 

OONS 

399 

CLAREJJCE  CONS  WD 

0020767 

ERIE 

OONS 

15094 

CLARK  b'lKEET  WD 

0000494 

ERIE 

OONS 

399 

CLEVELAND  HILL  WD-CHKEKIUWGA 

0004566 

ERIE 

OONS 

399 

CLOVER  BANK  WD 

0000495 

ERIE 

OONS 

399 

COLLINS  WD  4 

0000431 

ERIE 

OONS 

73 

DEPEW 

0000432 

ERIE 

OONS 

6125 

DOYLE  WD-CHEhKTOWAGA  TOP 

0000426 

ERIE 

OONS 

4900 

EAST  FRDNHER  DR  WD 

00004% 

ERIE 

OONS 

399 

EAST  HAMBURG  WD  1 

0000434 

ERIE 

OONS 

399 

EMM  WD  1 

0000435 

ERIE 

OONS 

500 

EDEN  WD  2 

0000436 

ERIE 

OONS 

500 

EDEN  WD  3 

0000437 

ERIE 

OONS 

500 

EE*N  WD  A 

0000438 

ERIE 

OONS 

500 

EDEN  WD  5 

0000439 

ERIE 

OONS 

175 

,. 

EDEN  WD  6 

0000440 

ERIE 

OONS 

600 

1 

EDEN  WD  7 

0000441 

ERIE 

OONS 

2400 

; 

EDEN  WD  8 

0000442 

ERIE 

OONS 

120 

ELMA  WD  1 

0020549 

ERIE 

OONS 

10574 

EVANS  IMP  AREA  I-HIOILAND 

0000447 

ERIE 

OONS 

4950 

k 

EVANS  WD  2 

0000445 

ERIE 

OONS 

4413 

? 

EVANS  WD  3 

0000446 

ERIE 

OONS 

704 

EVANS  WD  4 

0019527 

ERIE 

OONS 

1126 

^ 

EVANS  WD  5 

0019528 

ERIE 

OONS 

3136 

FARNHAM 

0000448 

ERIE 

OONS 

404 

QfNDALE  HEIGHTS  WD 

0000497 

ERIE 

OONS 

399 

GRAND  ISLAND  WD  1 

0000450 

ERIE 

OONS 

205 

GRAND  ISLAND  WD  2 

0019526 

ERIE 

CONS 

6206 

GRAND  ISLAND  WD  5 

0000454 

ERIE 

(XMS 

1285 

GRAND  ISLAND  WD  6 

0000455 

ERIE 

OONS 

1772 

GRAND  ISLAND  WD  7 

0000456 

ERIE 

OONS 

852 

CRPM)   ISLAND  WD  8 

0000457 

ERIE 

OONS 

869 

GRAND  ISLAb©  WD  9 

0000458 

ERIE 

OONS 

771 

GRAND  ISLAND  WD  10 

0000459 

ERIE 

OONS 

4068 

CSAND  ISLAND  WD  11 

0000460 

ERIE 

OONS 

742 

GRAND  ISLAND-STOR-DISTOIB  DIST 

0000451 

ERIE 

OONS 

18000 

HAMBURG  ORCHARD  PARK  WD 

0000472 

ERIE 

OONS 

50 

HAMBURG  WD  1 

0000466 

ERIE 

OONS 

550 

HAMBURG  WD  2 

0000467 

ERIE 

OONS 

25000 

HOLLYWOOD  WD 

0000498 

ERIE 

OONS 

399 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 

EPA 
ID 

NO 

COUNTY 

CHEM    STATUS  FLUOR 
USED           START 
DATE 

POP   NATURAL  SYSTEMS 
SERVED    NAT   OPT 
LEVEL  LEVEL 

IRVING  SUED 

0019258 

ERIE 

OONS 

45 

KUMDRE 

0010142 

ERIE 

OONS 

18474 

KNOB  ULLYDALE  BEIG  WD 

0000473 

QUE 

OONS 

399 

LACKAWANNA  CITY 

0000506 

ERIE 

OONS 

9999 

LAKESHORE  WD 

0000499 

ERIE 

CONS 

399 

LAKEVIEW  WD 

0000474 

ERIE 

OONS 

800 

LANCAS'iU^ 

0000507 

ERIE 

OONS 

13056 

LANGAb"iU<  WD  1 

0000508 

ERIE 

OONS 

100 

LANCAS'iMl  WD  2 

0000509 

ERIE 

OONS 

399 

LANCAyitR  WD  3 

0000510 

ERIE 

OONS 

399 

LANCAS'itR  WD  4 

0000511 

ERIE 

OONS 

399 

LANCAS'lUl  WD  5 

0000512 

ERIE 

OONS 

399 

LANCAS'ltK  WD  6 

0000513 

ERIE 

OONS 

500 

LANCAS'llK  WD  7 

0000514 

ERIE 

OONS 

399 

LANCASllK  WD  8 

0000515 

ERIE 

OONS 

700 

LEWIS  DRIVE  WD 

0000475 

ERIE 

OONS 

150 

LYIH  WD 

0000500 

ERIE 

OONS 

399 

MCKINLEY  WD  1 

0000479 

ERIE 

OONS 

50 

MEADOWBRDOK  WD  12 

0004562 

ERIE 

OONS 

399 

MEADCWBROOK-GREENFIELD  WD 

0000476 

ERIE 

OONS 

300 

MDUNI  VBRN3N  WD 

0000501 

ERIE 

OONS 

399 

OOara  CAMP  ROAD  WD 

0000477 

ERIE 

OONS 

399 

OLD  LAKE  VIEW  ROAD  WD 

0000478 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

1 

0000518 

ERIE 

OONS 

612 

ORCHARD  PARK  WD 

2 

0000519 

ERIE 

OONS 

210 

ORCHARD  PARK  WD 

3 

0010128 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

4 

0000523 

ERIE 

OONS 

1780 

ORCHARD  PARK  WD 

5 

0000524 

ERIE 

OONS 

3900 

ORCHARD  PARK  WD 

6 

0000525 

BRIE 

OONS 

399 

ORCHARD  PARK  WD 

7 

0000526 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

8 

0000527 

ERIE 

OONS 

2300 

ORCHARD  PARK  WD 

9 

0000528 

ERIE 

OONS 

660 

ORCHARD  PARK  WD 

10 

0000529 

ERIE 

OONS 

330 

C»CHARD  PARK  WD 

11 

0000530 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

12 

0000531 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

13 

0000532 

ERIE 

OONS 

399 

ORCHARD  PARK  WD  15 

0000533 

ERIE 

OONS 

25 

ORCHARD  PARK  WD 

17 

0000534 

ERIE 

OONS 

399 

ORCHARD  PARK  WD 

18 

0019099 

ERIE 

OONS 

% 

ORCHARD  PARK  WD  19 

0000535 

ERIE 

OONS 

399 

ORCHARD  PARK  WS 

0000537 

ERIE 

OONS 

3680 

OSBORNE  SAGAMORE  HEICJfTS  WD 

0000480 

ERIE 

OONS 

399 

PARKffi  BIG  IEEE  RD  WD 

0000481 

ERIE 

OONS 

399 

PICTURE  LAKE  WD 

0000482 

ERIE 

OONS 

399 

SATfM  DRIVE  WD 

0000502 

ERIE 

OONS 

399 

SHORE  HEIGHTS  WD 

0000483 

BRIE 

OONS 

399 

SLOAN 

0000536 

ERIE 

OONS 

799 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

COUNTY 

ID 

NO 

0000484 

ERIE 

0000485 

ERIE 

0000486 

ERIE 

0004557 

ERIE 

0000487 

ERIE 

0000520 

ERIE 

0004543 

ERIE 

0004544 

ERIE 

0004545 

ERIE 

0004546 

ERIE 

0004547 

ERIE 

0004548 

ERIE 

0004549 

ERIE 

0004550 

ERIE 

0004551 

ERIE 

0000541 

ERIE 

0000521 

ERIE 

0000503 

ERIE 

0000504 

ERIE 

CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


SOJIH  TOWN  WD 
STALEY  DR  WD 
THRIWAY  WD 
T»1AWANDA  OJti  WD 
VAIL  WD 

WEBSTOR  OCSa^ERS  WD 
WEST  SENECA  WD  1 
WEST  SENECA  WD  2 
WEST  SENECA  WD  3 
WEST  SEMECA  WD  4 
WEST  SENECA  WD  5 
WEST  SENECA  WD  6 
WEST  SENECA  WD  7 
WEST  SENECA  WD  8 
WEST  SENECA  WD  9 
WILLIAMSVILLE  (V) 
WINDHAM  ABBOTT  RD  WD 
WINDCMR  WTR  DIST 
WDQDLAWN  WD 


ERWIN 


OONS 

399 

OONS 

399 

OONS 

399 

OONS 

69795 

OONS 

399 

OONS 

399 

OONS 

16000 

OONS 

4000 

OONS 

8000 

OONS 

4000 

OONS 

399 

OONS 

5000 

OONS 

399 

OONS 

399 

OONS 

500 

OONS 

799 

OONS 

399 

OONS 

399 

OONS 

399 

FAIRPORT  WS 


EXHT  DRUM 


GENESBO  WS 
YC»K  TWP  WD 


GEYSER  CREST 


OiMRSVILLE  WS 


TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 785596 

0001212      STEUBEN                           NaF                ADJ       10/82  1351 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1351 

0001043      MCWRDE                            Acid              ADJ      02/57  9000 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

0012214      JEFETRSOJ                       NaF                ADJ      05/75  500 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 500 


0001017 

LIVINGSlt)N 

Acid 

ADJ   09/ 

'60  12066 

0001027 

LIVINGSTON 

OONS 

1600 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSI'EM 13666 

0000178      SARATOGA                         Acid              ADJ       11/84  4800 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTO>1 4800 

0000018      FULTM4                            NaSiF6          ADJ      04/52  17836 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17836 


1.0 


1.0 


1.0 


1.0 


1.0 


1.0 


552 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0004385   ST.  LAWRENCE       Acid      ADJ   07/68  A285  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4285 

0000340   CATTARAUGUS        Acid      ADJ   06/74  3100  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3100 

0570011  Acid      ADJ   03/67     0  1.0 

0003456   WESTCHESTER  0»IS  46648 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 46648 

0017526   ONEIDA           Acid      ADJ   01/68   7600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7600 

0002377   MADISON           Acid      ADJ   05/69   3775  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3775 

0001223   SmJBEN           Acid      ADJ   03/84   1144  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIM  SYSTEM 1144 

0001018   LIVINGSTON         Acid      ADJ   03/64    600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSKM 600 

0003532   ORANGE            NaF      ADJ   01/72   5500  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

0003368  \RSim                            NaF      ADJ   05/54   3568  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3568 

0001157   ONTARIO           Acid      ADJ   12/70    951  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 951 

0001757   OCETLAND          NaF      ADJ   01/79   4242  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHi 4242 


GOUVERNEUR  WS 


OOUANQA  WS 


GREENWICH  WAItR  00,  CT 
PORT  CHESTER  VW  INC 


OUFFIS  AFB 


HAMILTON  WS 


HAhMMSPORT 


HEMLDCXCMWRDE  00  WA) 


HIGHLAND  FALLS  WS 


HIOILAND  WD 


HCftUMB  WS 


HCMER  WS 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and  "ePA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL    LEVEL 

HOOSICK  FALLS  WS  0000041      REIJSSELAER  Acid  ADJ      09/52      AlOO  1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM AlOO 

HORSEHEADS  WS  0001009  CHEMUNG  Acid              ADJ  02/59      73A8                        1.0 

HORSEWEADS  TOWN  WD  2  000A537  CHEMUNG  OONS                     900 

HORSEHEADS  TOWN  WD  6  000A5A0  CHEMUNG  OONS                     210 

HORSEHEADS  TOWN  WD  7  000A539  CHEMUNG  OONS                      308 

HORSEHEADS(T)  TOWN  WD  9  0019098  CHEMUNG  OONS                     279 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlH-l 90A5 

HUDSON  FALLS  WS                                              0000123      WASHINCTION                     Acid              ADJ       10/62  7A19                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH>1 7A19 

JAMAICA  WAMl  SUPPLY  00                               0011735      NASSAU                            Acid              AEU      09/73  518312                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 518312 

JAMESTOWN  WS  0000366  CHAUTAUQUA  NaSiF6  AEU      06/63    A278A  1.0 

CELERON  0000357  CHAUEAUQUA  OONS  1A31 

ELLrOOTT  TWP  WD  2  0019793  CHAUEAUQUA  CONS  250 

ELQOOrr  TWP  WD  3  001979A  CHAUEAUQUA  OONS  200 

FALOONER  0000362  CHAUEAUQUA  OONS  2928 

LAKEWDOD  0000367  CHAUEAUQUA  OONS  39A1 

W  ELLIOOTE  TOP  WDl  0000361  CHAUEAUQUA  OONS  250 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 5178A 

LAKEVILLE  WD                                                   0001019      LIVINGSTON                     Acid              ADJ       10/82  2A00                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 2A00 

LARCHMDNE  WS                                                    0003A33      WESTCHESTER                   NaSiF6          ADJ      02/53  6268                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 6268 

LEKOY  WS                                                           00005A9      GENESEE                           Acid              ADJ      06/70  6200                        1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH4 6200 

LEVITTOWNWS                                                    0002832      NASSAU                            Acid              AIXJ      01/5A  A87A9                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 A87A9 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

LIMA                           0001021   LIVINGSTON         NaF      ADJ   01/84  2000          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 2000 

LIVDNIA  (hONROE  00  WA)             0001022   LIVINGSTON         Acid      ADJ   09/82  1275          1.0 

LIVONIA  CENim  WD               0001030   LIVINGSTCW                 OONS  250 

SOOIH  LIVONIA  WD                0011950   LIVINGSTON                 OONS  300 

TOflAL  POPULAnOl  SEKVED  BY  SOURCE  WAIER  SYSTEM 1825 

LDCKPQRT  WS                      0000564   NIAGARA           NaSiF6    ADJ   01/59  25000          1.0 

TOOAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25000 

LYNDOJVILLE                     0000599   ORLEANS           NaF      ADJ   05/82  %0          1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 960 

LYONS  WS                        0001229   WAYNE            Acid      ADJ   03/78  4600          1.0 

LYCNS  TWP  WD-GRISTM  WD            0017537   WAYNE                     OONS  150 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHd 4750 

MACEinN  TWP  WD  2                  0001230   STEUBEU           Acid      ADJ   08/82  1800          1.0 

TOOM.  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

MANCHESTHl                      0001160   WAYNE            Acid      ADJ   08/82  1640          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1640 

MARATHON                        0001759   OORTLAND          Acid      ADJ   08/82  1107          1.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 1107 

MASSEMA  WS                      0004390   ST.  LAWRENCE       Acid      ADJ   05/65  12851          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 12851 

MEl^ANDS  WS                      0000200   ALBANY            NaSiF6    ADJ   01/67  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 4500 

MIDDLEBURGH                     0000096   SCHOHARIE         Acid      ADJ   05/84  1358          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1358 


■■'.■'■')>y. 
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P0PUU\TI0N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


HMiDE.  00  WATER  AUm 

BRIGHKW  TWP-MliaW»l  WD 
emu  TWP-RIVERDALE  WD 
CLARKSCN  MEADOWS  WD 
CLARKSCW  WD 
CREEK  STRECT  WD 
DRAKE  ROAD  WD 
EAST  HYDRANT  WD 
EAST  ROCHESTER  WS 
EMPIRE  WD 

FIVE  MILE  LINE  ROAD  WD 
FXDREST  LAWN  WD 
GREECE  OCNSOL  WD-MCWA 
HAMLIN  OCWSOLmAIED  WD 
HAMLIN  KENDALL  WD 
HAMLIN  PARMA  JOINT  WD 
HAMLIN  WALKER  WD 
HARD  ROAD  WD 

HATCH  ROAD  WD 

HENRIETTA  WD  1 

HILTCW  WS 

MCWA-OOLLAMER  RD  WD 

HOLT  ROAD  WD 

HCWBOYE  FALLS 

INSPIRATION  POINT  WD 

IRCWEfflQUOIT  TWP-WD 

JACKSOJ  ROAD  WD 

KLEM  ROAD  WD 

LAKE  ROAD  WD 

LAKE  SHORE  WCHMCWA 

MAPLE  DRIVE  WD 

MCWA-BENEDICT  TRACT  WD 

MCViA-BROCKVIEW  TRACT  WD 

MCWA-BUFFALD  ROAD  WD 

MCWA-aULI  AVENUE  TRACT  WD 

MCWA-CHIU  HEIOfTS  WD 

MCWA-OnU  WD 

MCWA-OOLLAMER  RD  WD 

MCWAH31EEXVIEW  WD 

MCWA-CULVER  RD  CSICHARDS  WD 

MCWA-E  &  N  GATES  COJSOL  WD 

MCWA-E  GATES-SOWEST  EXT  WD 

MCWA-EAST  AVE  WD 

MCWA-EAST  WD 


EPA 

COUNTY 

ID 

NO 

0001047 

MONROE 

0015673 

MCMOE 

0015635 

MONROE 

0017542 

MONROE 

0001041 

MONROE 

0004522 

MONRDE 

0001062 

MDNROE 

0017545 

MONROE 

0001042 

MONROE 

0001063 

MDNRDE 

0001064 

MDNROE 

0001065 

M3NR0E 

0001044 

MCMJOE 

0004525 

MONROE 

0001087 

MONROE 

0004526 

MONROE 

0001106 

MOJROE 

0001066 

MONROE 

0001067 

M[MOE 

0004527 

M3NR0E 

0001045 

MDNRCE 

0015659 

MDNRDE 

0017541 

MONROE 

0015674 

MDNROE 

0001068 

MDNRDE 

0015648 

MDNRDE 

0017544 

MDNRDE 

0017540 

MDNRDE 

0001069 

MONRDE 

0001105 

MDNRDE 

0017539 

MONRDE 

0015626 

M»JRDE 

0015627 

MDNRCE 

0015637 

MCNRDE 

0015628 

MONROE 

0015629 

MDNRDE 

0015630 

MDNRDE 

0015659 

MDNRDE 

0015631 

MDNRDE 

0015644 

MDNRDE 

0015638 

MC»JRDE 

0015639 

MONRDE 

0015676 

MDNRDE 

0015677 

MDNRDE 

CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED  START  SERVED    NAT   OPT 

DATE  LEVEL  LEVEL 


Acid 


ADJ 

OONS 

OONS 

OONS 

OCWS 

cms 

OONS 
OONS 
OCWS 
OONS 
0»JS 

cms 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

0»1S 

OONS 

OONS 

OCWS 

OONS 

OONS 

OONS 

OCWS 

OONS 

OONS 

OCWS 

OONS 

OONS 

OONS 

OONS 

OONS 

CONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 


03/64 


260000 
399 
399 
217 
1377 
399 
399 
399 
8000 
399 
399 
399 
55000 
3140 
1622 
319 
450 
399 
399 
38000 
4721 
139 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
399 
139 
399 
399 
399 
399 
399 
399 


1.0 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 

EPA 
ID 
NO 

COUNTY 

CHEM         STATUS    FLUOR 
USED                          START 
DATE 

POP       NATURAL  SYSTEMS 
SERVED          NAT        OPT 
LEVEL    LEVEL 

MCWA-EAST  WIR  DIST 

(X)l%68 

MtMffi 

CONS 

399 

MCWA-FAIRVIEW  WD 

0015645 

MDNROE 

OONS 

399 

MCWA-FTOGUSON  DR  WD 

0015660 

MONROE 

OONS 

81 

MCWA-FRQCH  RD  WD 

0015678 

MDNRDE 

OONS 

399 

MCWA-FRUITOALE  WD 

0015646 

MCWRDE 

OONS 

399 

MCWA-QOTS  CONSOL  WD  2 

0015640 

MONROE 

CONS 

399 

MCWA-HKIfMHALE  WD 

0015647 

MDNRDE 

OONS 

399 

MCWA-HUbVhR  RD  &  ZFI.TWEEEH 

0015661 

MONROE 

CONS 

403 

MCWA-KNOLLWOOD  WD 

0015679 

MONROE 

OONS 

399 

MCWA-LAKE  SHORE  W  BEACH  WD 

0015662 

MONROE 

CONS 

260 

MCWA-LAKFrREST  WD 

0015688 

MONROE 

OONS 

399 

MCWA-LINDBJ  AVE  WD 

0015680 

MONROE 

OONS 

399 

MCWA-LDCKWOOD  WD 

0015632 

MONROE 

OONS 

399 

MCWA-LDNG  MEADOW-FTOREST  PK  WD 

0015681 

MONROE 

CONS 

399 

MCWA-MANITOU  RD  WD 

0015664 

MONROE 

GCMS 

298 

MCWA-MQflX)N  WD 

0015675 

MONROE 

GONS 

399 

MCWA-MORGAN  ROAD  WD 

0015633 

MCWROE 

CONS 

399 

MCWA-WUMPORD  WD 

0015686 

MONROE 

OONS 

399 

MCWA-NDRIH  GOODMAN  WD 

0015649 

MONROE 

GONS 

399 

MCWAHDGDQJ  WD  1 

0015655 

MONROE 

GONS 

399 

MCWA-OGDEJJ-GAIES  WD 

0015657 

MONROE 

GONS 

399 

MCWA-PALMYRA  RD  WD 

0015682 

MONROE 

GONS 

399 

MCWA-PARMA  CENltK  WD 

0015663 

MONROE 

OONS 

450 

MCWA-PARMA  NORTH  WD 

0015665 

MONROE 

GONS 

1584 

MCWA-PARMA  RIDGE  RD  WD 

0015666 

MONROE 

GONS 

837 

MCWA-PARMA  SOinH  WD 

001%23 

MONROE 

GONS 

1414 

MCWA-PDCLEY  ROAD  WD 

0015641 

MONROE 

GONS 

399 

MCWA-RANCHMAR  WD 

0015634 

MONROE 

GONS 

399 

MCWA-RIGA  WD 

0015671 

MONROE 

GONS 

399 

MCWA-ROT,T,TNG  ACRES 

0015658 

MONROE 

GONS 

399 

MCWA-sarnsviTJf: 

0015685 

MONROE 

OONS 

399 

MCWA-SENETA-RDDGESS  WD 

0015650 

MDNRDE 

GONS 

399 

MCWA-SO  PITTSFXDRD  WD  1 

0015683 

MONROE 

GONS 

399 

MCWA-SO  PITTSPORD  WD  2 

0015684 

MONROE 

OONS 

399 

MCWA-SOLTIH  GATES  WD 

0015642 

MONROE 

OONS 

399 

MCWA-SOUIHEAST  WD 

0015689 

MONROE 

GONS 

399 

MCWA-ST  PAUL  WD 

0015651 

MONR(« 

GONS 

399 

MCWA-STATE  JACKSOJ  WD 

0015669 

MONROE 

GONS 

36 

MCWA-SlhWERVILTK  WD 

0015652 

MDNRDE 

OONS 

399 

MCWA-SUNSETVIEW  WD 

0015636 

MONROE 

GONS 

399 

MCWA-lRIhWER-RIDGE  WD 

0015667 

MDNRDE 

GONS 

78 

MCWA-WEST  GAIES  WD 

0015643 

MDNRDE 

CONS 

399 

MCWA-WHEATLAND  WD 

0015687 

MONROE 

CONS 

399 

MCWA-WINFIRID  ROAD  WD 

0015653 

MONROE 

GONS 

399 

557 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


NORTH  EAST  WD 

0001070 

MONROE 

NORTH  WD 

0001071 

MCWROE 

PEARLWDOD  RD 

0001149 

MONROE 

reNFTELD  WD 

0015668 

M3NR0E 

PERINTON  "IWP 

0015670 

NONROE 

PITTSPORD  WS 

0001054 

M3NR0E 

ROCHESTER 

0004518 

M3NR0E 

RUSH  TOP  WD 

0001056 

MDNROE 

RUSH  WD  2  -  MCWA 

0001148 

MI»JROE 

SEA  BREEZE  WD^^CWA 

0001118 

MDNROE 

SHOECRAFT  WD 

0001072 

MDNRDE 

SOUIH  FIVE  MILE  LINE  WD 

0001073 

MONROE 

SFEtKSSFCRT 

0001058 

MCWRCE 

SWEDEN  OGDEM  JOINT  WD 

0004570 

MONROE 

SWEDEN  WD  1 

0001059 

M3NR0E 

SWEDEN  WD  2 

0001077 

MONROE 

SWEDEN  WD  3 

0001088 

MONROE 

SWEDEN  WD  4 

0001078 

MONROE 

TEERA  BUONA  WD 

001%07 

MONROE 

miati  HILL  WD 

0001060 

MONROE 

VDSBURG  WD 

0001074 

NCNROE 

WEST  WD 

0001076 

NONROE 

WHAL  ROAD  WD 

0001075 

MONROE 

OONS 

399 

OONS 

399 

OONS 

399 

OONS 

399 

OONS 

240 

OONS 

4500 

OONS 

225000 

OONS 

399 

OONS 

399 

OONS 

8100 

OONS 

399 

OONS 

399 

OONS 

4725 

OONS 

1564 

OONS 

153 

OONS 

1088 

OONS 

187 

OONS 

340 

OONS 

98 

OONS 

399 

OONS 

399 

OONS 

399 

OONS 

399 

MaJTICELLD  WS 


MDRRISOJVIUJE  WD 


M3RRISTCWN  WS 


MORRISVILLE 


NAPLES 


TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 655283 

0003337   SULLIVAN          NaF      ADU   01/57  7500 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

0000220   CLINTON           NaSiF6    ADJ   12/82  1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1000 

0004391   ST.  LAWRENCE       Acid      ADJ   08/67  550 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYSTEM 550 

0003521   CLINTON           NaF      ADJ   11/84  1500 

TOTEAL  POPULATIC*]  SERVED  BY  SOURCE  WATER  SYSTOd 1500 

0001161   CMMIO           Acid      ADJ   05/83  1226 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1226 


1.0 


1.0 


1.0 


1.0 


1.0 


558 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM 
USED 


STATUS 


FLUOR       POP 
START   SERVED 
DATE 


NATURAL  SYSTEMS 

NAT        OPT 

LEVEL     LEVEL 


NEW  YORK  CITY  WS 

0003A93 

NEW  YORK 

NEW  ROCHELLE  WC  (PART) 

00034AA 

WESTCHESreR 

GREQ4BURGH  TWP-D  PK  (PART) 

0003A29 

WESTCHESTEE 

PELHAM 

0011901 

WESTCHESTEE 

WESTCHESTEH  JT  VM   1 

0003435 

WESTCHESTER 

NEW  RDCHELLE  WC  (PART) 

oooywi 

WESTCHESTHl 

GREElffiURGH  "IWP-D  PK  (PART) 

0003429 

WESTCHESTER 

PELHAM 

0011901 

WESTCHESTER 

YOMCBRS  WS 

0003465 

NEW  YORK 

NaSiF6 


OONS 

45804 

CONS 

20000 

OONS 

2053 

OONS 

29589 

OONS 

45804 

OONS 

20000 

OONS 

2053 

OONS 

194000 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 


-6912021 


NEWARK  WS 


NEWBURG  WS 

NEW  WINDSOR  TMHXWS  WD 
NEWBURffl  CITY 


0001232      WAYNE  Acid 

TDTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM  -  - 

NaF 


ADJ   02/61  10000 
10000 


0003578  ORANGE 
0003580  ORANGE 
0003549   ORANGE 


ADJ      05/45       9600 
COtiS  15000 

OONS  23438 


NEWBUKGH 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM  -  - 
0003546   ORANGE  Acid 


48038 

ADJ   05/84    364 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 


364 


NIAGARA  00  WD 

0000567 

NIAGARA 

BARKER 

0000556 

NIAGARA 

CAMBRIA  WD 

0000557 

NIAGARA 

CARLISLE  GARDENS  UXXPART  WD  1 

0000565 

NIAGARA 

HARTLAND  WD 

0000588 

NIAGARA 

LEWISTON  WIR  IMPROVEMENT  AREA 

0000561 

NIAGARA 

LEWISTOWN  VILLAGE 

0000558 

NIAGARA 

LINCOLN  VILLAGE  UXXPART  WD  2 

0000562 

NIAGARA 

LOCKPORT  WD  3 

0000563 

NIAGARA 

MEDINA 

0000600 

NIAGARA 

MIDDLEPORT 

0000566 

NIAGARA 

NEWFANE  WD  4 

0000595 

NIAGARA 

NEWFANE  WD  NO  1,2,3  CONSOL 

0000573 

NIAGARA 

NIAGARA  FALLS  WS 

0000568 

NIAGARA 

NIAGARA  Wm  IMPROVEMENT  AREA 

0000571 

NIAGARA 

PE2©LEnON  TWP  WD 

0000574 

NIAGARA 

PORTHl  WD  1 

0000577 

NIAGARA 

PORTER  WD  2 

0000578 

NIAGARA 

Acid 


ADJ   07/60 

38 

OONS 

552 

CONS 

4419 

OONS 

450 

OONS 

2400 

OONS 

14700 

OONS 

3326 

CONS 

410 

CONS 

11800 

OONS 

7000 

OONS 

2000 

OONS 

5810 

OONS 

4900 

OONS 

71384 

OONS 

9500 

OONS 

4726 

OONS 

2000 

CONS 

3200 

1.0 


1.0 


1.0 


1.0 


1.0 


559 


>1 


! 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

RANSCMVILLE  EXmJSION  #3  WD  0000579  NIAGARA  CONS  585 

RDYALTON  WD  1  0000580  NIAGARA  OCWS  1200 

RDYALTCIN  WD  2  0000581  NIAGARA  OONS  1275 

SCMERSET  OONSOL  WD  0000583  NIAGARA  OCNS  2500 

WHEAIFIELD  WD  0000585  NIAGARA  OONS  9600 

WILSON  0000586  NIAGARA  OONS  1236 

WILSON  TOWN  WD  0000587  NIAGARA  OONS  5792 

YOUNGSTOWN  0016262  NIAGARA  OONS  2200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  173003 

NISKAYUNA  W  S                    0000077   SCHEWECIADY        NaF      ADJ   07/79  11000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

NORTH  TONAWANDA  WS                0000572   NIAGARA           Acid      ADJ   01/61  36000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSm«1 36000 

NORWICH  WS                      0001745   OffiMANOO          NaF      ADJ   03/75  8082          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSI^ 8082 

NORWOOD                        0004393   ST  LAWRENCE        Acid      ADJ   12/82  2200          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

QAKFIELD                        0000551   GEWESEE           Acid      ADJ   09/83  2000          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 2000 

OGDENSBURG  WS                    0004394   ST.  LAWRENCE       Acid      ADJ   12/68  12375          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 12375 

OLD  PORGE  WD                      0002312   HERKIMER           Acid      ADJ   08/83  3000          1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

OLEAN  WS                         0000345   CATTARAUGUS        NaF       ADJ   11/51  18000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

OtMmA  WS                       0000154   OTSBOO            Acid      ADJ   06/58  17450          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 17450 


360 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ONONDAGA  00  WAIHl  AlHH 
CAMIIiJLJS  CONSOLIDATED  WD 
CICH©  WD'S 
CLAY  WD'S 

DEWITT  WD'S  -  NORm 
DEWITT  WD'S  -  SOUm 
GEDDES  WD'S 
HARTL  CT  WD 
JORDAN 
LAKEIAND  WD 
LIVERPOOL 
LYSANDES  WTP 
Mn«A 

OCWA  OOLD  SPRING  WD 
SALINA  WD'S 
SKANEA3ELES 
SKANEA3ELES  WD'S 
SOLVAY 

SOmWOOD  JAMESVILLE  WD 
SYRACUSE  WS 
ELBRIDGE 
VAN  BISSH  WD'S 
WEST  PHOENIX  WD 


EPA 

COUNTY 

ID 

NO 

0004336 

ONONDAGA 

0004309 

ONONDAGA 

0004342 

ONONDAGA 

0004344 

ONONDAGA 

0016112 

ONONDAGA 

0004343 

ONONDAGA 

0004350 

ONONDAGA 

0004314 

ONONDAGA 

0004316 

ONONDAGA 

0004351 

aCNDAGA 

0004317 

ONONDAGA 

0004320 

ONONDAGA 

0004323 

ONONDAGA 

0004319 

ONONDAGA 

0004346 

ONONDAGA 

0004331 

ONONDAGA 

0004347 

ONONDAGA 

0004332 

ONONDAGA 

0004328 

ONONDAGA 

0004334 

ONONDAGA 

0004312 

ONONDAGA 

0004348 

ONONDAGA 

0004349 

ONONDAGA 

CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


Acid 


ADJ   11/ 

/69  130000 

OONS 

18500 

CONS 

14108 

OONS 

16000 

OONS 

8970 

OONS 

17500 

CONS 

4200 

OONS 

250 

OONS 

1400 

OONS 

1500 

OONS 

2849 

OONS 

2500 

OONS 

3660 

OONS 

399 

OONS 

17500 

OONS 

2800 

OONS 

3470 

OONS 

7140 

OONS 

1400 

OONS 

170105 

OONS 

1098 

OONS 

8000 

OONS 

369 

1.0 


TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 


433718 


ONTARIO  TWP  WD 
ACREHURST  WC  INC 
ASWrON  PLACE  WD 
CANANDAIGUA  E  ZONE  WD 
CANANDAIGUA  W  ZONE  WD 
CANANDAIGUA-FARt-WGIDN  WD 
CANANDAIGUA-HOPEWELL  WD 
CHAPIN  RD  WD 
aJFTON  SPRINGS 
EAST  BLDOMFIELD  WD  1 
EAST  BLDCMFIELD  WD  2 
GEMEVA  TOWN  WD  1 
GEMEVA  TOWN  WD  3 
GEHEVA  TOWN  WD  4 
(2MEVA  TOWN  WD  5 
GENEVA  TOWN  WD  6 
GENEVA  TOWN  WD  7 
HONEDYE  WD  2-RICHMDND  T  HALL 
HONEDYE  WD  3-RICHMOND  T  HALL 
HOPEWELL  WD  1 
HOPEWELL  WD  2 


0001233 

WAYNE 

0004517 

ONTARIO 

0020916 

ONTARIO 

0010130 

ONTARIO 

0010132 

ONTARIO 

0001151 

ONTARIO 

0011948 

ONTARIO 

0017660 

ONTARIO 

0001154 

WAYNE 

0001177 

ONTARIO 

0001180 

ONTARIO 

0004511 

(MMIO 

0004513 

ONTARIO 

0004509 

ONTARIO 

0004507 

ONTARIO 

0011902 

ONTARIO 

0020915 

ONTARIO 

0001159 

ONTARIO 

0001169 

ONTARIO 

0001168 

ONTARIO 

0001182 

ONTARIO 

Acid 


ADJ 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

COtiS 

OONS 

OONS 

OONS 

OONS 

OONS 

OONS 

OO^IS 


06/72 


5880 

131 

84 

514 

2000 

7500 
634 
108 

2036 
93 
222 
208 
440 
90 
192 
189 
164 
935 
450 
218 
519 


1.0 


561 


POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

COUNTY 

ID 

NO 

0020645 

ONTARIO 

0001167 

ONTARIO 

0001176 

ONTARIO 

0001162 

otnmio 

0001163 

ONTARIO 

0001250 

WAYNE 

0001251 

WAYNE 

0001252 

WAYNE 

0001178 

OJTARIO 

0001165 

WAYNE 

0004515 

ONTARIO 

0001246 

WAYNE 

0001181 

ONTARIO 

0001234 

WAYNE 

CHEM 
USED 


■US  FLUOR 
START 
DATE 

POP   NATURAL  SYSTEMS 
SERVED    NAT   OPT 
LEVEL  LEVEL 

OONS 

75 

OONS 

238 

OONS 

1700 

OONS 

2100 

OONS 

650 

OONS 

150 

OONS 

900 

OONS 

80 

OONS 

2000 

CONS 

1669 

OONS 

2500 

OONS 

3500 

OONS 

1100 

OONS 

475 

MARBLEIOWN-WHIIE  RD  WD 

NORTH  BLOOMFIELD  WD 

NCRm  FARMINCTCN  WD 

PHELPS 

PORT  GIBSON  WD 

RG  &  E  WD 

RTE  104  EAST  WD 

RIE  104  WEST  WD 

SENECA  (T)  WD 

SHORTSVILLE 

VICTOR  TOWN  Wm  BENEFIT  AREA 

WALWORTH  TWP  WDl 

WEST  BLOCMFIELD  WD 

WEST  GNTARIO  WD 


TOML  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 


39744 


OSWBOO  WS 

OSWEGO  TWP-FRT  VALLEY  WD 
OSWEGO  TWP-MINErro  WD 
OSWEGO  TWP-OSWEEO  OR  WD 
SCRIBA  TWP-HALL  RD  WD 
SCRIBA  TVffHJCKIH  RD  WD 


0004361 
0004354 
0013845 
0013321 
0013326 
0013328 


OSWBOO 
OSWBOO 
OSWBOO 
OSWBOO 
OSWBOO 
OSWEGO 


Acid      ADJ  05/60  28793 

OONS  1335 

OONS  1225 

OOJS  486 

OONS  392 

OONS  365 


1.0 


OWBGO  WD  2 


PAINIED  POST  WS 

MACEDOJ  TWP-€»ISOL  WD  (PART) 
MARICW  WD  1 
RIVERSIE*: 
WILLIAMSCNH'IAR  WD 


PALATINE  BRIDGE 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 

—  _.  _  — 

_  _  _ 

32596 

0005670 

TTOGA             NaF 

ADJ 

05/65 

1800 
1800 

lUlAL  HJrULAiiUN  bcKVcJJ  di  ovajivoi:*  wrtiLJx  oioim^i 

0001222 

S"1EUBEN           NaSiF6 

ADJ 

02/76 

21% 

(PART)       0001257 

WAYNE 

OONS 

2520 

0001231 

STEUBEN 

OONS 

2000 

0001218 

STEUBEN 

OONS 

682 

0001256 

STEUBEN 

OONS 

750 

imfTAT  nr»DI  rr  ATTr*T  CET>\/KT>  dv  an  ion?  tinTCn    c>\rc<TC%ji 

8148 

oi  CRJurvvji:,  wmiijix  oioiui'i 

0000142 

MONTOOMERY         NaF 

ADJ 

02/83 

1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 





1000 

1.0 


1.0 


1.0 


PALMYRA  WS 

PALMYRA  TWP  NORTH  WD 
PALMYRA  TWP  SOUIH  WD 


0001235 
0001259 
0001260 


WAYNE 
WAYNE 
WAYNE 


Acid  ADJ  03/58  3776 
0»JS  700 
cms  340 


1.0 


TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 


4816 


562 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsECuflVE  SYSTEMS  SERVED  ID  USED SJART   SERVED        ^NAT^     ^OPT^ 

PAVIUCN                                                           0000552      GEWESEE                           NaF                ADJ      OA/83  560                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 560 

PEMJ  YAN  WS                                                      0001263      YA3ES                               NaSiF6          ADJ      02/53  5875                        1.0 

DRESDEM                                                         0001261      YATES                                                   OONS  545 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 6420 

PEKRY  WS                                                           0000613      WYOMING                           NaSiF6          ADJ       12/58  3501                        1.0 

CASTILE  IWP-GARDEAU  WD                             0000611      WYOMING                                                OONS  38 

CASTILE  "IWP^SILV  LAKE  WD                         0011605      WYCKENG                                                OONS  808 

LEHXlMKm  STTATE  PARK                               0011826      WYOMING                                                OONS  58 

PHRRY  IWP-PERRY  Cffi  WD                             0000614      WYOMING                                                OONS  221 

TOTAL  POPUL^nOJ  SERVED  BY  SOURCE  WATER  SYSTH«1 4626 

PLATTSBURGH  WS                                                0000217      CLINTON                           NaSiF6          ADJ       10/53  21057                        1.0 

PLATrSBURQI  TWP-B  FT  WD                           0016542      CLINK»J                                                OONS  250 

PLATTSBURGH  TWF^TM  WD                               0000229      CLINTON                                                OONS  2500 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23807 

PLEASANIVILLE  WS                                            0003455      WESTCHESTER                   Acid              ADJ      06/55  9500                        1.0 

BEAR  RIDGE  LAKE  WD                                    0003438      WESTCHESTER                                        OONS  490 

MEADOWBROOK  WD                                            0003439      WESTCHESTER                                        OONS  77 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10067 

PORIVILLE  WS                                                    0000347      CATTARAUGUS                   NaF                ADJ       10/72  1136                        1.0 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 1136 

POTSDAM  WS                                                        0004397      ST.  LAURENCE                 Acid              ADJ      04/67  10635                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 10635 

FOUaiKEEPSIE  WS                                              0002774      DUTCHESS                         NaSiF6          ADJ       10/52  29757                        1.0 

POUOiKEEPSIE  TOWN  WIDE  WD                       0002812      DUTCHESS                                              OONS  35000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 64757 

RAVENAWS                                                          0000201      ALBANY                            NaF                ADJ       11/68  4700                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4700 

REMSEM                                                               0002404      ONEIDA                            NaF                ADJ      07/84  650                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAFEl^  SYSTEM 650 


563 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
USED                           START  SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

Acid              ADJ      02/85  762                        1.0 

SYSTEM 762 

Acid              ADJ      05/67  762                        1.0 

SYSTEM 762 

Acid              ADJ      01/84  1200                        1,0 

SYSTEM 1200 

NaF               ADJ      07/84  1800                        1.0 

SYSTEM 1800 

NaSiF6         ADJ      08/62  27000                       1.0 

SYSTEM 27000 

Acid              ADJ      09/57  22337                        1.0 

C1»1S  20000 

OONS  45804 

COtiS  20000 

OONS  2053 

SYSTEM 110194 

Acid              ADJ      03/71  67972                        1.0 

CDNS  1475 

COtiS  750 

OCWS  2400 

COtiS  1000 

OONS  550 

OOJS  500 

OONS  5350 

SYSTEM 79997 

NaF               ADJ       11/84  2750                        1.0 

SYSTEM 2750 

Acid      ADJ   02/71  1500          1.0 

OONS  350 

SYSTO«1 1850 


RICHFIELD  SHRINCS  0000156      OTSEHO 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

RIOIMDNDVIIXE  WS  0000097      SCHOHARIE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

SACKEHS  HARBOR  0002343 


SAQUOIT  WD 


SARATOGA  SPRINGS  WS 


JEFFERSON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

OEIDA 

BY  SOURCE  WATER 
0000168   SARATOGA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


0002407 
TOTAL  POPULATION  SERVED 


SCARSDALE  WS 

GREEMBURGH  TWP-D  HC  (PART) 
NEW  ROCHELLE  WC  (PART) 

GREENBURGH  IWP-D  PK  (PART) 
PELHAM 


0003457 
0003429 
0003444 
0003429 
0011901 


WESTCHESTER 
WESTCHESTER 
WESTCHESTER 
WESTCHESTER 
WESTCHESTER 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


SCHENECTADY 
NISKAYUNA 
NISKAYUNA 
NISKAYUNA 
NISKAYUNA 
NISKAYUNA 
NISKAYUNA 
ROTTERDAM 


WS 

TWP  WD  1 
IWP  WD  2 
TWP  WD  3 
TWP  WD  6 
TWP  WD  7 
TWP  WD  8 
TWP  WD  1 


SCHROON  LAKE  WD 


SENECA  ARMY  EEPOT 
VARICX  WD 


0000070 
0000073 
0000074 
0000075 
0000078 
0000079 
0000080 
0000065 

TOTAL  POPULAITOJ  SERVED 

0000292 

TOTAL  POPULATION  SERVED 

0012215 
0010642 


SCHENECTADY 
SCHENECTADY 
SCHENECTADY 
SCHENECTADY 
SCHENECTADY 
SCHENECTADY 
SCHENECTADY 
SCHENECTADY 

BY  SOURCE  WAIliR 

ESSEX 

BY  SOURCE  WATER 

SENEGA 
SENECA 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAHR 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATFR  <^Y^TEM  and ~  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATUaAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

SIDNEY                         0000270   DELAWARE          NaF      ADJ   02/83  5000          1.0 

"lUEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

90DUS  POINT                     0001242   WAYNE            NaF      ADJ   03/83  1334          1.0 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1334 

90DUS  WS                        0001241   WAYNE            Acid      ADJ   03/75  1810          1.0 

SODUS  RURAL  WD  1                0001254   WAYNE                     OONS  2000 

90DUS  RURAL  WD  2                0001255   WAYNE                     OONS  500 

TOTAL  FOPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 4310 

SPRINGVILLE  WS                   0000539   ERIE             Acid      ADJ   04/75  4285          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4285 

STAMFtM)                        0000272   I*LAWARE          NaF      ADJ   10/84  1280          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAMl  SYSTEM 1280 

THERESA  WS                      0002344   JEFFERSON                  NATL  9%     0.0 

CASTDRLAND                     0002359   LEWIS                     OONS  320 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1316 

TONAWANDA  WS                     0000538   ERIE             NaSiF6    ADJ   08/55  18538          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST^ 18538 

TONAWANDA  WTR  A£3Q  DIST             0004556   ERIE             NaSiF6    ADJ   06/58  72795          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH>1 72795 

TRDY  WS                         0000050   RENSSELAER         NaSiF6    A1\J   01/67  55000          1.0 

BRUNSWICK  WD  1                  0000052   RENSSELAER                 CONS  2523 

BRUNSWICK  WD  2                  0000053   REMSSELAER                 OCWS  1025 

BRUNSWICK  WD  3                  0000054   RENSSELAER                 CONS  1480 

BRUNSWICK  WD  4                  0010144   RENSSELAER                 OONS  546 

BRUNSWICK  WD  5                  0000055   RENSSELAER                 OONS  224 

BRUNSWICK  WD  6                  0000056   RENSSELAER                 OONS  927 

EAST  GREENBUSH  GENERAL  V©          0000051   RENSSELAER                  OONS  7905 

NORTH  GREENBUSH  WD  1             0000059   RENSSELAER                 OONS  98 

NCKIH  GREENBUSH  WD  3             0000063   RENSSELAER                 CONS  141 

RENSSELAER  CITY  FWS              0000044   RENSSELAER                 OONS  9606 

SCHAGHTIOOKE  WD  1                0000046   RENSSELAER                  OONS  700 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


SCHAOmOOKE  WD  2 
SCHAGHnOCKE  WD  3 
SCHACHTIOOKE  WD  4 
SCHODACK  WD  28 


0000048  RENSSELAER 

0000062  RENSSELAER 

0000047  RENSSELAER 

0018612  RENSSELAER 


CONS 
G»JS 
OOJS 
OONS 


625 

1011 

84 

72 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 


81%7 


imcA  ws 

0002411 

ONEIDA 

BARNEVEID 

0002410 

OJEUDA 

CLARK  MIT.T.S  WD 

0002425 

ONEIDA 

a.TMON  MANOR  WD 

0021032 

ONEIDA 

CROSBY  MANOR  WD  1 

0002421 

ONEIDA 

DURHAMVILTf.  WD 

0002388 

(MIDA 

FRANKEiORT  TWP  WD  1 

0002302 

ONEIDA 

GRIDLEY  AVE  DEVEIOIWEIW' 

0003512 

ONEIDA 

;j         HILTn^EST  WD 

0002401 

ONEIDA 

'         HOLLAND  PATENT 

0002390 

ONEIDA 

HORATIO  ART  WD  2 

0002423 

ONEIDA 

KIRKLAND  WD  2 

0002427 

ONEIDA 

KIRKLAND  WD  3 

0002391 

ONEIDA 

i         KIRKLAND  WD  4 

0011947 

ONEIDA 

KIRKLAND  WD  5 

0002428 

ONEIDA 

;.         TEE  WD 

0002394 

ONEIDA 

1         LOWER  UnCA  ST  WD 

0002392 

ONEIDA 

1         MARCY  WTR  IMFROVEMEMI  AREA 
!.         MULHANEY  RD  WD  1 

0011949 

ONEIDA 

0002422 

ONEIDA 

^         NEW  HARTTORD 

0002397 

ONEIDA 

\                       NEW  HARTFORD  IMPROV  DIST 

0002414 

ONEIDA 

!         NEW  YORK  MILTS 

0002398 

ONEIDA 

;         ORISKANY 

0002400 

ONEIDA 

\                       PROSPECT  b"lREErr  WD 

0002413 

ONEIDA 

SANGERFIRID  WD 

0002406 

ONEIDA 

SULPHER  SPRINGS  RD  WD 

0002402 

ONEIDA 

TABERG  WD 

0002409 

ONEIIiA 

TINDALL  CORNERS  WD 

0003514 

ONEIDA 

UNIVERSITY  MANOR  WD 

0003511 

ONEIDA 

VERNON 

0002412 

ONEIDA 

WHITESBORO 

0002417 

ONEIDA 

WHITEb"lUWN  WD  1-YORKVILLE  WD 

0002453 

ONEIDA 

WHITESTDWN  WD  10-HARTS  HILL  T 

0002462 

ONEIDA 

WHITEb'iUWN  WD  11-HARTSHILL  VW 

0002463 

ONEIDA 

WHITEb'lUWN  WD  12-airN  HAVEM  DV 

0002464 

ONEIDA 

WHITESTOWN  WD  13-HARTSHIT,TJi;  CR 

0002465 

ONEIDA 

WHIIESTOWN  WD  14-HARTSHILLE  AC 

0002466 

ONEIDA 

WHIltb"lUWN  WD  15-WILLOQX  RD 

0002467 

ONEIDA 

WHITESTOWN  WD  16-HARTSHILL  SIM 

0002468 

ONEIDA 

WHITEb"HJWN  WD  17-AnKEU  AVE 

0002469 

ONEIDA 

Acid 


ADJ 

05/67  135000 

OONS 

391 

OONS 

2170 

OONS 

200 

OONS 

900 

OONS 

200 

OONS 

80 

CONS 

171 

CONS 

170 

OONS 

532 

OONS 

532 

OONS 

370 

OONS 

80 

OONS 

340 

OONS 

84 

OONS 

3840 

OONS 

200 

OONS 

6000 

OONS 

100 

OONS 

2433 

OONS 

13050 

OONS 

3805 

OONS 

1630 

OONS 

280 

OONS 

100 

OONS 

48 

OONS 

500 

OONS 

570 

OONS 

92 

OONS 

1300 

COtiS 

4805 

OONS 

88 

OONS 

168 

OONS 

115 

OONS 

216 

OONS 

310 

OONS 

40 

OONS 

70 

OONS 

680 

OONS 

188 

1.0 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NEW  YORK 

WATER  SYSTEM  and  EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

VACLTESTOWN  WD  2-HARTS  HILL  0O02A5A  ONEIDA  OONS  50 

WHIIESTOWN  WD  3-HARTS  HILL  0002455  CNEUDA  OCWS  40 

WHITESTCWN  WD  4-SUNSET  MANOR  0002456  ONEIDA  OMS  908 

WHITESTOWN  WD  5-CRESIHILL  MN  0002457  ONEIDA  OONS  92 

WHITESTCIWN  WD  6-DUNHAM  MANOR  0002458  ONEIDA  OONS  955 

WHITESTCWN  WD  7-HARTS  HILL  C  0002459  ONEIDA  OCNS  230 

WHITESTCIWN  WD  8-IHRUWAY  AGRE  0002460  ONEIDA  OONS  165 

WHITESTCWN  WD  9-WHITESIVIN  TESR  0002461  ONEIDA  OOJS  68 

YDRKVILLE  0002418  ONEIDA  OONS  3425 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 187781 

VESTAL                         0001674   BROOME            NaF      ADJ   05/83  7517          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7517 

WALDQJ  WS                       0003599   ORANGE            Acid      ADJ   04/53  5500          1.0 

TCJIAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTH«1 5500 

WANAKAH  WC                      0000540   EKIE             Acid      ADJ   02/65  11128          1.0 

TCTIAL  POPULAiraJ  SERVED  BY  SOURCE  WATER  SYSTEM 11128 

WARSAW  WS  0000618   WYOKING  Acid      ADJ   08/60   3594  1.0 

WARSAW  TWP  WD  1  0000619   WYOMING  COtiS  144 

Wm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3738 

WAIERFXM)  0000173   SARATOGA  NaSiF6    ADJ   01/82   8500  1.0 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  8500 

WAIERTOWN  WS  0002346   JEFFERSOJ         Acid      ADJ   06/62  27861  1.0 

WATEKTOWN  TWP  WDl  0002348   JEFETRSON  O^S  125 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27986 

WEBSTHl  WS  0001061   MONROE  Acid      ADJ   05/64  35000  1.0 

MACEDON  TWP-OONSOL  WD  (PART)       0001257   WAYNE  OONS        2520 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 37520 

WELLSVILLE  WS  0000327   ALLEGANY  Acid      ADJ   04/74   6000  1.0 

TDOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NEW  YORK 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL    LEVEL 

WESTCHESTER  00  WD  2 
YORKTOWN 


WESTFIELD  WS 


WESTMEUE  WD 
MCM3WNVILLE 


WHTTE  PLAINS  WS 


WINDS(» 


WOLCDIT  WS 


0003A89   WESTCHESTER        Acid      ADJ   05/67  799          1.0 

0003469   WESTCHESTER                GONS  33000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 33799 

0015782   CHAUTAUQUA         NaSiF6    ADJ   08/51  3300          1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 3300 

0000205   ALBANY            NaF      ADJ   09/73  21475          1.0 

0000199   ALBANY                    OONS  2680 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 24155 

0003464   WESTCHESTER        Acid      ADJ   11/72  46999          1.0 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTEM 46999 

0001684   BROOME            NaF      ADJ   08/82  1400          1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

0001245   WAYNE            Acid      ADJ   11/68  1500          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATPR  qyqTFM  and ' EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cSnIeSt'ivI'sYSTEMS  served ^D SJ^ART   SERVED        ^NAT^     ^OPT^ 

ABEIIDEIU                                                           0363020      MOORE                              NaF                ADJ      09/59  3280                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 3280 

ADAMS  CREEK                                                     8370006      SWAIN                              NaF                ADJ  36                        1.0 

•TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

ALBEMARUE                                                         018A010      STANLY                            Acid              AIU      01/5A  17500                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 17500 

ALEXANDER  OOUNIY  WAKR  OORP                       0102015      ALEXANDER                       Acid              AOJ      06/73  5687                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  5687 

ANSON  COUNTY  WATER  SYSTEM                           030A010      ANSON                               Acid              ADJ      08/72  28000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl^ 28000 

APEX                                                                   0392045      WAKE                                Acid              ADJ      08/64  3192                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 3192 

ASHEBORD                                                           0276010      RANDOLPH                         Acid              ADJ      09/67  20000                        1.0 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WATER  SYSTO1 20000 

ASHEVILLE                                                         0111010      BUNCOMBE                         Acid              ADJ      09/65  114900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM 114900 

ATLANnC                                                           0416035      CARIERET                         NaF                ADJ      09/81  233                        4.5 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 233 

AURORA                                                               0407020      BEAUFORT                                             NATL  850            0.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 850 

AYDEU                                                                 0474025      PITT                                                     NATL  4500            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 4500 

BALD  CREEK                                                       0100472      YANCEY                             NaF                ADJ      03/74  199                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH<  SYSTEM 199 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                 ID 

NO 

Mjxyti 

0114025 

TOTAL  POPULATION  SERVED 

BEAUFXDRT 

0416010 

TOTAL  POPULATION  SERVED 

BEE  LOG 

0100427 

lOTTAL  POPULATION  SERVED 

BELMDMT 

0136015 

TOTAL  POPULATION  SERVED 

BETHEL  ELa«l 

0195421 

TOTAL  POPULATION  SERVED 

BEHHEL  HILL  FiFH 

0273430 

TOTAL  POPULATION  SERVED 

BEMi^HEM 

0102461 

TOTAL  POPUL/mON  SERVED 

BEULAH 

0286403 

TOTAL  POPULATION  SERVED 

BLADENBCBO 

0309015 

TOTAL  POPULATION  SERVED 

BOCMER-FERGUSOJ 

0197452 

TOTAL  POPULATIOI  SERVED 

BOONE 

0195010 

TOTAL  POPULATION  SERVED 

COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

CALDWELL                  ADJ   09/80  4382          1.0 

BY  SOURCE  WATER  SYSTEM 4382 

CARTERET          Acid      ADJ   09/79  4800          1.0 

BY  SOURCE  WATER  SYSTOd 4800 

YANCEY            NaF      ADJ   10/74  110          4.5 

BY  SOURCE  WATER  SYSTO^ 110 

GASTON            Acid      ADJ   09/71  15100          1.0 

BY  SOURCE  WAIER  SYSTEM 15100 

WATAUGA           NaF      ADJ   10/73  174          4.5 

BY  SOURCE  WAIER  SYSIEM 174 

PERSON            NaF      ADJ   11/80  320          4.5 

BY  SOURCE  WAIER  SYSTEM 320 

ALEXANDER         NaF      ADJ   05/73  640          4.5 

BY  SOURCE  Wnm  SYSTEM 640 

SURRY            NaF      ADJ   04/72  342          4.5 

BY  SOURCE  WAIER  SYSTEM 342 

BLADEN            NaF      ADJ   09/83  1514          1.0 

BY  SOURCE  WATER  SYSTEM 1514 

WILKES            NaF      ADJ   08/75  233          4.5 

BY  SOURCE  WATER  SYSI^EM 233 

WATAUGA                   ADJ   09/82  13250          1.0 

BY  SOURCE  WATER  SYSTEM 13250 

SWAIN                     NATL  0     1.7 

BY  SOURCE  WAIER  SYSTEM 0 


BOOSE  CREEK 


TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA • 

cYc^TFM  and EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

"^^ITstJlTsTsUs  SERVED ^ USED  SJ/^RT   SERVED        ^NAT^     ^O^PT^ 

BREVARD                                                             0188010      TOANSYLVANIA                                      ADJ      09/82  8000                        1.0 

TOTAL  POPUlAnCX^  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

BRjXDEU  ELEM                                                   0496A08      WAYNE                              NaF                ADJ       11/75  836                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 836 

BRjDGDEM  JR  HIGH                                              0496407      WAYNE                              NaF                ADJ       11/75  1434                        4.5 

TQTEAL  POPUIATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1434 

BULADEAN                                                           0161409      MITQEU.                         NaF               ADJ       11/74  171                        4.5 

TXJTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 171 

BURGAW                                                               0471010      PE1©ER                                                 NATL  1735            0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSra«1 1735 

BURLINGTON                                                       0201010      AL!^MANCE                         Acid              ADJ      09/77  37972                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 37972 

CAMERON                                                             0363427      MXRE                              NaF                ADJ      03/74  341                        4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 341 

CANTON                                                               0144015      HAYWOOD                           Acid              ADJ      09/69  7500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

CAPE  HATTERAS                                                  0428025      DARE                                                     ADJ      09/82  7370                        1.0 

TXJTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTQ4 7370 

CARTHAGE                                                           0363025      MOORE                              Acid              ADJ      09/78  1508                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1508 

CARVER                                                               0291413      VANCE                              NaF                ADJ       11/77  330                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 330 

CHAPEL  HILL                                                     0368015      ORANGE                             Acid              ADJ      09/64  60000                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WJm  SYST^ 60000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

NaSiF6          ALU      04/49  340000                        1.0 

SYSTOd 340000 

Acid              ADJ      09/77  2500                        1.0 

SYSTEM 2500 

NaF               ADJ      04/74  199                      4.5 

SYSTEM 199 

NaF               ADJ      05/72  395                       4.5 

SYSTEM 395 

NaF               ADJ      09/77  8430                        1.0 

SYSTH"! 8430 

NATL  410     0.0 

SYSTEM 410 

NaF      ADJ   08/78  313          4.5 

SYSTEM 313 

NaF      ADJ   09/73  4%          4.5 

SYSTEM 496 

Acid      ADJ   09/52  16000          1.0 

SYSTEM 16000 

NaF      ADJ   02/75  520          4.5 

SYSTEM 520 

NaF      ADJ   02/72  437          4.5 

SYSTEM 437 

NaF      ADJ   04/74  370          4.5 

SYSTEM 370 


^  1 


GHARLDTIE 

TOTAL 
CHERRY  HOSPITAL  WATER  SUPPLY 

TOTAL 


CLEARMCNT 


CLEMENT 


CLINTON 


OOLERAIN 


COLERIDGE 


OOLLETTSVILLE 


CCMXM) 


COPELAND 


COURTNEY 


COVE  CREEK 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


0160010   MECKLENBURG 
POPULATICN  SERVED  BY  SOURCE  WATER 

0496105   WAYNE 
POPULATIOl  SERVED  BY  SOURCE  WATER 

0100437   YANCEY 
POPULATIOJ  SERVED  BY  SOURCE  WAIER 

0382446   SAMPSON 
POPULATiaJ  SERVED  BY  SOURCE  WAIER 

0382010   SAMPSOJ 
POPULATION  SERVED  BY  SOURCE  WATER 

0408030   BERTIE 
POPULATION  SERVED  BY  SOURCE  WAIER 

0276441   RANDOLPH 
POPULATIOJ  SERVED  BY  SOURCE  WATER 

0114468   CALDWELL 
POPULATION  SERVED  BY  SOURCE  WAIER 

0113010   CABARRUS 
POPULATIOJ  SERVED  BY  SOURCE  WATER 

0286418   SURRY 
POrjLATION  SERVED  BY  SOURCE  WATER 

0299474   YADKIN 
POPULATION  SERVED  BY  SOURCE  WAIER 

0195424   WATAUGA 
POPULATION  SERVED  BY  SOURCE  WATER 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATFR  -SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

CREEIMDOR                                                         0239015      GRANVILLE                                            ADJ       09/82  1600                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTQi 1600 

MVIDSCN                                                           0160020      MECKLQffiURG                   NaF                ADJ      03/71  3381                        1.0 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3381 

DAVIDSON  WAIHl  INC                                        0229025      DAVIDSON                                              ADJ      09/71  84000                        1.0 

TOTAL  POPULAnm  SERVED  BY  SOURCE  WATER  SYST^ 84000 

DAVIE  00                                                           0230015      DAVIE                                                   ADJ      09/82  13201                        1.0 

TOnCAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTQi 13201 

D0B90N                                                               0286030      SURRY                              Acid              ADJ      09/77  1200                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

DREXEL                                                               0112045      BURKE                              Acid              ADJ      09/65  2100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«i 2100 

DUNN                                                                   0143010      HARNETT                           NaSiF6          ADJ      09/53  9450                        1.0 

TOTAL  POPULATT»l  SERVED  BY  SOURCE  WATER  SYSTEM 9450 

DURHAM                                                               0332010      DURHAM                            Acid              ADJ      05/62  147000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 147000 

EAST  DUPLIN                                                     0431466      DUPLIN                            NaF               ADJ       12/75  911                        4.5 

imAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 911 

EDEM  &  FIELDCREST  MILLS                               0279010      ROCKINGHAM                     Acid              ADJ       05/63  26000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 26000 

EDQWON                                                             0421010      (HOWAN                                                 NATL  5200            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

EUZABEffl  an                                               0470010      PASQUOTANK                     Acid              ADJ       09/60  15357                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15357 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

ADJ          /82  3821                        1.0 

SYSTEM 3821 

Acid              ADJ      08/70  3100                        1.0 

SYSTO^l 3100 

NaF               ADJ      05/73  318                      4.5 

SYSTEM 318 

NATL  600     0.0 

SYSTEM 600 

NaF      ADJ   05/72  2780          1.0 

SYSTEM 2780 

NaF      ADJ   04/81  895          4.5 

SYSTO^ 895 

NaF      ADJ   02/72  310          4.5 

SYSTEM 310 

NaF      ADJ   06/74  811          4.5 

SYSTEM 811 

NaSiF6    ADJ   10/52  100000          1.0 

SYSTEM 100000 

NaF      ADJ   03/73  90          4.5 

SYsnm 90 

NaF  ADJ       12/73  278  4.5 

SYSTEM 278 

NaF  ADJ      02/72  199  4.5 

SYSmi 199 


EUZABEHHIOWN 


EUON 


EIXEMDALE 


EWGLEHARD 


FAIRMCM- 


FAIRVIEW  ELEM 


FALL  CREHC 


FARMER 


FAYETIEVILLE 


FINES  CREIK 


FLEEMX© 


PORBUSH 


0309010      BLADEU 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0286020      SURRY 
TOTAL  POPULATim  SERVED  BY  SOURCE  WAKR 

0102505      ALEXANDER 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER 

HYDE 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER 

0378025      ROBESOJ 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0150463      JACKSai 
lOTAL  POPUIATICW  SERVED  BY  SOURCE  WAIER 

0299472  YADKIN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0276461   RANDOLPH 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIffi 

0326010   CUMBERLAND 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

0144434   HAYWOC© 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

0105401   ASHE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0299473  YADKIN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 


574 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

FXDREST  CIIY                                                      0181010      RUIHERFXM)                     Acid              ADJ      05/67  7550                        1.0 

TCrCAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 7550 

FOrr  BRAGG  (INCLUDES  POPE  AFB)                  032634A      CUMBERLAND                                          ADJ          /62  58000                        1.0 

TDa:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 58000 

raANCISGO  ELEM                                                0285A40      STOKES                             NaF                ADJ      09/77  154                        4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 154 

GASTCNIA                                                           0136010      GASTOJ                             Acid              ADJ          /64  48684                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 48684 

GAIESVILLE                                                       0437010      GATES                                                   NATL  325            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 325 

GERMANIDN  ELEM                                                0285415      STOKES                             NaF                ADJ      08/77  277                        4.5 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 277 

GLADE  CREEK                                                     0103437      ALLEGHANY                       NaF                ADJ       10/73  282                        4.5 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 282 

OOLDSBORD                                                         04%010      WAYNE                              Acid              ADJ      02/61  38000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS1H>1 38000 

GRADY,  B  F                                                       0431465      DUPLIN                            NaF                ADJ       12/75  449                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 449 

CRAHAI4-MEBANE                                                    0201015       ALAMANCE                          Acid              ADJ           /77  17328                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 17328 

OlANITE  FALLS                                                  0114030      CALDWELL                         Acid              ADJ          /75  2600                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2600 

GREEU  CREEK                                                     0175450      POLK                                NaF                ADJ       11/74  255                        4.5 

TUI'Al.  lOF'ULATTON  SraWED  IW  S(XJRCE  WAIER  SYSTEM 255 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                 ID 

NO 

GREEU  VALLEY 

0195419 

'lUrAL  POPULATION  SERVED 

GRFFMSBORO 

02A1010 

IDEAL  POPULATION  SERVED 

CSEENVILLE 

0A7A010 

TOTAL  POPULATION  SERVED 

GRIMESLAND 

0A74055 

TOfEAL  POPULATION  SERVED 

COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

WATAUGA           NaF      ADJ   04/74  334          4.5 

BY  SOURCE  WAIER  SYSTEM 334 

GUILFORD          Acid      ADJ   05/67  165000          1.0 

BY  SOURCE  WATER  SYSTEM 165000 

PITT             Acid      ADJ   11/57  45000          1.0 

BY  SOURCE  WATER  SYSTEM 45000 

PITT                     NATL  480     0.0 

BY  SOURCE  WAIER  SYSTEM 480 

OOLUMBUS                  NATL  275     0.0 

BY  SOURCE  WAItR  SYSTEM 275 

SAMPSON           NaF      ADJ   02/70  278          4.5 

BY  SOURCE  WAIER  SYSTEM 278 

MARTIN                    NATL  600     0.0 

BY  SOURCE  WATER  SYSTEM 600 

RIOMM)          Acid      ADJ    /78  5090          1.0 

BY  SOURCE  WATER  SYSTEM 5090 

ROCKINGHAM         NaF      ADJ   02/73  259          4.5 

BY  SOURCE  WAKR  SYSTEM 259 

CALDWELL          NaF      ADJ   01/70  517          4.5 

BY  SOURCE  WAIER  SYSTEM 517 

SAMPSON           NaF      ADJ   02/70  491          4.5 

BY  SOURCE  WATER  SYSTEM 491 

PERSOJ            NaF      ADJ   09/81  549          4.5 

BY  SOURCE  WAItR  SYSTEM 549 


GUIEEWAY 


HALLS  SCHOOL 


HAMILIOJ 


HAMLET 


HAPPY  HOME 


HAPPY  VALLEY 


HARGROVE 


HEiaiA  ELEM 


TOTAL  POPULATION  SERVED 

0382684 
TOEAL  POPULATICW  SERVED 

0459025 
TOEAL  POPULATION  SERVED 

0377010 
TOEAL  POPULATION  SERVED 

0279727 
TOEAL  POPULATION  SERVED 

0114469 
TOEAL  POPULATION  SERVED 

0382483 
TOEAL  POPULAIT»J  SERVED 

0273408 
TOEAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                      EPA         COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO   DATE LEVEL  LEVEL 

HEMKRSON,  T  C                   0291010   TRANSYLVANIA       NaF      ADJ   09/80  195          4.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 195 

Hia<DRY                        0118010   CATAWBA           NaSiF6    ADJ   08/52  40000          1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WJm  SYSTO^ 40000 

HIGH  POINT                      0241020   GUILFXJRD          NaSiF6    ADJ    /53  68000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSi™ 68000 

HILDEBRAND,  GEORGE                0112480   BURKE            NaF      ADJ   09/73  650          4.5 

TOfEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 650 

HILLSBOROUGH                     0368015   ORANGE            Acid      ADJ   09/60  9651          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9651 

HOBBTON                        0382487   SAMPSON           NaF      ADJ   01/79  467          4.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTW 467 

HUMHRSVILLE                      0160025   MECKLENBURG        NaF       ADJ     /77  1750          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1750 

JAOCSONVILLE                     0467010   ONSLOW                    NATL  30448     0.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 30448 

JAMESTOWN                       0241030   CUllKM)                  ADJ   02/68  2250          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 2250 

JONESVILLE                       0299010   YADKIN                     ADJ     /81  1700          1.0 

TUEAL  POPULATION  SERVED  BY  SOURCE  VIATER   SYSTEM 1700 

KAbWAPOLIS                      0180020   ROWAN                    ADJ   09/81  26000          1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WAIHl  SYSTB^ 26000 

KELPORD                        0408025   BERTIE                    NATL  500     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                            LEVEL     LEVEL 

KERNERSVILLE 

TOTAL 
KERR  LAKE  REG  WAT  SYSTEM 

TOTAL 
KING  DISTRICT  WATER  SUPPLY 

TOTAL 
KINGS  (SEEK 


KINGS  MOUNTAIN 


LANDIS 


LAURINBURG 


LAWSCNVILLE  ELEM 


LELAND  MII»LE 


LENOIR 


LEXTNGTCN 


LINOOLN  ELEM 


TOTAL 


TOfTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


0234020 
POPULATION  SERVED 

0291010 
POPULATiai  SERVED 

0285010 
POPULATTCW  SERVED 

0114470 
POPULAHai  SERVED 

0123020 
POPULATION  SERVED 

0180038 
POPULATION  SERVED 

0383010 
POPULATIOJ  SERVED 

0285414 
POPULATIOJ  SERVED 

0410439 
POPULATJOM  SERVED 

0114010 
POPULATIOJ  SERVED 

0229010 
POPUMTION  SERVED 

0279728 
POPUIAnON  SERVED 


FORSYTH           Acid      ADJ   01/75  8500          1.0 

BY  SOURCE  WATER  SYSIH«1 8500 

VANCE                    ADJ    /78  20171          1.0 

BY  SOURCE  WATER  SYSTEM 20171 

STOKES                    ADJ    /77  14955          1.0 

BY  SOURCE  WATER  SYSTEM 14955 

CALDWELL                  ADJ   12/75  318          4.5 

BY  SOURCE  WATER  SYSTEM 318 

CLEVELAND                 ADJ   03/71  9700          1.0 

BY  SOURCE  WATER  SYSTB«1 9700 

ROWAN                    ADJ   04/68  2092          1.0 

BY  SOURCE  WATER  SYSTEM 2092 

SCOTLAND          Acid      ADJ   03/59  16636          1.0 

BY  SOURCE  WA3ER  SYSTEM 16636 

STOKES            NaT      ADJ   08/77  237^         4.5 

BY  SOURCE  WATER  SYSTEM 237 

BRUNSWICK         NaF      ADJ   01/74  926          4.5 

BY  SOURCE  WATER  SYSTEM 926 

CALDWELL          Acid      ADJ   11/52  15200          1.0 

BY  SOURCE  WATER  SYSTEM 15200 

DAVIDSOJ          NaF      ADJ   07/53  21000          1.0 

BY  SOURCE  WATER  SYSTEM 21000 

ROCKINGHAM         NaF      ADJ   02/73  450         4.5 

BY  SOURCE  WATER  SYSTEM 450 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

LINOOLN  PRIMARY  0410400      BRUNSWICK  NaF  ADJ      03/75        674  A.5 

IDIAL  POPULATICW  SERVED  BY  SOURCE  WATEH  SYSTEM 674 

LINOOLNIDN  0155010      LINCOLN  Acid  ADJ      09/75       5700  1.0 

tueal  population  sekved  by  source  water  system 5700 

little:idn  0442028  Halifax  natl      820    0.0 

total  populati(»j  served  by  source  water  system 820 

LCNGVIEW                        0118025   CATAWBA           Acid      ADJ   01/74  3850          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3850 

LDUISBURG                       0235015   FRANKLIN                  ADJ    /82  3100          1.0 

TOTAI.  POPUIATION  SERVED  BY  SOURCE  WA'IER  SYS'IH^ 3100 

LOW  GAP                          0286469   SURRY            NaF      ADJ   06/82  132          4.5 

TUEAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 132 

UMBERTON                       0378010   ROBESON           NaSiF6    ADJ   02/54  20000          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

MABEL                          0195423   WATAUGA           NaF      ADJ   09/73  300          4.5 

TQTEAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 300 

MADI9CN                        0279030   ROCKINGHAM         Acid      ADJ   01/75  3000          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

MAIDEM                          0118030   CATAWBA           Acid      ADJ   11/75  2700          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 2700 

MARaMLLE                      0190015   UNION            Acid      ADJ   09/68  1910          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1910 

MICAVILLE                       0100458   YANCEY            NaF      ADJ   08/74  316          4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSn3«l 316 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MIDWAY  0382583   SAMPSOJ  NaF      ADJ   04/76    523  A. 5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 523 

MILL  SPRING  0175A51   POLK  NaF      ADJ   12/74    169  4.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 169 

MINGUS  CREEK  3700002   SWAIN  NaF      ADJ  800  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 800 

MXKSVILLE  0230010   DAVIE  Acid      ADJ   08/69  3274  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 3274 

MONROE  0190010   UNION  NaF      ADJ   12/63  15500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 15500 

MCMOEnWJ  0279729   ROCKINGHAM         NaF      ADJ   02/73    425  4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 425 

MOORESVILLE  0149015   IREDELL  NaF      ADJ   02/56  8920  1.0 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 8920 

MOREHEAD  CITY  0416015   CARTERET  NaF       ADJ   09/79  5300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5300 

MORGANTON  0112015   BURKE  NaSiF6    ADJ   03/65  16000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16000 

MDUNI  AIRY  0286010   SURRY  NaF      ADJ   01/57  8500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 8500 

MOUNI  HOLLY  0136020   GASTON  ADJ   09/84  5130  1.0 

TOTAl.  roPUIATlOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5130 

MDUMF  OLIVE  0496015   WAYNE  NaF      ADJ   08/75  5229  1.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 5229 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

MDUMEAIN  PARK                                                  0286473      SURRY                                                   ADJ      OA/72  279                       A.5 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 279 

HT  PLEASANT                                                     0197A54      WILKES                             NaF                ADJ      02/7A  409                        4.5 

Tai'AL  I'Oi'UlATlON  SERVED  BY  SOUIO  WATER  SYSTEM 409 

MURFREESBORD                                                    0446015      HEUTEXM)                                             NATL  3000            0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3000 

NAHUNEA                                                             0496415      WAYNE                              NaF               ADJ      04/75  247                        4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 247 

NATHANS  CREEK                                                  0105405      ASHE                                NaF                ADJ       11/73  237                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 237 

NE  HARNETI  MEnRD  WAT  SYSYEH                       0343045      HARNETT                           NaF                ADJ      09/79  7000                        1.0 

"lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

NEW  BERN                                                           0425010      CRAVEN                             Acid              ADJ      03/73  18654                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18654 

NEW  HOPE  ELEM                                                  0291411      VANCE                               NaF                ADJ       10/77  335                        4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA'flR  SYSTEM 335 

NEW  MARKET                                                       0276524      RANDOLPH                         NaF                ADJ      06/74  409                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 409 

NEWTON                                                                  0118015       CATAWBA                            NaF                ADJ       10/61  7700                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSITiM 7700 

NORTH  DUPLIN  ELEM                                          0431467      DUPLIN                             NaF                ADJ       11/75  536                        4.5 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTB^ 536 

NORTH  DUPLIN  HIGH                                          0431468      DUPLIN                             NaF                ADJ       11/75  327                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 327 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

NORm  VANCE  ElEM                  0291406   VANCE            NaF      ADJ   06/80  384          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 384 

NCRTH  WILKESBORD                  0197010   WILKES            Acid      ADJ   04/62  3400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3400 

NORWOCO                        0184015   STANLY           Acid      ADJ   09/77  2500          1.0 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

OAK  HILL                        0114450   CALDWELL          NaF      ADJ   09/75  227          4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 227 

OAK  LANE  ELEM                    0273407   PERSON            NaF      ADJ   08/81  320          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 320 

PACIOLUS                                 PITT                      NATL  310     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 310 

PARKWAY  ELEM                     0195418   WATAUGA           NaF      ADJ   09/73  573          4.5 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 573 

PASQUOTANK  00                    0470015   PASQUOTANK                 ADJ   09/83  11450          1.0 

TOI'Al.  lOl'UIATION  SERVQ)  BY  SOURCE  WAIER  SYSIH«1 11450 

PENROSE  ELEM                     0188444   TRANSYLVANIA               ADJ  301          4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 301 

PHEASANTS  CREEK                  3700055   SWAIN            NaF      ADJ  25          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSTEM 25 

PILOT  MDUMEAIN                   0286025   SURRY            NaF      ADJ   06/75  1100          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSIH^ 1100 

PINE  HALL  EL»1                   0285428   STOKES            NaF      ADJ   01/77  234          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^i 234 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

NaF                ADJ       09/72  557                        4.5 

SYSTHvl 557 

NaF      ADJ   10/73  193          4.5 

SYSTEM 193 

ADJ   09/83  1600          1.0 

SYSTEM 1600 

NATL  4855     0.0 

SYSTEM 4855 

NATL  344     0.0 

SYSTEM 344 

Acid      ADJ    /76  4400          1.0 

SYSTH^I 4400 

NaF      ADJ   09/57  160000          1.0 

SYSTEM 160000 

ADJ   09/81  2500          1.0 

SYSTEM 2500 

NaF      ADJ   01/75  4000          1.0 

SYSTEM 4000 

NaSiF6    ADJ   07/53  16000          1.0 

SYSTEM 16000 

NaF      ADJ   08/77  221          4.5 

SYSTEM 221 

NATL  1137            0.0 

SYSra^ 1137 


PINEBROOK 


PINEY  CREEK 


PITTSBORD 


PLYMDimi 


POWELLSVILLE 


RAEPORD 


RALEIGH 


RANMiMAN 


RED  SPRINGS 


REIDSVILLE 


REYNMJ)S,  NANCY 


RICH  SQUARE 


0230410   DAVIE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0103438   ALLEGHANY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0319015   CHAIHAM 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0494010   WASHINGKW 
TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0408040   BERTIE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0347010   HOKE 
WIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0392010   WAKE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0276015   RANDOLPH 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0378015   RC8ES0N 
TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER 

0279020   ROCKINCHAM 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER 

0285420   STOKES 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0466020   NORIHAMFTDN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


583 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

RIVERSIDE  ELEM                   0106A78   AVERY            NaF      ADJ   05/74  223          4.5 

TOTAL  POPULATim  SERVED  BY  SOURCE  WMER  SYSTEM 223 

RIVERVIEW                       010544A   ASHE             NaF      ADJ   12/73  A41          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 441 

ROANOKE  RAPIDS                   0442010   HALIFAX           Acid      ADJ   02/52  20595          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 20595 

ROBERSOJVILLE                    0459015   MARTIN                    NATL  4900     0.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 4900 

ROCKINGHAM                      0377015   RIQMM)          NaF      ADJ   12/52  7500          1.0 

TOTAL  POlM^riOJ  SERVED  BY  SOURCE  WA:I'ER  SYSTEM 7500 

ROCKY  MOUNT                     0464010   EDGECOMBE         NaSiF6    ADJ   09/52  49000          1.0 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 49000 

R(M5A-CLINGMAN                   0197401   WILKES            NaF      ADJ   01/74  488          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH-I 488 

ROPER                          0494015   WASHINCK^                 NATL  900     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

ROSE  HILL/MAGNOLLA                0431471   DUPLIN           NaF      ADJ   12/75  834          4.5 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WAIER  SYS^J-EM 834 

RDSEBORO                        0382015   SAMPSOJ                   ADJ    /81  1650          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

RDSiAN  ELEM                     0188503   TRANSYLVANIA       NaF      ADJ   09/80  377          4.5 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 377 

ROUGH  BRANCH                     3700099   SWAIN            NaF      ADJ  100          1.0 

TX3TAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 100 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

RQXBORD                                                             0273010      PERSON                             Acid              ADJ      03/63  13000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 13000 

RQM3BEL                                                             0408050      BERTIE                                                 NATL  500            0.0 

TOTAL  POPUlATiai  SERVED  BY  SOURCE  WATER  SYSTEM 500 

SALISBURY                                                         0180010      ROWAN                               Acid              ADJ      07/52  30000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 30000 

SANDHILLS  FARMLIFE                                        0363524      M30RE                              NaF                ADJ      03/74  314                        4.5 

TOTAL  EOPULATICW  SERVED  BY  SOURCE  WAIHl  SYSTEM 314 

SANDY  RIDGE  ELEM                                            0285430      STOKES                             NaF                ADJ      09/77  272                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 272 

SANPORD                                                             0353010      LEE                                  NaF                ADJ       10/61  1800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

SEAGROVE                                                           0256557      RANDOLHi                         NaF                ADJ       09/68  793                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 793 

SELMA                                                                 0351015      JOHNSTON                         NaF                ADJ       11/65  5067                        1.0 

TOTAL  POPULATim  SERVED  BY  SOURCE  WAIER  SYSIH>1 5067 

SEYMOUR  JOHNSON  AFB                                      04%055      WAYNE                               NaF                ADJ      06/59  4800                        1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

aiELBY                                                               0123010      CLEVELAND                       NaSiF6          ADJ      04/54  15310                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15310 

SHOALS  ELEM                                                     0286490      SURRY                               NaF                ADJ      06/72  148                        4.5 

TOfl'AL  mi'UlAlTON  SERVED  BY  SOURCE  WAIER  SYSTEM 148 

SMIIHFIELD                                                       0351010      jaiNSTON                         NaF                ADJ       10/58  8500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 8500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

SMDKEY  MT  ELEM  0150470   JACXSON  NaF      ADJ   04/81    527  4.5 

TOrAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 527 

SMYRNA  0416406   CARIHU::!'  NaF       ADJ   09/81    364  4.5 

TOTAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTEM 364 

SOCO  WELL  3700001   SWAIN  NaF      ADJ  800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 800 

SOUIH  TOE  0100488   YANCEY  NaF       ADJ   08/74    234  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 234 

SOJIHEKN  PINES  0363010   MOORE  NaSiF6    ADJ   11/52  12500  1.0 

TOTAL  POPULATK^  SERVED  BY  SOURCE  WATER  SYSIH^ 12500 

SOUIHEKN  WAYNE  00  SD  04%045   WAYNE  ADJ   09/83  4288  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 4288 

SOUfflWESTERN  0276568   RANDOLHl  NaF       ADJ   10/72    750  4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 750 

SPINDALE  0181035   RUIHERPORD         NaF       ADJ   08/64  8922  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 8922 

SPRING  CREEK  0496480   WAYNE  NaF       ADJ   07/71    835  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 835 

ST  PAULS  0378030   RCBESON  ADJ   09/83  1990  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1990 

STANIWJSBURG  0498025   WILSON  ADJ   09/84  1400  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1400 

STATESVILLE  0149010   IREDELL  Acid      ADJ   09/65  19800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 19800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                  USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

STOKES  047A060      PITT  NATL  760  0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTHd 760 

STONEY  GREEK  0217408      CASWELL  NaF  ADJ      08/80        342  4.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 342 

SUGARLQAF  0102436      ALEXANDER  NaF  ADJ       04/73        3%  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3% 

SUNNYVIEW  0175453      POLK  NaF  ADJ      02/75         181  4.5 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTB«1 181 

SWEEP  GUM  0217405      CASWELL  NaF  ADJ      08/80         182  4.5 

lOIAL  POPULATIOJ  SERVED  BY  SOURCE  WATHl  SYSTEM 182 

TABOR  ClTi  0424015      OOUMBUS  NATL  3000  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

TARBORD  0433010      EDGECOMBE  Acid  ADJ      07/58  13120  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13120 

THOMASVILLE  0229020       DAVIDSON  Acid  ADJ       06/56  15000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

TTPTON  HILL  0161410      MITQELL  NaF  ADJ      03/75         147  A.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 147 

TOPSAIL  MIDDLE  0471412      PENDER  NaF  ADJ      06/77        420  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 420 

TOPSAIL  PRIMARY  0471415      PEM)ER  NaF  ADJ      06/77         378  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 378 

IRAPHILL  0197429      WILKES  NaF  ADJ      09/75         374  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 374 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  CAROLINA    

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

UMSTEAD  HOSPITAL                                            0239107      GRANVILLE                       Acid              ADJ          /70  5000                        1.0 

TOTAL  POPULAHOI  SERVED  BY  SOURCE  WATER  SYSTB^ 5000 

UNION  ELEM                                                       0382661      SAMPSON                                               ADJ      07/72  A55                       4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 455 

UNIOJ  HIIMARY                                                 0410455      HOINSWICK                       NaF               ADJ       11/74  728                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 728 

USMC  LEJEUNE  CAMP  JOHNSON                           0467045      ONSLOW                                                 ADJ      09/62  2000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 2000 

USMC  LEJEUNE  COURT  HOUSE                             0467047      OlSLOW                                                 ADJ      09/62  1800                        1.0 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

USMC  LEJEUNE  HADNDT  POINI                           0467041      ONSDOW                                                 ADJ      09/62  27000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27000 

USMC  LEJEUNE  HOLOCWB  BLVD                           0467043      ONSLOW                                                 ADJ      09/62  7900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATIR  SYSTEM 7900 

USMC  LEJEUNE  NEW  RIVER                                  0467042       ONSLOW                                                   ADJ       09/62  11000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

USMC  LEJEUNE  ONSLOW  BEACH                           0467048      OJSLOW                                                 ADJ      09/62  900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

USMC  LEJEUNE  RIELE  RANGE                              0467046      ONSLOW                                                   ADJ       09/62  1100                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

USMC  LEJEUNE  TARAWA  TERR                            0467044      ONSIiOW                                                 ADJ      09/62  5700                        1.0 

TOTAL  POPUIATTON  SERVED  BY  SOURCE  WATER  SYSTEM 5700 

VALDESE                                                             0112010      BURKE                              Acid              ADJ      06/73  3010                        1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTH*! 3010 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

NORTH  CAROLINA 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

VALLE  CWCIS                                                   0195A22   WATAUGA           NaF      ADJ   10/73  315          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 315 

WADESBORO                       03OAO20  mSOti                              Acid      ADJ   02/66  A086          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTBI 4086 

WAKE  FmEST                     0392030   WAKE             Acid      ADJ   09/70  4486          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4486 

WALLACE                        0431010   DUPLIN            NaF      ADJ   12/75  856          A.5 

TOTAl.  lOFUUTION  SERVE])  BY  SOURCE  WA'I^  SYSTO^ 856 

WASHINGIOJ                      0407010   BEAUFORT          Acid      ADJ   04/59  %00          1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 9600 

WAYNESVIILE                     0144010   HAYWOOD           Acid      ADJ   12/68  16000          1.0 

TOTAL  POPULATIC*)  SERVED  BY  SOURCE  WATER  SYSIQl 16000 

WELDON                         0442020   HALIFAX                   ADJ   09/83  1925          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIQi 1925 

WENIVCRIH                       0279045   ROCKINGHAM                 NATL  74     0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 74 

WEST  HOKE                       0347459   HOKE             NaF      ADJ   02/74  448          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 448 

WEST  YADKIN                     0299415   YADKIN            NaF      ADJ   10/72  624          4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 624 

WESTFIELD                       0286510   SURRY            NaF      ADJ   04/72  259          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 259 

WHITE  OAK                       0416409   CARTERET          NaF      ADJ   09/72  583          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 583 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

Acid              ADJ      06/72        A32  4.5 

SYSTO^ 432 

ADJ      03/75       2479  1.0 

SYSTEM ■ 2479 

NaF      ADJ   10/73    326  4.5 

SYSra^ 326 

NATL        6700     0.0 

SYSTEM 6700 

NaSiF6    ADJ   07/55  510000  1.0 

SYSTEM 510000 

Acid      ADJ    /54  37500  1.0 

SYSTEM 37500 

NATL        3580     0.0 

SYSTEM 3580 

NaSiF6    ADJ   10/51  182000  1.0 

SYSTEM 182000 

NATL        3168     0.0 

SYSIEM 3168 

NATL        1330     0.0 

SYSTEM 1330 

NaF      ADJ   11/80    291  4.5 

SYSTEM 291 

ADJ    /83   3500  1.0 

SYSTEM 3500 


WHITE  PLAINS 


WILKESBORD 


WILLIAMSBURG 


WILLIAMSTCN 


WILMBOOJ 


WILSOl 


WINDSOR 


WINSraJ-SALQl 


wnraRviLLE 


wimcN 


WOCX)LAND  ELEM 


wRiGHTsviuz  be:ach 


0286512   SIMIY 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER 

0197025   WILKES 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0279446   ROCKINGHAM 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER 

0459010   MARTIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0465010   NEW  HANOVER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0498010   WILSOJ 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0408010   BERTIE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0234010   FORSYTH 
TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER 

0474040   PITF 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

0446020   HERITORD 
TUEAL  IX)PU1ATI0N  SERVED  BY  SOURCE  WATER 

0273431   PERSON 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0465020   NEW  HANOVER 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


YADKINVILLE 


ZEBULDN 


0299015   YAIKIN  Acid      ADd     /80  3000 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

0392040   WAKE  ADJ    /83  3639 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 3639 


1.0 


1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

ABERCRCMBIE  3900001      EUCHLAND  NATL  263  2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 263 

ACRES-A-PLENTY  TC  0800070      BURLEIGH  NATL  295  0.8 

■lOEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO^ 295 

ADAMS  5000002      WALSH  NaF  ADJ      06/85  304  1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 304 

ALEXANTER  2700006      MCKENZIE  NATL  300  2.4 

■TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 300 

ALMDNT  3000012      MDRTON  NATL  145  1.2 

TOTTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 145 

AMENTA  0900017      CASS  NATL  93  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 93 

ANETA  3200023      NELSOJ  NaF  ADJ       10/69  343  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 343 

ANNUCLATTON  PRIORY  0800094      BURLEIGH  NAIL  180  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 180 

ARGUSVILLE  0900030      CASS  NATL  147  1.4 

TOTAL  l-OillUTJON  SERVED  liY  SOURCE  WATER  SYSTEM 147 

ASHLEY  2600038      MClhTTOSH  Acid  ADJ       12/65  1191  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1191 

BEACH  1700059      GOLDEN  VALLEY  NATL  1392  1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTH^ 1392 

BELOOURT  4000062      ROLEFIE  NaF  ADJ      01/63  1900  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1900 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATPR  qV^TEM  and  IPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsECuflVE  SYSTEMS  SERVED  ID  USED  START   SERVED        ^NAT^^OPT^ 

BELDOURT  RURAL  WAISl                                    40012A5      RDLETIE                           NaF                ADJ       10/84  350                        1.2 

DUBEr-ffi-NDRm  HOUSING                             4012009      RDLETIE                                               OOtJS  125 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 475 

BELFIELD                                                           4500065      STARK                                                   NATL  1274            4.2 

lOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTCM 1274 

BE»G  WELL  00                                                   4101181      SARGQJT                                               NATL  31            4.7 

TDfEAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSIH-l 31 

BEBTHOLD                                                           5100072      WARD                                                     NATL  479            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 479 

BBULAH                                                               2900074      MERCER                            NaF                ADJ      07/65  5500                        1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIQi 5500 

BISMARCK                                                           0800080      BURLEIGH                         NaSiF6          ADJ      01/55  44502                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44502 

BLACK  HILL  TRUCKING  TC                                 2700983      MCKENZIE                                              NATL  58            5.6 

TOTAL  POPUlJmON  SERVED  BY  SOURCE  WATER  SYSTEM 58 

BCnriNEAU                                                         0500099      BOTTINEAU                       Acid              ADJ      07/84  2829                        0.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2829 

BOWDON                                                               5200118      WELLS                                                   NATL  220            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 220 

B01*1AN                                                               0600119      BOWMAN                                                 NATL  2300            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

BRIARWOOD                                                         0900317      CASS                                                     NATL  70            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 70 

BRDOKIREE  WELLS  INC                                      0901184      CASS                                                     NATL  54            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIIiR  SYSTH^ 54 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


NORTH  DAKOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

Acid             ADJ      10/68  1496                       1.2 

SYSTEM 1496 

NaSiF6          ADJ      08/65  2636                        1.2 

SYSTEM 2636 

Acid      ADJ   02/84  3364          1.2 

OONS  307 

SYSlH^l 3671 

Acid      ADJ   04/84  2604          1.2 

OONS  1661 

SYSTEM 4265 

Acid      ADJ   01/84  1800          1.2 

OOJS  228 

0»)S  369 

SYSTEM 2397 

Acid      ADJ   06/60  14%          1.2 

SYSTEM 1496 

NaF      ADJ   07/71  900          1.2 

SYSTEM 900 

NaF      ADJ   08/83  227          1.2 

SYSTEM 227 

NATL  101             1.6 

SYSlBvl 101 

NATL  326            1.1 

SYSTEM 326 

NaF               ADJ      07/58  1306                       1.2 

SYSTEM 1306 


GANDO 


CARRINGKW 


CASS  RWS  (PHASE  I) 
MAPLEnOl 


CASS  RWS  (PHASE  II) 
CASSELTOvl 


CASS  RWS  (PHASE  III) 
BUFFALO 
HUNTER 


CAVALIER 


CENTER 


COGSWELL 


OOLFAX 


OOUMBUS 


OOOPERSTOWN 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


TOTAL 


4800152 

TOWNER 

POPULATION  SERVED  BY  SOURCE  WATER 

1600159 

POSTER 

POPULATION  SERVED  BY  SOURCE  WAltK 

0901060 

CASS 

0900613 

CASS 

POPULATION  SERVED  BY  SOURCE  WAltK 

0901124 

CASS 

0900166 

CASS 

POPULATIC»J  SERVED  BY  SOURCE  WAIKR 

0901131 

CASS 

0900314 

CASS 

0900492 

CASS 

POPULATION  SERVED  BY  SOURCE  WAilK 

3400170 

PEMBINA 

POPULATION  SERVED  BY  SOURCE  WAltR 

3300174 

OLIVER 

POPULATION  SERVED  BY  SOURCE  WATER 

4100192 

SARCFNT 

POPULATION  SERVED  BY  SOURCE  WAllK 

3900196 

RICHLAND 

POPULATION  SERVED  BY  SOURCE  WATER 

0700198 

BURKE 

POPULATIOJ  SERVED  BY  SOURCE  WAltK 

2000203 

GRIGGS 

POPULATION  SERVED  BY  SOURCE  WAIIR 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  an. iPA OoUmV  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   l^D                               ^^^° DATE  LEVEL     LEVEL 

OOUNIRY  CLUB  COOP                                          080014A      BURLEIGH                         NaF                ADJ      09/78  100                        1.2 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIW 100 

CRARY                                                                 3600208      RAMSEY                            NaF                AW      03/75  139                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^I 139 

CROSBY                                                               1200211      DIVIDE                             Acid              ADJ      02/69  1A61                        1.2 

TCflAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1A61 

C»ow  HILL                                                         0300213      BEMSON                            NaF                AEU      06/7A  50                        1.2 

TOfEAL  POPUUOTON  SERVED  BY  SOURCE  WATER  SYST^ 50 

CROWN  BUTIE  OOOP                                            3000597      MORTON                                                 NATL  300            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

DAKOTA  ADVENnST  ACADEMY                              08000%       BURLEIGH                                                NATL  125             1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQ1 125 

DEVILS  LAKE                                                      3600231      RAMSEY                             Acid              ADJ       11/64  7441                        1.2 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 7441 

DIOONSON                                                         4500242      STARK                               NaSiF6          AOJ      07/52  15893                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15893 

IXXXH                                                                 1300259      DUNN                                                     NATL  200            5.7 

WmL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl-EM 200 

DRAYTON                                                             3400269      PEMBINA                           NaF                ADJ      09/65  1082                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1082 

DUNN  CENIER                                                      1300276      DUNN                                                     NATL  169            4.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 169 

DUNSEim-EAST  HOUSING                                  4012010      ROli^l'lE                           NaF                AEU       12/78  200                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  "SYSTEM 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

NORTH  DAKOTA 

cSNfElu^'rsSEMS  SERVED  %'  ^^^  CH|M         STATUS     FLUOR  ^^POP^    NATURAL  SYS^^^^^ 

NO DATE LEVEL     LEVEL 

EDGELEY                                                             2300291      LA  M3URE                         Acid              ADJ      04/68  846                        1.2 

TOflAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 846 

ELLENDALE                                                         1100306      DICKEY                            Acid              ADJ      04/66  1%7                        1.2 

TOTAL  roWUTlON  SERVED  BY  SOURCE  WAIER  SYSTEM 1%7 

ENDERLIN                                                           3700314      RANSOM                            NaF               ADJ       11/67  1328                        1.2 

SHELDON                                                         3700876      RANSOM                                                 CONS  176 

TOTAL  PORILATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1504 

ESMOND                                                               0300323      BENSON                                                 NATL  337            0.7 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSIBI 337 

EAROO                                                                0900336      CASS                                NaSiF6          ADJ      05/52  61281                        1.2 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 61281 

FESSENDEN                                                         5200338      WELLS                              NaF               ADJ       02/67  767                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO*1 767 

FLASHER                                                             3000342      MORTON                                                 NATL  409            3.9 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 409 

ELAXTON                                                             0700344      BURKE                                                   NATL  182            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 182 

PORBES                                                               1100346      DICKEY                                                 NATL  84            2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 84 

EiORT  TOTTEN                                                     0300366      BENSON                            NaF               AUJ      04/68  880                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 880 

PORT  YATES                                                       4300367      SIOUX                              NaF               ADJ       12/67  778                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 778 

FOUR  BEARS  COMPLEX                                        2700862      MCKEIGIE                         NaF               ADJ      01/82  25                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WA'ItR  SYSTEM 25 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA  . 

WATER  SYSTEM  an.        E^  COUFJ^^^  CHEM         STATUS     PLUOR       POP       NATURAL  SYS^T^EM. 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                            USED DATE  LEVEL     LEVEL 

p^Y&iBC                                                            0400378      BILLINGS                                              MAIL  AG            5.4 

TOTAL  FOPUlAnON  SERVED  BY  SOURCE  WATER  SYSTOi ^ 

mimm                                       iioo379    diocey                                  nail  io7         2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTOl 107 

g^^RE^jHi                        0900387   CASS                     NATL  90     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 90 

C^^RRISCM                                                           2800389      MCIilAN                            Acid              ALU       10/74  1825                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  UNTER  SYST^ 1825 

GEORGE  WEEL  CO                                                ^101183      SARGENT                                               NATL  28            5.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28 

CU^ygjOiE                                                        A500396      STARK                                                   NATL  316            5.0 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 316 

GUNULLTN                                                       3000400      MDRTON                                                 NATL  1072            4.5 

TOTAL  FOPUlAnON  SERVED  BY  SOURCE  WAl^  SYSTOI 1072 

GOLDEN  VAUilY                                                  2900402      MERCER                                                 NATL  287            5.6 

TOTAl.  roPUlATlON  SERVED  BY  SOU<CE  WAITER  SYSTEM 287 

OOLy^                                                                 1700403      GOLDEN  VALLEY                                    NATL  101             1-5 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wiim  SYSl-EM 101 

GOODRICH                                                           4200404      SHERIDAN                                              NATL  288            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYS^M 288 

GRAFTON                                                             5000408      WALSH                              NaSiF6          AOJ      04/66  5302                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATS^  SYSTEM 5302 

GRAND  PORKS                                                      1800410      GRAND  EORKS                   NaSiF6          AOJ      03/58  57560                        1.2 

(»AND  EORKS  AFB                                          1800413      GRAND  EORKS                                        OONS  13800 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 71360 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

SlElu?rSYS?EMS  SERVED  f  ^^^  CH|M         STATUS     ^3^,^,°?  g/^/,,    NATURAL  SYS^ 

— NO  DATE LEVEL    LEVEL 

GRAND  FXDRKS-IRAIL  RWS                                   1801062      GRAND  FORKS                   Acid              ADJ      02/77  10000                        1.2 

ARVILLA                                                         1800036      (35AND  PORKS                                        OOJS  150 

EMERADO                                                            1800311       GRAND  F^ORKS                                          CONS  1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYST™ 11150 

OmJNER                                                             4100428      SARGEM"                          Acid              ADJ      02/79  724                        1.2 

TOrCAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO«1 724 

HAGUE                                                                 1500429      EMDNS                                                 NATL  127            2.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 127 

HALLIDAY                                                           1300432      DUNN                                                     NATL  355            5.4 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 355 

HANKINSON                                                         3900443      RICHLAND                        NaF               ADJ      04/81  1159                        1.2 

TOTAL  POPULATICW  SEKVED  BY  SOURCE  WATER  SYSTEM 1159 

HARVEY                                                               5200458      WELLS                              NaF               ADJ      01/83  2527                        1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2527 

HATICN                                                               4900465      TRAILL                                                 NATL  791            0.8 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 791 

HAYCREEX  COURT                                                  0800081       BURLEIGH                                                NATL  115             1.7 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 115 

HAZEM                                                                 2900470      MERCER                            Acid              ADJ      07/66  2376                        1.2 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^l 2376 

HEBRCN                                                               3000473      M3RT0N                                                 NATL  1081            3.2 

TDTAL  POPULAiraJ  SERVED  BY  SOURCE  WATER  SYSTH»1 1081 

HETTINGER                                                         0100476      ADAMS                                                   NATL  1738            3.8 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1738 

HILLSBORD                                                         4900482      TRAILL                            NaF               ADJ      06/60  1599                        1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1599 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA  ^ 

WATER  SYSTEM  and ^^  CO[IF^^=V  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED  STAm   SERVED        ^NAT^    ^OPT^ 

HM  ON  TM:  range  for  boys  1700874      OOLDQJ  VALLEY  NATL  65  2.7 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 65 

HDRSESHOG  BEM)  TC  0900489      CASS  NATL  72  3.8 

•TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 72 

JAMESTOWN  4700498      STUTSMAN  NaSiF6  ADJ      07/56     16281  1.2 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 16281 

KQi^ARE  5100515      WARD  ^^ATL  1461  1.2 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1^1 

KiLLDEER  1300520      IXJNN  Acid  AW      05/84        790  1.2 

•TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 790 

KULM  2300535      LA  MOURE  Acid  ADJ      09/71         565  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 565 

LAMDURE  2300537      M  MXJRE  NaF  AEU       12/68  1077  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1077 

LAKQTA  3200536      NELSON  Acid  ADJ      08/66        962  1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 962 

LANGDON  1000543      CAVALIER  NaF  ADJ       11/65  2335  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2335 

LARIM3RE  1800550      GRAND  PORKS  Acid  ADJ       05/66       1523  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1523 

LARSON  WELL  00  4101177      SARGENT  NATL  34  4.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 34 

LEEDS  0300553      BENSON  NATL  674  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 674 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

Co'SlESr'rsSEMS  SERVED  ^'  ^^^  CH|M         STATUS     FLUOR  JOP^    NATURAL  SYSTEMS 

NO DATE LEVEL    LEVEL 

LINCOLN                                                             0800570      BURLEIGH                         NaF               ADJ      09/75  657                        1.2 

TOfEAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 657 

LINTON                                                               1500571      E>M3NS                            Acid              ADJ      08/68  1577                        1.2 

TDTEAL  POPULVnON  SERVED  BY  SOURCE  WAIER  SYSTEM 1577 

LISBON                                                               370057A      RANSOM                            NaF                ADJ       12/65  2286                        1.2 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 2286 

LUDDEN                                                               1100583      DICKEY                                                 NATL  47            2.8 

TOTAL  POPULAHOl  SERVED  BY  SOURCE  WAIER  SYSTEM 47 

HADDOCK                                                             0300587      BENSON                            NaF               ADJ       12/69  676                        1.2 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 676 

MANDAN                                                               30005%      MORTON                            NaSiF6          ADJ       10/52  15496                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 154% 

MANDAREE                                                           2700605      MCKENZIE                         NaF               ADJ      05/80  600                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 600 

MAPLE-SHEYEMNE  SUBD                                      0900319      CASS                                                     NATL  28            1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTO^ 28 

MARION                                                               2300614      LAMOURE                          Acid              ADJ      08/83  214                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 214 

MAYVILLE                                                           4900622      IRAILL                            Acid              ADJ      05/b8  2252                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYSTEM 2252 

MCCLUSKY                                                              4200626       SHERJiiAN                                               NATL  653             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 653 

MCVILLE                                                             3200636      NELSON                            NaF               ADJ      09/68  617                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSItM 617 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and      ^PA  CoU^^Tv  CHEM         STATUS     FLUOR       POP       NATURAL  SVST^EMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED DATE  LEVEL     LEVEL 

,,^EPORA  0400638      BILLINGS  MAIL  91  2.9 

■IDIAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 91 

^LTON  1000638      CAVALIEK  NATL  195  0.8 

•roiAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 195 

Mj^jNEMAUKAN  0300659      BEI^SON  Acid  AW      07/85  461  1.2 

TOLAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTOl -^1 

,.QjjOT  5100660  WARD  NaSiF6          AOJ  05/56    44936                        1.2 

MINDrAFB  5100710  WARD  0»JS                    8610 

NORTH  PRAIRIE  RWS  (SYS  l)  5101125  WARD  OONS                      715 

NOKm  raAIRIE  RWS  (SYS  II)  5101189  WARD  O^S                    212^ 

Mftx  2800619  MCliAN  OCWS                      i^l 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  ^Sm\ 57303 

(.tnro  5000691      WALSH  NaF  ALU       12/73  592  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 592 

MOHALL  3800695      REMVILLE  Acid  AIXJ      09/68  1042  1.2 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  WAHR  SYSmi 1042 

^CN^^NOO  1100698      DICKNEY  NATL  59  2.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM ; 59 

^fjYl  2100704      HETnNGER  NATL  1273  5.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYS1H«1 1273 

MR  B'S  INC  TC  0800085       BURLEIQi  NATL  500  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI-ER  SYSlliM 500 

jjECHE  3400720      PEMBINA  Acid  ADJ       12/66        473  1.2 

TOTAL  FOPULmON  SERVED  BY  SOURCE  WAIER  SYSIIM ^73 

NEDER90N  WELL  00  4101182      SARGENl'  NAFL  125  4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

NORTH  DAKOTA 

CONSECU?ivI''sSeMS  served             ^                     COUNTY           ChIm    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
OUNbtOUnVE  SYSTEMS  SERVED              ID                           USED           START  SERVED    NAT   OPT 

— . ^ DATE LEVEL  LEVEL 

NELSON  WELL  00                   4101180   SARGENl'                   NATL  50     4.7 

lOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 50 

NEW  ENGLAND                     2100726   HEITINGER                  NATL  826     0.9 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 826 

NEW  LEIPZIG                     1900731   GRANT                    NATL  352     3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 352 

NEW  ROCKPORD                     1400732   EDDY             NaF      ADJ   05/68  1791          1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTH*! 1791 

NEW  SALEM                       3000736   MORTON           Acid      ADJ   10/78  1082          1.2 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSIH^ 1082 

NEW  TOWN                        3100744   MOUNTRAJL         NaF      ADJ   02/66  1343          1.2 

TOTAL  POPULATIC^  SERVED  BY  SOURCE  WATER  SYSTEM 1343 

NOONAN                         1200748   DIVIDE                    NATL  278     4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 278 

NORTH  VALLEY  RWA  (SYSIH^  II)         3401128   PEMBINA           Acid      ADJ   11/84  3715          1.2 

ST  THOMAS                     3400856   PEMBINA                   OONS  528 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 4243 

NORTH  VALLEY  RWA  (SYSIH^  III)        3401129   PEMBINA           Acid      ADJ   03/85  250          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

NORTH  WELL  00                    4101178   SARGENT                   NATL  170     5.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

PAINTED  WOODS  MUP                  5301070   WILLIAMS                   NATL  300     0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSID«! 300 

PARK  RIVER                      5000773   WALSH            NaF      ADJ   04/66  1858          1.2 

TOTAL  POPULA'nCW  SERVED  BY  SOURCE  WATER  SYSltM 1858 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECuflVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

PARSHALL  3100775      MDUNmAIL  NaF  AIXJ      09/66  1063  1.2 

•JUrAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTBd 1063 

PH^BiNA  3A00777      PEMBINA  NaF  ADJ      09/71  672  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 672 

PICX  CIT^  2900789      MERCER  NaF  ADJ      06/79  182  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAISl  SYSTEM 182 

E<X)L  WELL  00  4101185      SARGENT  NAIL  25  4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 25 

PORIAL  0700800      BURKE  NATL  228  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 228 

RAY  &  TIOGA  WS  5301152      WILLIAMS  NaF  ADJ       11/83  2363  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYST^ 2363 

REEDtR  0100812      ADAMS  NATL  355  4.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 355 

REGENT  2100816      HEmNGER  NATL  2%  2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2% 

RHAME  0600819      BOWMAN  NATL  223  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wnm  SYSTEM 223 

RICHLAND  RWS  3901068  RICHLAND  Acid  ADJ  01/85       2584  1.2 

BARNEY  3900055  RICHLAND  OONS  80 

MANEADOR  3900607  RICHLAND  OONS  92 

MDOREIDN  3900703  RIOILAND  CONS  199 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2955 

RIVERDALE  2800825      MCLEAN  NaF  ADJ      03/53        545  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 545 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

RIVERVIEW  HEIGHTS  3000598      MORTON  NATL  200  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 200 

RDCK  LAKE  4800828      TOWNER  Acid  ADJ       10/68  288  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 288 

RDLLA  4000834      ROLEFIE  Acid  ADJ      03/60  1538  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1538 

RUGBY  3500842      PIERCE  NaSiF6  ADJ       11/58  3343  1.2 

TOTAL  TOPUIAIIOJ  SERVED  BY  SOURCE  WAlTiK  SYSTEM 3343 

SAINT  MICHAEL  0310984      BENSON  NaF  ADJ      02/72  110  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110 

SCRAMION  0600869      BOWMAN  NATL  416  3.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO1 416 

SEMTINEL  BUTTE  1700870      GOLDEM  VALLEY  NATL  86  2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIQ4 86 

SHEYENNNE  RIVER  DEV  3700575      RANSOM  NATL  100  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SOLEM  4300884      SIOUX  NATL  137  3.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 137 

SOUTH  HEART  4500891      STARK  NATL  297  4.8 

TOTAL  POOfJLATICW  SERVED  BY  SOURCE  WATER  SYSTEM 297 

STANLEY  3100898      MOUMIRAIL  Acid  ADJ      02/85  1632  1.2 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSI^ 1632 

STANIOJ  2900902      MERCER  NaF  ADJ       11/78        626  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 626 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SYP^  FARM  0801215      BURLEIGH  NATL  125  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO4 125 

STEELE  2200913      KIDDER  NaF  ADJ      06/70  828  1.2 

TDfEAL  P0PULAT1(»4  SERVED  BY  SOURCE  WATER  SYSTEM 828 

STONY  CREEX  MHP  5301033      WILLIAMS  NATL  50  2.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 50 

T  ROOSEVELT  NATL  PARK  0400643      BILLINGS  NATL  50  0.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 50 

XAYLOR  4500934      STARK  NATL  239  6.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 239 

TAYLOR  WELL  00  4101179       SARGENT  NATL  110  4.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM HO 

TOKIO  0300940      BEMSON  NaF  ADJ      06/74  140  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 140 

TRAILL  00  RW  4901071      TRAILL  Acid  ADJ      02/85  3000  1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

TRI-OOUNTY  WATER  USERS  3201072      NELSON  NaF  ADJ      08/83  2800  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 2800 

TURTLE  LAKE  2800949      MCLEAN  Acid  ALU       02/85  801  1.2 

TOTAL  lOi'UlATlON  SEIWED  BY  SOURCE  UA\m  SYSTEM 801 

TWIN  BUriES  1300952      DUNN  NaF  ADJ      08/80  315  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-TEM 315 

UNDERWOOD  2800953      MCLEAN  Acid  AUJ      06/83  1329  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1329 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

UNIVERSITY  OF  MARY  0800084   liURU^IQi  NATL  800     1.2 

TOTAL  POPUIjMIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 800 

UPPER  SOURIS  RWS  (SYS  I)  510107A   WARD  NATL  1308     1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 1308 

UPPER  SOURIS  RWS  (SYS  II)  5101130   WARD  NATL         519     0.8 

LANSFiORD  05005A9   BOnTNEAU  OONS         294 

tCmL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 813 

VALLEY  aTY  0200958   BARNES  NaSiF6    ADJ   02/58  7771  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 7771 

VELVA  2500964   MCHEMY  Acid      ADJ   03/63  1116  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTQI 1116 

VEMURIA  2600968   MCINTOSH  NATL         40     1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 40 

VERONA  2300%9   LA  MOURE  NATL         126     1.6 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 126 

WAHPETMJ  3900973   RICHLAND  NaF      ADJ   02/75  9065  1.2 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 9065 

WALHALLA  3400980   PEMBINA  NaF      ADJ   12/75   1431  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 1431 

WASHBURN  2800989   MCLEAN  Acid      ADJ   12/69   1766  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1766 

WATPORD  QTY  2700990   MCKENZIE  Acid      ADJ   06/68   2114  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2114 

WEST  FARGO  0900999   CASS  Acid      ADJ   10/77  10080  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 10080 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

NORTH  DAKOTA     

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

lOLAL  FOPUIAnON  SERVED  BY  SOURCE  WAT^  SYSl-EW 520 

^TTTcrmN  5301012      WILLIAMS  NaSiF6  AIXI      04/53     14854  1.2 

WILLIAMS  RURAL  WS  5301079      WILLIAMS  CONS  15UU 

■roiAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYSmi 16354 

^gyg^                                                               2601037      MCINTOSH                         Acid              AEU      04/70  1342                        1.2 

TOTAL  roPUL^mON  SERVED  BY  SOURCE  WAIER  SYSTEM 1342 

^^YjeCRE                                                           3901043      RICH^                         Acid              AIXJ       10/75  549                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 549 

2AP                                                                     2901054      MERCER                             Acid              AOJ      07/85  512                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 512 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

Al  MCBILE  HOME  PARK  2601212      FULTOJ  NATL  150  1.2 

TOrCAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 150 

ADA  3300012      HARDIN  NATL  5710  0.8 

PARKVIEW  PARK  MHP  3301A03      HARDIN  (DONS  32 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 5742 

ADAMS  00  WAIER  OCMPANY  0100012  ADAMS  Acid              ADJ  10/70      6500                        1.0 

PEEBLES  0100203  ADAMS  OONS                    1850 

SEAMAN  0100303  ADAMS  OONS                    1000 

WEST  UNION  0100503  ADAMS  OONS                    3500 

WINCHESTER  0100603  ADAMS  OONS                    1000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 13850 

ADAMS  SCHOOIHXJSE  APARTMENTS  1400012       CLINTON  NATL  32  1.0 

TOTAL  POPUI^ATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 32 

AKRON  7700011  SUmiT  Acid              ADJ  11/69  360000                        1.0 

SUMflT  OO-HUDSOI  TWP  7706203  SIM4IT  OCWS                    1444 

SlhMIT  OO-STOW  SERV  AREA  7704503  SIM^T  OONS                  25587 

TALLMADGE  7704703  SUM^T  COtiS                  10000 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 397031 

ALGER                                                                 3300112      HARDIN                                                 NATL  1000            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

ALLEN  PARK  MCBILE  COURT                               6204112      OTTAWA                                                 NATL  100            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

ALLLANCE                                                              7600011       STARK                                NaSiF6          ADJ       09/71  28000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28000 

ALLMAN  SUBDIVISION                                          0600012       AUGLAIZE                                               NATL  27             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27 

AMSTERDAM                                                            4100112       JEFFERSCW                                              NATL  900             1.1 

TOTAL  POPUIATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 900 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ANDOVER  0400012      ASHTABULA  NaF  ADJ      09/84  1200  1.0 

"lOrAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

AbWA  7500012      SHELBY  NATL  1100  1.2 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

AN90NIA  1900012      DARKE  NATL  1267  0.8 

TOTAL  miMAllOti  SERVED  BY  SOURCE  WATEI^  SYSTH«1 1267 

AWIVIESP  6300012      PAULDING  NATL  2000  2.2 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

APOLLO  MOBILE  HOME  PARK  7200012       SANDUSKY  NATL  32  1.1 

TOflAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 32 

AROfflOLD  2600011      FULTON  Acid  ADJ      05 /8A  3317  1.0 

TUmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3317 

ARLINCnCN  3200012       HANCOCK  NATL  1175  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1175 

ARROWHEAD  HILLS  imL  00  7500112      SHELBY  NATL  300  1.0 

IDIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

ARROWHEAD  PARK  MOBILE  HOME  PK  A800112      LUCAS  NATL  2A0  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2A0 

ASHLAND  0300112      ASHLAND  Acid  ADJ       02/72  20326  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 20326 

AinCA  7400011      SEJJECA  Acid  ADJ      04/85  1000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB>1 1000 

AUGLAIZE  00-SaniMX)R  SHRS  0600112       AUGLAIZE  NAIL  216  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 216 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaSiF6    ADJ   08/51  14000          1.0 

OONS  7216 

CONS  3200 

OOJS  21375 

OONS  1970 

COtiS  10500 

SYSTEM 58261 

NATL  120     1.7 

SYSTEM 120 

NATL  3A48     1.9 

OONS  573 

SYSTO^ 4021 

NATL  100     1.9 

SYSTEM 100 

NaSiF6    ADJ   03/71  29000          1.0 

SYSTEM 29000 

Acid     ADJ   06/75  6500         1.0 

SYSTEM 6500 

NATL  185     1.2 

SYSTEM 185 

NAIL  54     1.7 

SYSTEM 54 

NaF      ADJ   02/85  1500          1.0 

SYSTEM 1500 

NATL  550     1.3 

SYSTEM 550 

NATL  150     1.7 

SYSTEM 150 


AVON  LAKE 
AVCW 

MEDINA  OO-NCK'mWEST 
RURAL  LORAIN  00  WIR  AUIH 
SHEFFIELD 
SHEFFIELD  LAKE 


4700311  LORAIN 

4700203  LORAIN 

5201903  LORAIN 

4701803  LORAIN 

4701203  DORAIN 

4701103  LORAIN 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
BALI  HA-I  MOBILE  HOME  PARK  0201012   ALLEN 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATEH 


BALTDOIE 
IHURSTON 


2300112   FAIRFIELD 
2302903   FAIRFIELD 


TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 
BANCKDFI  IRAILER  COURT  4800212   ULX:AS 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAI'ER 

7700414   SIM^IIT 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA'IER 

0700011   BELMOMI 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

8700112   WOOD 
TOIAL  POPULATION  SERVED  BY  SOURCE  WAIER 

5402112   MERCl^R 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA'lTiR 

7600212   STARK 
TOTAL  POPUIAnCW  SERVED  BY  SOURCE  WATER 

0200012   ALLEN 
TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER 
BEECHWOOD  MCBILE  HOME  PARK  5000212   MAHCWING 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER 


BARBERT»1 


BARNESVILLE 


BAYER  MCeiLE  MANC» 


BAYVIEW  WAIHl  ASSOC 


BEACH  CITY 


BEAVERDAM 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                     ,                             USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BELLAIRE  0700114      BELMM/f  Acid  ADJ       07/72  8100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8100 

BELLE  CENIHl  A600012      LOGAN  NATL  960  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 960 

BELMCWI  00  SAN  DIST  3  0700A12  BELMONT  Acid              ADJ  02/78     18795                        1.0 

BELLVIEW  HCTS  IMPV  ASSOC  0700203  BELMCKT  OCWS                      150 

M)RRISTDWN  0701303  BELhCM"  COtiS                     434 

NEW  AIHEMS  3401103  HARRISON  OONS                      550 

TOTIAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSKM 19929 

BELPRE  8400012      WASffiNGION  Acid  ADJ       12/66  8500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

BEKEA  1800111      CUYAHOGA  Acid  ADJ       11/56  19500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19500 

BEIMEL  1300116      CLERMKF  Acid  ADJ  /84  3000  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

BETTSVILLE  7400112      SENECA  NATL  775  1.6 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 775 

BLOCMDALE  8700212      WOOD  NATL  744  1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 744 

BLOCMINGBIKG  2400012       FAYETTE  NAIL  938  1.6 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTBd 938 

BLDCMVILLE  7400212      SENECA  NATL  990  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 990 

BUFFTON  0200112      ALLEU  NATL  3308  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3308 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO DATE LEVEL  LEVEL 

BOIKINS                        7500212   SHELBY                    NATL  1500     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1500 

BOWER  TILING  MCCILE  HOME  PARK        7200112   SANDUSKY                   NATL  43     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 43 

BOWERS  MILLSTREAM  TERRACE           3200912   HANCOCK                   NATL  28     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28 

BOWERSVILLE                     2900212   GREENE                    NATL  345     2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 345 

BOWUNG  GREEN                    8700311   WOC»             Acid      ADJ   11/61  28200          1.0 

TONIDGANY                     8702503   WOOD                     OONS  400 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 28600 

BRLARFIELD  NURSING  INC              4800712   LUCAS                     NATL  160      1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

BRIDGEPORT                      0700612   BELMONT           Acid      ADJ   02/78  3534          1.0 

BELMONT  00  SAN  DIST  1            0701803   BELMCKT                   OONS  4400 

CLIFDEW                       0700703   BELMDNT                   OONS  300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 8234 

BROOK  PARK  ESTATES  MHP              7401312   SENECA                    NATL  100      1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100 

BROOKWQCX)  MHP                     1200212   ALLEN                     NATL  200      1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSi™ 200 

BRYAN                           8600012   WILLIAMS                   NATL  8100     1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH^l 8100 

BUCKEYE  LAKE  ESTAIES  MHP            4500012   LICKING                    NATL  450      1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

NATL  200            0.9 

SYSTEM 200 

NATL  40            1.5 

SYSTEM 40 

Acid              ADJ      07/73  13410                        1.0 

SYSTEM 13410 

NATL  3308             1.0 

SYSTEM 3308 

NATL  130             1.0 

SYSTEM 130 

Acid              ADJ      06/75  4000                        1.0 

GONS  195 

SYSTEM 4195 

Acid      ADJ   11/70  19000          1.0 

COtiS  5400 

CONS  1800 

SYSIH^ 26200 

Acid      ADJ   01/74  11615          1.0 

SYSIEM 11615 

NATL  600     1.4 

SYS'n3^ 600 

Acid      ADJ   02/81  3000          1.0 

SYSIH^ 3000 

Acid      ADJ   03/84  40920          1.0 

OONS  1720 

SYS-IH^ 42640 


BUCKEYE  LAKE  PARK  00 

4500112   UCXING 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR 

BUOOJEY  WOODS  MHP 

6500112   PICKAWAY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

BUCYRUS 

1700011   CRAWFXM) 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

BUFFTON 

0200112   ALLEIJ 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER 

BYWAY  MDBILE  HOME  PARK 

2500212   FRANKLIN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CADIZ 

IM0NVALE/KE1*.JD0D  WA 

3400214   HARRISON 
3401503   HARRISON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER 

CAMBRIDGE                        3000111   GUERNSEY 
GUERNSEY  00  SAN  DI  ST  6            3000603   GUERNSEY 
Wbi-ltKN  GUERNSEY  SBRV  00          3001103   GUERNSEY 

'iUlAL  POPULATION  SERVED  BY  SOURCE  WAlliR 

CAMPBELL 

5000411   MAHCWING 

■iui:al  populaiton  served  by  source  water 

CANAAN 

4900112   MADISON 

lULAL  population  SERVED  BY  SOURCE  WATER 

CANAL  WINGHEb'llR 

2500312   FRANKUN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CANIUN  NE 
EAST  CAMION 

7601012   STARK 
7601503   STARK 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR 

613 


P0PUU\T10N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


CANIOJ  NW 


CANTON  SUGARCREEK 


CARDINC7ICN 


CARROLL 


CARRDLLTaj 


CATALPA  OlOVE  MHP 


CATALPA  GROVE  MHP 


CEDARVILLE 


CENItKBURG 


CHARDON 


CHATEAU  ESTAIES  MHP 


CHERRY  KNOLL  mP 


EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

7601022   STARK            Acid      ADJ   03/8A  27720          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27720 

7601032   STARK            Acid      ADJ   03/84  63360          1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 63360 

5900112   MORROW                    NATL  1665     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 1665 

2300312   FAIRFIELD                 NATL  800     1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 800 

1000012   CARROLL           Acid      ADJ   09/74  3100          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3100 

5700512   MDWroOMERY                 NATL  90     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 90 

7201412   SANDUSKY                  NATL  27     1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH«1 27 

2900311   GREENE            Acid      ADJ   09/81  2800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2800 

4200012   KNOX                     NATL  1260     1.6 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1260 

2800412   GEAUGA           Acid      ADJ   04/84  4200          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 4200 

1200412   CLARK                    NATL  475     1.3 

TOTAL  POPULAnOI  SERVED  BY  SOURCE  WAItR  SYSTEM 475 

7201512   SANDUSKY                  NATL  85     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH4 85 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CHILLiaOTME                     7100112   RDSS             Acid      ADJ   12/69  23384          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH-l 23384 

CHOCTAW  imLITIES  INC              4900212   MADISON                   NATL  1125     1.3 

TUTAL  POPULAnON  SERVED  BY  SOURCE  WAItK  SYSTQ^ 1125 

CHRISTIANBURG                     1100112   OlAMPAIGN                  NAIL  700     1.1 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

CHRISTCffHER  N'ABROOK  MHP            7501012   SHELBY                     NATL  70     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 70 

CINCniJATI-BOLTON  3100422   HAMILTON  Acid      ADJ   01/79  83000  1.0 

NDRWOOD  3101703   HAMILTON  OONS       26000 

TOfTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 109000 

CINCINNATI-GALIPORNIA  3100411  HAMILT»J  Acid      ADJ  01/79  680000          1.0 

ARLINCICN  HEIGHTS  3100203  HAMILTON  GOtiS                    1100 

BUTLER  00-PC»T  UNIC»J  0903403  BUTLER  0»IS         400 

WABREM  00-90CIALVILLE  8302103  WARREN  OOSlS         930 

TOfTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 682430 

CIRCLEVILLE                     6500412   PICKAWAY          Acid      ADJ   11/72  11700          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11700 

CLARK  00  NOIIHRIDGE  SWD  1           1201003   CLARK            Acid      ADJ   02/79  7944          1.0 

TDTTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 7944 

CLARK  CO-PARK  LAYNE                1201112   CLARK            Acid      ADJ   10/82  6220          1.0 

TOTAL  POPULATTOI  SERVED  BY  SOURCE  WATER  SYSTEM 6220 

CLARKSBURG                      7100212   ROSS                     NATL  485     2.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 485 

CLERhCNT  00  MGS  SUB  DIST            1300312   CLERMONT          Acid      ADJ   04/76  28600          1.0 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 28600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO - 

WATER  SYSTEM  and "^PA  C0U?^^=^^  CHEM         STATUS     FLUOR       POP       NATUF^L  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^° DATE  LEVEL    LEVEL 

CLERMONT  00  PUB  SUB  DIST  1300412      OJERMOm-  Acid  AOJ      04/76    44000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSI^ '^*^*000 

C1£VEU^BAIJ3WIN  1800311  CUYAHOGA  NaSiF6          AOJ  07/56  488000                        1.0 

BEDFXM)  1800003  CUYAHOGA  OONS                  1500J 

dilVEU^ND  HEIGWrS  1800403  CUYAHOGA  OONS                  56500 

EASTCUVEUM)  1800503  CUYAHOGA  OONS                  37000 

LAKEWOOD  1801003  CUYAHOGA  OONS                  68000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSIQi 664503 

as^Mjm^SiMi  1800321      CUYAHOGA  NaSiF6  AOJ      07/56  180000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WJm  SYST^ 180000 

d^m.^DIVISION  1800331      CUYAHOGA  NaSiF6  AW      07/56  270000  1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 270000 

CmM^^ND-NaniNGHAM  1800341      CUYAHOGA  NaSiF6  AOJ      07/56  370000  1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 370000 

CUUB  ISLAND  ASSN  INC  5402012      MERCER  NATL  200  1.4 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYS^M 200 

CLYDE  7200211      SANDUSKY  Acid  AEU       12/73      5900  1.0 

TOTIAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5900 

OOBU:  VILU^  MOBIU:  PARK  3900112      HURON  NAl'L  115  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 115 

00U3WAIER  5400112      MERCER  NAIL  4220  1.4 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSIQi ^220 

OOIDNIAL  MDBILE  ESTATES  4601812      DDGAN  NATL  60  1.1 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 60 

OOKMAL  VILM  EST  MHP  5000612      MAHONING  NATL  510  1.0 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSTEM 510 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

NATL  225             1.1 

SYSTEM 225 

Acid              ADJ       12/73  A987                        1.0 

SYSTO^ 4987 

NATL  2312            1.0 

SYSTEM 2312 

Acid              ADJ      01/73  252942                        1.0 

cutis  13398 

SYSTO^l 266340 

Acid              ADJ      01/73  539836                        1.0 

OONS  11200 

0»IS  20000 

OCWS  22000 

SYSl'EM 593036 

Acid              ADJ      01/84  56020                        1.0 

SYSTEM 56020 

NATI.  116            0.9 

SYSTH"! 116 

Acid      ADJ   11/76  13500          1.0 

SYSTTiM 13500 

NATL  174     1.1 

SYS'IH^l 174 

NATL  1197     2.1 

SYSTH^ 1197 

NATL  1140     1.1 

SYSTEM 1140 


omjony  park  mhp 


OOliUBIANA 


OOUMBUS  GROVE 


OMUMBUS-DUBLIN  ROAD 
BEXLEIY 


CDUJMBUS40RSE  ROAD 
FRANKLIN  CD  SAN  DIST 
GAHANNA 
REYNOLDSBURG 


dXJLWBUS-PARSONS 


OCMUNITY  GARDENS  MHP 


OOMJEAUT 


CONRAD'S  MHP 


OONriNENIAL 


OONVDY 


0200312   ALLEN 
TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIER 

1500312   COLUMBIANA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

6900112   PUHJAM 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER 

2500411   FRANKLIN 
2500103   raANKLIN 

tot:al  POPULAncw  served  by  source  water 

2500421  FTIANKLIN 

<*  2501003  FRANKLIN 

2501303  FRANKIJN 

2503203  FRANKLIN 

TOTLAL  POPULATION  SERVED  BY  SOURCE  WA'IER 

2500442   FRANKLIN 
TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

2500512   FRANKLIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

0400411   ASHTABULA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

8100012   VAN  WERT 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

6900212   PUINAM 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

8100112   VAN  WERT 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

-— — — ^^7 COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                      tPA                    uuuin  i  r                                                                           SERVED  NAT       OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  "^^" pATE      LEVEL    LEVEL 

OORDI^MHP                                                     A900312      MADISON                                               NATL  60            2.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 60 

OORXUND                                                           7800512      TRUMBULL                         Acid              AEU      05/83  5040                        1.0 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5040 

OOSHOCION                                                         1600012      OOSHOCIDN                       NaSiF6          ADJ       10/74  15000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 15000 

OOUmY  ACRES  GOLF  CUJB                               6901412      PUIIJAM                                                 NATL  37            1.3 

TDOIAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTO^ 37 

OOUNIRY  HAVEN  MHP                                          1201412      CURK                                                   NATL  200            1.6 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 200 

GOUNIRY  MANOR  EST  MHP                                  6900312      PUIT^                                                 NATL  28            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 28 

OOUMIRY  MEADOWS  OONDO                                  5500012      MIAMI                                                   NATL  50            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

OOUmY  SIDE  MHP                                            2500612      FRANKLIN                                             NATL  225            1.4 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 225 

OOUNIRY  VJOOD  ESTA3ES  MHP                             7100512      ROSS                                                     NATL  72            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSIEM 72 

CRABAPPLE-JOE  DUDEK  GOAL                             0700812      BEI^C^^•                                               NATL  33            0.9 

TXmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 33 

CRIDERSVIU^                                                   0600212      AUGUIZE                                             NATL  2200            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

CROOKSVILLE                                                     6400111       PERRY                              Acid              AIXJ      06/85  3000                        1.0 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

C8CWJ  VILLAGE  MHP  5700612      MDNIX30MERY  NAIL  345  0.8 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 345 

CUYAHOGA  FALLS  7701012       SUmiT  Acid  ADJ      01/84     55000  1.0 

MUNRDE  FALLS  7702703      SLhMIT  OONS  4731 

SILVER  LAKE  7704303      SIM^T  OONS  2856 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 62587 

DARBY  (EEST  WAITO  ASSN  4900412      MADISON  NATL  168  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 168 

DAYTON-MIAMI  5700712      MaTTOGMERY  Acid  ADJ      03/77     88500  1.0 

VANDALIA  5702603      MONTGOMERY  OONS  15000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSI^ 103500 

DAYTON-OTTAWA  5700722  MONIGOMERY  Acid              ADJ  03/77  216600                        1.0 

BROOKVILLE  5700203  MONTOOMESY  OONS                    4300 

GREECE  00  OlANGEVIEW  OON  2900803  GREENE  OONS                      800 

MONIGGMERY  00-^DRIHRIDGE  5701503  MONTOQMERY  OONS                  74000 

MONTOCMERY  OO-RIVBRSIDE  5701603  MONTOOMERY  OONS                  19000 

TOOIWGOD  5702403  MONTGOMERY  OONS                    7800 

TOTAL  POPULATIOa  SERVED  BY  SOURCE  WATER  SYSTO^ 322500 

DE  CHAFF  4600512      LOGAN  NATL  1358  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 1358 

DEFIANCE  2000111      DEFIANCE  NaSiF6  ADJ      04/64     16600  1.0 

AYERSVILLE  2000903      DEFLANCE  OONS  770 

OIRISTI-MEADOWS  SUBDIVISION  2001003      DEFIANCE  OMJS  288 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17658 

DEL-OO  WJm  GO,  OLENTANGY                         2100211       DEIAWARE                         Acid              ADJ       01/74  3000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

DELAWARE  MHP                                                      2100412       DELAWARE                                                NATL  150             1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

DELFHOS                                                             0200412      ALLEM                                                   NATL  7314             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 7314 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

DELUXE  MHP                      8703712   WOOD                     NATL  220     1.7 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSKW 220 

MSHLER                        3500112   HEMRY                    NATL  1868     1.6 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYS'KM 1868 

DOROniY  LCfVE  REnREMENTT  HOME         7500712   SHELBY                     NATL  368     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 368 

DOT-MAR  MOBILE  HOME  PARK            6500712   PICKAWAY                  NAIL  67     2.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 67 

DOVE  NURSING  FACILITY              7901012   TUSCARAWAS                 NATL  50     1.6 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSIH>1 50 

DOVER  MHP                       8000012   UNION                    NATL  150     1.6 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 150 

DUNKIRK                        3300212   HARDIN                    NATL  945     1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3EK  SYSTEM 945 

EARNHART  HILL  WD                  6500812   PIQCAWAY          Acid      ADJ   10/84  4992          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4992 

EAST  LIVERPOOL  1500811   OOLIMBIANA         NaSiF6    ADJ   12/81  17000  1.0 

OOUWBLANA  00  WD  2  1500503   COLUMBIANA  CONS        3100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAQTH  SYSTEM 20100 

EAST  MUSKINOW  WA                 6000412   MUSKINGUM         Acid      ADJ   11/82  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

EAST  PALESTINE                   1500912   COU^BLANA         Acid      ADJ   08/72  5600          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5600 

EATON                          6800422   PREBLE                    NATL  7200     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and iPA        CdUi^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID USED p^E  ^^"  '    LEVEL  lJvEL 

EDGEWA3ER  ESTATES  MHP              2200112   ERIE                     NATL  65     1.3 

TDIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOi 65 

EDON                           8600512   WILLIAMS                  NATL  924     0.9 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 924 

ELDORADO                        6800512   PREBLE                    NATL  550     1.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 550 

ELK»E                         6200712   OTEAWA                    NATL  1275     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1275 

ELYRIA  4700411   LORAIN  NaSiF6    ADJ   05/54  53000  1.0 

AhtlERST  4700003   LORAIN  OONS       10644 

NDRm  RIDCEVILLE  4700803   DDRAIN  OONS       21500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 85144 

QGLEWOOD  5700812   MONTGOMERY         Acid      ADJ   01/73  11900  1.0 

TCriAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSIQd 11900 

EMGLEWOOD  MANOR  APTS  7601712   SIARK  NATL         144     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 144 

QCN  1201812   CLARK  Acid      ADJ   10/84   3664  1.0 

CLARK  00  CREEM  MEADOWS  #1  1200603   CLARK  OONS        2344 

CLARK  00  CREEU  MEADOWS  #2  1200703   CLARK  OONS        1600 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 7608 

FAIRFIELD  00  WAKR  DIST  2301912   FAIRFIELD  Acid      ADJ   10/84   4000  1.0 

MINC30  ESTAIES  WAHR  SYSTEM         2301603   FAIRFIELD  OONS         1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR  SYS'I^ 5000 

FAIRFIELD-ION  EXCHANGE  PLT          0900722   BUTLER            Acid      ADJ   10/70  7360          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYST^ 7360 

FAIRFIELD-LIME  SC»A  PLAMI           0900715   BUILER            Acid      ADJ   10/70  24640          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'JIJI  SYSIB>1 24640 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

FAIRPORT  HARBOR                   4300A11   LAKE              Acid      ADJ   10/6A  3200          1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

FARMEKSVILLE                     5700912   MOWraOMERY                 NATL  970     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 970 

FAYETIE                        2600412   FULTON            NaF      ADJ   01/83  1300          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

FAYETIE  OO-CULPEPPEK  SUED           2400112   FAYETTE                    NATL  250     1.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTO^ 250 

FINDLAY                        3200114   HANCOCK           Acid      ADJ   04/57  40000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 40000 

FIVE  OOUNTY  JUVENILE  CENTER          8000112   UNION                     NATL  38     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38 

FLAT  ROCK  CHILDREN'S  HOME           7400312   SENECA                     NATL  60     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 60 

FLETCHEK                        5500412  MIMl                                                  NATL  650     1.5 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 650 

FCRT  LARAMIE                     7500312   SHELBY                    NATL  980     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 980 

PORT  RECOVERY                    5400212   MEHCER                    NATL  1473     0.9 

TOTAL  POPULATTC*!  SERVED  BY  SOURCE  WATER  SYS-IEM 1473 

EOIT  SHAWNEE  HIGHLAND  GREEN         0201612   ALLEN                    NATL  370     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 370 

POSTORIA                        7400411   SENEGA            Acid      ADJ   02/74  15535          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15535 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and   EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SsECUt'ivI  SYSTEMS  SERVED  ID  USED ^TA^   S^^^^D        ^NAT^     ^QPT^ 

FXXJMIMN  PARK  NURSING  HOME                         1100312      OiAMPAIGN                                            NATL  51             1.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WA31ES  SYSTEM 51 

FX3WLHI  MDBILE  HCMES                                       7801012      imMBULL                                              NATL  55             1.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 55 

PCKLAIR  FARMS  MHP                                          6502412       PICKAWAY                                              NATL  575            2.2 

TOTAL  POPULAnC*J  SERVED  BY  SOURCE  WATER  SYSTEM 575 

FRAIL  Wnm  OQMPANY                                      0200612      ALLEM                                                   NATL  140            1.6 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 140 

FTIANKLIN                                                           8300412      WARREN                             Acid              ADJ       06/72  12100                        1.0 

WARREN  OO-FRANKLIN  AREA                           8301603      WARREU                                                  OMJS  1974 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 14074 

FREMDNT                                                             7200311       SANDUSKY                         Acid              ADJ       06/71  20500                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20500 

GALLIA  GO  RURAL  WATER                                   2700012      GALLIA                             Acid              ADJ      06/76  13000                        1.0 

VINTON                                                           2700403      GALLIA                                                 OONS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE]R  SYSTEM 13500 

GALLIPOLIS                                                        2700112      GALLIA                            Acid              ADJ       11/65  9300                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9300 

GBORGEIOWN                                                       0800511       BROWN                               NaF                ADJ       11/61  3630                        1.0 

BROWN  00  RURAL-GEIMITOWN                       0802012       BROWN                                                    OONS  135 

HAhWERSVILLE                                                0800603      BROWN                                                   OONS  690 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 4455 

GETTYSBURG                                                        1900512       DARKE                                                   NATL  580            0.8 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSIH"! 580 

GIBSONBURG                                                        7200311       SANDUSKY                                              NATL  2479            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2479 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

HAMILTON          Acid      ADJ   12/52  2307          1.0 

BY  SOURCE  WATtK  SYSTEM 2307 

VAN  WERT                   NATL  100     1.1 

BY  SOURCE  WATER  SYSTH^ 100 

DDRAIN            Acid      ADJ   03/82  2300          1.0 

BY  SOURCE  WATER  SYSTH^ 2300 

MERCER                    NATL  120     1.4 

BY  SOURCE  WATER  SYSTEM 120 

LUCAS            NaF      ADJ   11/82  1000          1.0 

BY  SOURCE  WATER  SYSTEM 1000 

CHAMPAIGN                 NATL  195     0.8 

BY  SOURCE  WATER  SYSTEM 195 

UQCING           Acid      ADJ   12/71  6600          1.0 

UCXING                   CONS  640 

BY  SOURCE  WATER  SYSTEM 7240 

PREBLE                    NATL  850     0.9 

BY  SOURCE  WATER  SYSTEM 850 

FAYEmE                    NAIL  25     1.1 

BY  SOURCE  WAIER  SYSTEM 25 

HANCOCK                    NAIL  26     1.7 

BY  SOURCE  WATER  SYS'ltM 26 

UaaNG                    NATL  80     1.0 

BY  SOURCE  WATER  SYSTEM 80 

MADISON                    NATL  588     1.3 

BY  SOURCE  WAlliK  SYSTEM 588 


GfPMDALE 

3100712 

TUTAL  POPULAnC*J  SERVED 

GORDON'S  MHP 

8100212 

TUTAL  POPULATION  SERVED 

CSAFION 

4700511 

TOTEAL  POPULATION  SERVED 

GRAND  HAVEN  MHP 

5400312 

TOTAL  POPULATION  SERVED 

GRAND  RAPIDS 

8700711 

lUTAL  POPULATION  SERVED 

GRANDVIEW  HTS   CIVIC  ASSOC           1100412 

lUllAL  POPULATION  SERVED 

GRANVILLE 

4500612 

ATJO(ANDRIA 

4504203 

■lUlAL  POPULATION  SERVED 

GRAHS 

6800612 

TUTAL  POPULATION  SERVED 

GRFJM  ACRES  NURSING  HOME            2400312 

TUIAL  POPULATION  SERVED 

GRFm  MEADOW  IRAILER  COURT           3200812 

lUTAL  POPULATION  SERVED 

GRFFN  MEADOWS  MHP 

4500712 

lUTAL  POPULATION  SERVED 

GREF>J  MEADOWS  MHP 

4901812 

lUTAL  POPULAITON  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

,    ,,,,,       ^ FPA COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     OUUNit                                                                   ^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ ^^ LEVEL    LEVEL 

GREEN  SPRINGS  7A00512      SQECA  NATL  1500  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1500 

(SEEN  VALLEY  hHP  6201212      OTTAWA  NATL  A7  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM ^7 

CREEME  00  NDKIH  BEAVERCREEK  2903512      GREENE  Acid  AOJ       11/81  8393  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 8393 

(XEEM^  OONDCMENIIMS  120A912      Cl^  NATL  193  1.1 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 193 

GREENWOOD  MHP  6201312      OTTAWA  NAIL  lAO  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 1^ 

HAMILTaWCRra  Pli^  0901012      Bmm  NaSiF6  ADJ       12/53  11000  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM HOOO 

HAKILTON-SOmi  PI^  0901022      BUim  NaS.F6  ADJ       12/53     70000  1.0 

BUILER  00  SWR  DIST  2  0900303      BUTLER  OONS  254W 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 95A59 

H^y.^^                                                               3500312      HENRY                                                   NAll.  700            2. A 

TOTAL  FOPUIAHON  SERVED  BY  SOURCE  WATER  SYSTEM 700 

HARDIN  OOUMIY  HCME                                        3300512      HARDIN                                                  NA3L  181             1.9 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSlTiM 181 

HARl^EA^  FORK  WATER                                  8300512      WARREN                              Acid              AllJ       11/77  11400                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM HAOO 

HARRIS  TRAILER  OOURT                                    8600612      WILLIAMS                                              NATL  50            1.0 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 50 

HARRISON  3100812      HAMILTON  Acid  ADJ      09/8A       5855  1.0 

HARRISON  TWP  WAItR  OORP  3100903      HA^aLTON  CONS  lOau 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

WEST  HARRISON,   IN                                        5215011       DEARBORN,   IN                                        CONS  0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6935 

HAYDEN  fflS  MHP                                                  2501612       FRANKLIN                                               NAIL  250             1.5 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 250 

HEARTLAND  OF  CEDAR  SPRINGS                          6800212       PREBLE                                                   NATL  60            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 60 

HEARTLAND  OF  INDIAN  LAKE                             4601112      DDGAN                                                   NATL  100            1.6 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 100 

HEAIH                                                                 4500912      LIOONG                           NaSiF6          ADJ      02/71  7500                        1.0 

TOTAL  POPULATiai  SEKVED  BY  SOURCE  WATER  SYSTH^ 7500 

HEBRCN                                                               4501012      LICKING                           Acid              ADJ       12/82  2200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH-l 2200 

HECLA  WIR  ASSOC                                              4401612      LAWREUCE                         Acid              ADJ      06/83  14000                        1.0 

TOTAL  POPULATIC^  SERVED  BY  SOURCE  WATER  SYSTEM 14000 

HERITAGE  APTS  #1                                            2400412      FAYETIE                                               NATL  135            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 135 

HICKORY  GROVE  MHP                                          5900412      MDRROW                                                 NATL  75            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 75 

HICKSVILLE                                                          2000212       DEFIANCE                                               NAIL  3721             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3721 

HIDDEN  LAKES                                                    5938412      MDRROW                                                 NAIL  2250            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 2250 

HIDDEN  VALLEY  MHP                                            7500412       SHELBY                                                    NATL  190             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 190 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

^"'^ -^SI COUFTF? C^Ei^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPf  OUUNIY  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^^y^  LEVEL     LEVEL 

NO . — ■ ~ 

HIOiDNND  00  WAm  00  3^512      HIGHI^  Acid  AOJ       09/71     15127  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 15127 

HIOIUND  ESIMES  MHP                                      2501712       FRANKUN                                                NATL  150             1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEE  SYSTEM 1^0 

fflCM^MHP                                                    2000312      DEFIANCE                                              NATL  70            1.5 

TOTAL  EOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 70 

HIGHU^NDER  MHP                                                2301312       FAIRFIELD                                            NATL  33            1.2 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 33 

HILLCM^  E^TAIK  MHP                                   3301212      HARDIN                                                 NATL  25             1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 25 

jjjU^BORO                                                         3600614      HIGHl^^                         Acid              AEU       06/74  6800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6800 

HILLVIEW  MANOR  MHP                                          7202712       SANDUSKY                                                NATL  60             1.3 

TOTAL  POPUMTION  SERVED  BY  SOURCE  WAIER  SYSTO1 60 

HODGMAN  ROAD  TRAILER  COURT                         8700912      WDOD                                                     NATL  50            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

iijU:;pj:E                                                            3500512      HEWRY                                                   NATL  1315            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1315 

HOUDAY  APAKIMEJrrS                                          4401012       U^WRENCE                                                NATL  150             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 150 

HOUDAY  SERVICE  OORP                                     3900412      HURON                                                   NATL  900            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYST^ 900 

HOLIDAY  SHORES  MHP                                          A600812       LOGAN                                                      NATL  50             1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HOPEWELL  ESTA3ES  MHP                                    7401412      SEIJECA                                                 NATL  112            0.8 

TDTTAL  POPULAnOJ  SERVED  BY  SOURCE  WAim  SYSTEM 112 

HUBBARD                                                             7801412      TOUMBULL                         Acid              ADJ      01/72  9000                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTO*! 9000 

HUDSON                                                               7701612      SLM^T                            NaSiF6          ADJ       11/69  5000                        1.0 

TOTAL  P0PULATI(»4  SERVED  BY  SOURCE  WATER  SYSTOd 5000 

HUbJTDCION  WC                                                  4400611      LAWROJCE                         Acid              ADJ       10/67  25                        1.0 

OHIO-AMER,  LAWRENCE  00                             4400803      LAWRQJCE                                             OONS  8100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8125 

HURON                                                                 2201011       ERIE                                NaSiF6          ADJ      07/56  7123                        1.0 

ERIE  00-EAST  HURON  SD                               2200403      ERIE                                                     OONS  1416 

ERIE  00-SOUIH  HURi»I  SD                             2200703      ERIE                                                     OOJS  108 

ERIE  00-WEST  HURON  SD                               2200903      ERIE                                                     OONS  460 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO^ 9107 

HURON  VALLEY  MOBILE  PARK                              3900512       HURON                                                     NATL  111             0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 111 

HUSTON  REST  &  NURSING  HOME                         8200112      VINIDN                                                 NATL  122            2.1 

TOTAL  POPULATIC*)  SERVED  BY  SOURCE  WAIER  SYSTEM 122 

INDIAN  HILL                                                     3101112      HAMILTON                         Acid              ADJ      03/61  15000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSIH^ 15000 

INDIAN  TRAILS  MDBILE  PARK                            5100212       MARION                                                    NAIL  122             1.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA'IER  SYSTEM 122 

INDIANBROCK  WAItR  00                                      0201412       ALLEN                                                     NATL  330             1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 330 

IRCNIDN                                                             4400711       LAWREICE                         NaSiF6          ADJ      04/53  15000                        1.0 

HECLA  Wffi  ASSOC  IRDNIDN                            4400403      LAWREMCE                                               OONS  264 

TOTAL  POPULAIIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 15264 


628 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

-ZJ— -r^ COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OOUNIY  ^  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  L^^y^L    LEVEL 

NO 

J  AND  R  MDBILE  HCME  PU^  6001112       MUSKINGUM  NATL  150  1.3 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WMER  SYSmi 150 

j^^CKSON  ^^111  JACKSON  NaSiF6          ALU  12/57       9520                        1.0 

JACKSON  00  WAIER-JACK  A  4000203  JAOCSON  OONS                      650 

JACKSON  00  WAm-JACK  B  4000603  JACKSON  OONS                      300 

JAOGON  00  WAITO-JACK  F&H  A000803  JACKSON  0»^S                      950 

JACKSON  00  WAm-JACK  I  4001103  JACKSON  OONS                       JO 

TOEAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 11450 

JAOCSON  ROAD  MHP  0901112      BinLER  f^ATL  210  1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 210 

JAMESTOWN  2901712      GREENE  NATL  1670  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1670 

JEFFERSON  DDDGE  MHP  4900612      MADISON  NATL  180  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATOR  SYSTEM 180 

JEFFERSON  REE  WAIER  AUIH  5703012      MNTOOMERY  NATL  1300  1.0 

TOTAL  roPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 1300 

JEFFERSONVILLE  2400612      FAYETTE  NAIL  1250  1.8 

TOTAL  FOPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

JERRY  CITY  TRAILER  PARK  8701012      WOOD  NATL  50  1.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 50 

JUNCTION  QTY  6400212      PERRY  NaP"  ADJ       06/76       1000  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  UKim  SYSTEM 1000 

K  AND  M  hOBILE  HCME  PARK  4900512      MADISON  NATL  150  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

KAUDA  6900512       PUTNAM  NAIL  UOO  1.3 

TOTCAL  POPULATION  SERVED  BY  SOURCE  WATIiR  SYSTO^ UOO 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

KEENAN  MHP                       5701112   MDWIOMRY                  NATL  100     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  VIAim   SYSTEM 100 

KEMLEEN  ACRES  WIR  SYS               0201712   ALLEN                     NATL  75     1.6 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

KENT                           6701812   PORTAGE           Acid      ADJ   09/71  28000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSYm 28000 

KENTON                         3300612   HARDIN                    NATL  8605     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8605 

KETTLERSVILLE  WELL  ASSOC            7500612   SHELBY                    NATL  199     1.3 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 199 

KING  OQACH  HOUSE  ESTATES            6201812   OTTAWA                     NATL  147     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 147 

KINGSTON                        7100912   RDSS                     NATL  1320     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1320 

LA  RUE                         5100312   MARION                    NATL  815     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSHM 815 

LAFFERTY  LEISURE  VILLAGE            8701112   WOOD                      NATL  44     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44 

LAGRANGE                        4700611   LORAIN            NaF      ADJ   09/81  1350          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1350 

LAKE  00  E  WJm  SUB  DIST  4302911   LAKE  Acid      ADJ   09/82  10258  1.0 

OHIO  WIR  SERV-PERRY  4301403   LAKE  OONS         961 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11219 

LAKE  00  W  WIR  SUB  DIST  4302411   LAKE  Acid      ADJ   03/57  85812  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 85812 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO  ^ - 

rST COUNTY  CHEM  STATUS     FLUOR       POP       ^NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  l.uuin:t  SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                 USED DATE  LEVEL     LEVEL 

LAKEUGREN  l/HUTIES  INC                               6800712       PREBIJi:                                                 NAIL  400            1.1 

TOTAL  FOPULATICN  SESVED  BY  SOURCE  WATER  SYSTEM AOO 

U^KERIDGE  RESORTS  INC                                  A601312       DDGAN                                                   NATL  350            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

U^KESIDE  COURT  MHP                                        4601412      IX)GAN                                                   NATL  64            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 64 

LAKESIDE  ESTATES  MHP                                    0600312      AUGLAIZE                                              NATL  62            1.5 

TOrrAL  POPULATION  SERVED  BY  SOURCE  ViATm  SYSTEM 62 

LAKESIDE  TRAILER  PARK                                   3200712      HANCOCK                                               NATL  84            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ^  ^ 84 

LAKEVIEW                                                           4601512      liDGAN                                                   NATL  1089            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1089 

LAURA                                                                 5500612      MIAMI                                                    NATL  500            1.5 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

LAWRENCEVILLE                                                  1202812      CURK                                                   NATL  200            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

LE-AX  WATER  00                                                0501111      ATHENS                             Acid              AEU       09/77  7500                        1.0 

ALBANY                                                           0500003      ATHENS                                                  CCtiS  892 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8392 

LEESBURG                                                           3600712      HIGHLAND                                              NAIL  1150            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1150 

LEIPSIC                                                             6900612       PUINAM                                                 NATL  2200            2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

LEISURE  VILLAGE  MHP                                        4502112       UCKING                                                  NATL  210             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 210 


631 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

SrES?,rS?rTEMS  SERVED  f  ^^^  CHEM         STATUS     FLUOR  JOP^    NATU^^L  SYS^ 

NO DATE LEVEL     LEVEL 

LIAL  CJONVENT                                                   4836912      liJCAS                                                   N^.  60            1.8 

lUrAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 60 

LICKING  00- JARDIN  MANOR  SWD  5                   4503412      LJOONG                                               NATL  342            1.1 

TOTEAL  POPULAHOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 342 

LIMA                                                                   0200811      ALLEM                              Acid              ADJ      06/71  67539                        1.0 

ELIDA                                                             0200503      ALLEN                                                   OO^S  3000 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAOER  SYSTEM 70539 

LINOOLN  AVE  MHP                                              3301313      HARDIN                                                 NATL  74            0.8 

TOLAL  POPULATI(»I  SERVED  BY  SOURCE  WATER  SYSTEM 74 

LINDSEY                                                             7200512      SANDUSKY                                             NATL  650            1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 650 

LITTLE  HOCKING                                                8400212      WASHINC7IDN                     Acid              ADJ      05/84  6300                        1.0 

WARREM  CC^WUNITY  W&S  #1                           8401003      WARREN                                                 OONS  2500 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSHM 8800 

I^I    .                                                               5200412      MEDINA                            NaF               ADJ      07/81  3100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3100 

LOGAN                                                                 3700612      HOCKING                           Acid              ADJ      06/63  6557                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6557 

ICMXM                                                              4900712      MADISON                                               NATI.  7000            0.8 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 7000 

LORAIN                                                               4700711      LORAIN                             NaSiF6          ADJ       11/55  84339                        1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 84339 

LOUISVILLE                                                       7603012      STARK                              Acid              ADJ      09/77  7800                        1.0 

TOOAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 7800 

LDVELAND                                                           1300812      CLERMKI                         Acid              ADJ      01/78  9800                        1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 9800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

_ ■ r^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and       __^,^^                                ^^^                     COUNTY                           u                                    START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^      DATE LEVEL    LEVEL 

MAHONING  VALLEY  SAN  DIST  7801811  TOIMBULL                          Acid  ADJ       10/52  25                         1.0 

CANFIELD  3000503  MAHONING  OO^S  5830 

GIRARD  7801103  TOLWBULL  CONS  15000 

MCDONALD  7802003  TOIMBULL  OO^S  A750 

ljjl£S  7802A03  imJMBULL  OONS  ^bUUU 

•miWBUIi  00-MINERAL  RIDGE  7803503  TOMBULL  0»IS  3288 

YouNGSIOWN  5002303  MAHONING  OONS  115000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 169893 

MAPLECROFT  MHP  5001312      MAHONING  NATL  100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

MARCUS'S  FIELDBRDOK  INC  1203012      CLARK  NATL  235  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 235 

^l^PTTA  8400412  WASHINGTON  Acid              ADJ  08/62     21450                        1.0 

REIC  AREA  W&S  NO  1  8402503  WASHINGTON  OONS                      900 

RENO  AREA  W&S  NO  2  8402803  WASHINCTTON  OONS                      700 

REIC  AREA  W&S-KARDEX  8402903  WASHINGTON  OONS                       100 

RE1«  AREA  W&S-SUNNYVIEW  8402603  WASHINGTON  OONS                       250 

WARREN  OCmJNIIY  W&S  #2  8402703  WARREN  OONS                      560 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 23%0 

MARRK-V  WAira  00  INC  0201512      ALLEN  NAIL  A65  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 465 

MARTINS  FERRY  0701212  BELMONT  NaSiF6          AOJ  08/52     17000                        1.0 

GEORGETOWN  WTR  DIST  3400503  HARRISON  OONS                      216 

TRI-OXNTY  WIR  AUIH  3401403  HARRISON  OONS                    2000 

ADENA  4100003  JEFFERSON  OONS                    1200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlliR  SYSTEM 20416 

MASON                                                                 8300812      WARREN                             Acid              ALU       08/80  9000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

MAYSVILLE  RBG  WATER                                      6001411      MUSKINOM                       Acid              ADJ       10/83  4160                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4160 

MCCARTYVILLJE  WELL  ASSOC                                7500812       SHELBY                                                    NATL  240             1.2 

TOrTAL  POPULAl'iON  SERVED  BY  SOURCE:  WAlTi^  SYSTEM 240 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

cSilES^rsStEMS  SERVED  f  ^^^  CH|M         STATUS     FLUOR  ^^POP^    NATURAL  SVS^TEMS 

NO DATE LEVEL    LEVEL 

MOGUFFY                                                             3300712      HARDIN                                                 NATL  630            2.1 

TOEAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTIW 630 

MECHANICSBURG                                                    1100712       CHAMPAIGN                        NaF                ADJ       04/8A  1800                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTtW 1800 

MEDINA                                                               52005 lA      MEDINA                            NaSiF6          ADJ       12/53  16000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 16000 

ME14D0N                                                               5400612      MERCEE                                                 NATL  762            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 762 

MERCER  OXMY  HOME                                        5400712      MERCER                                                 NATL  66            1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 66 

MERCER  COUNTY  HOME  #2                                   5402312      MERCER                                                 NATL  66            1.1 

TOTAL  P0PUL\T1C»I  SERVED  BY  SOURCE  WATER  SYSl^EM 66 

MIAMI  OO-CREEKWDOD                                        5502412      MIAMI                                                   NATL  60            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

MIAMISBURG                                                       5701212      MOnOOMERY                     Acid              ADJ      02/72  15300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IEM 15300 

MID  CITY  MHP                                                    7201212      SANDUSKY                                             NATL  300            1.5 

TOTAL  POPUl^TIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 300 

MIDDLE  POINT                                                   8100312      VAN  WERT                                             NATL  710            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IB^ 710 

MIDDLEFIELD                                                     2802012      GEAUGA                            Acid              ADJ      09/81  1850                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1850 

MIDWAY  M3BILE  HCME  PARK                                7200612       SANDUSKY                                                NATL  113             1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSHM 113 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and EPA  CoUi^Tv  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  I^D  ^^^° DATE  lEvL     LEVEL 

^Lp^jy)                                                             1301012      GLEKMDNT                         Acid              ADJ      09/82  5300                        1.0 

TOTAL  POPULATION  SESVED  BY  SOURCE  WATEK  SYSTEM 5300 

MTLTORDGENMl                                                8000212      UNION                                                   NATL  1000            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOvl 1000 

MILLESSroRT                                                      2301212       FAIRFIELD                                            NATL  lAOO            1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM l^tX) 

MINOO  JUNCnON                                                4101612      JEFFERSON                       Acid              AEU      09/77  5200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 5200 

MiNOTR                                                             0600412      AUGLAIZE                                              NATL  2557             1.1 

TDOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2557 

MDNRDEMHP                                                        1203112      OJm                                                  NATL  25             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wnm  SYSTEM 25 

MDNIOOMERY  GO-CSEAIBR  MDRAINE  5701312      MDNTGOMERY  AEU      01/83  135000  1.0 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 135000 

MXRE  MHP                                                          3401012      HARRISON                                              NAIL  100            1.0 

•KflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

MORNING  VIEW  CARE  CENIER                             5100112      MARION                                                 NATL  51            0.9 

TCTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51 

MDRNING  VIEW  CARE  CENTER                             5900312      MDRRCW                                                 NATI.  55            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 55 

MDRRIS  PLAZA  MHP                                            1900812      DARKE                                                   NATI.  110            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYm HO 

MDUNTBD^iARD                                              3200512      HANCOCK                                                NATL  460             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^0 


635 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


MOUNT  GILEAD 


MDUNT  ORAB 


MDUNT  STERLING 


NCUNT  VICK»Y 


MUSKINOW  OOJSV  DIST 


MYERS  AE»ITION 


NAPOLEIMJ 
FLORIDA 
UBERTY  CENTER 


NEIGHBOl  WATER  O) 


NELSOJ  LEDGES  EST  MHP 


NELSONVILLE 


NEVADA 


NEW  BREMEN 


5900712      MORROW 
IDEAL  POPULATION  SERVED  BY  SOURCE  WATER 

0801011      BROW^ 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4900812      MADISOJ 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

3300912      HARDIN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

7003312      RICHLAND 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3300812      HARDIN 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER 

3500811  HENRY 
3501203  HENRY 
3500603      HENRY 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WATER 

5402212      MERCER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

6702412       PORTAGE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

0501214       ATHENS 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

8800312      WYANDOr 
TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER 

0600512       AUGIAIZE 
TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

NATL  3500            0.9 

SYSTEM 3500 

Acid              ADJ      09/81  3250                        1.0 

SYSTH>1 3250 

NATL  1700             1.2 

SYSTEM 1700 

NATL  650            2.1 

SYSTEM 650 

NATL  350            1.1 

SYSTEM 350 

NATL  68            1.8 

SYSTEM 68 

NaSiF6          ADJ      09/71  8450                        1.0 

CONS  357 

OONS  nil 

SYSTEM 9918 

NATL  400     1.8 

SYSTEM 400 

NA'IL  309     1.0 

SYSTEM 309 

Acid      ADJ   02/72  6500          1.0 

SYSTB1 6500 

NAIL  940     1.1 

SYS'I^EM 940 

NA:1L  2600             1.7 

SYSTEM 2600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OHIO 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


NEW  OONOORD 


NEW  HOLLAND 


NEW  LEBANON 


NEW  LEHNCTIDN 


NEW  VIEMJA 


NEWARK 


NEWOCMERSTCWN 


NBWICW  FALLS 
DDRDSTOWN 


NEY 


NMILICK  PLACE  UHL  00 


NORTH  BALTIMORE 


NORTH  CAMION 


^^                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
in                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

6001711      MUSKINOM                       NaF                ADJ      03/75  3300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3300 

6501612       PICKAWAY                                              NATL  810            1.6 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 810 

5701812      MOMTOOMERY                                          NATL  4900            1.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 4900 

6400411       PERRY                               Acid              ADJ      06/75  5200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 5200 

1400815      CLINTON                                               NATL  1133            1.0 

TOTAL  POPULATTCW  SEKVED  BY  SOURCE  WATER  SYSTB4 1133 

4502314      UOaNG                           NaSiF6          ADJ      05/57  42000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 42000 

7900912      TUSCARAWAS                     Acid              ADJ      03/83  4000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 4000 

7802311      TKLMBULL                         Acid              ADJ       01/74  6500                        1.0 

7804403      TRIWBULL                                              OONS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 7000 

2000512      CEFIANCE                                              NATL  400            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYST™ 400 

8601012      WILLIAMS                                              NATL  322             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 322 

8701611      LUCAS                               Acid              ADJ       02/85  3200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

7604312       STARK                              Acid              ADJ       11/74  17000                        1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATH^  SYSTEM 17000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

NORTH  HAMPTON                                                    1203412       CLARK                                                     NATL  500             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

NORTH  LEWISBURG                                                1100812       CHAMPAIGN                                              NATL  1000             1.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 1000 

NORTHLAND  PARK  MHP                                          8601112       WILLIAMS                                                NATL  60             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

NORTHVIEW  UnL  ASSOC                                     7500912      SHELBY                                                 NATL  100            1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

NORTHWDCD  HOMEOWNERS  ASSOC                         5401912      MERCER                                                 NATL  152            1.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 152 

NORWALK                                                             3901111      HURON                              Acid              ADJ       11/71  14600                        1.0 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14600 

OAK  HILL                                                           4000411      JACKSON                           Acid              ADJ      03/75  3000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

OAK  HILL  APARTMENTS                                      7202012      SANDUSKY                                              NATL  32            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32 

OAK  HILL  MHP                                                      3000412       GUERNSEY                                                NATL  97             0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 97 

OAK  HILLS  MHP                                                    2502112       FRANKLIN                                                NATL  64             1.4 

TOTAL  POPULAnaj  SERVED  BY  SOURCE  WATER  SYSTEM 64 

QAKWOCM)                                                             6300312      PAULDING                                             NATL  850            2.1 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 850 

QAKWOOD  ACHES  INC                                          4900912      MADISON                                               NATL  98            1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 98 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

fvjO  DATE LEVEL     LEVEL 

C^^1<WD0D  MHP                                                      8601212      WILLIAMS                                              NATL  125             1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 

(BERLIN                                                             4700911       IDRAIN                             Acid              ADJ       03/54  9300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9300 

OHIO  CITY                                                         8100412      VAN  WERT                                              NATL  816             1.4 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 816 

OHIO  CH-IIMXIN  OORRECnONAL                       4901012      MADISON                                               NATL  2200            1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

OHIO  CR/PRE-ilELEASE  C£inm                         6501712      PICKAWAY                                              NATL  3200            1.1 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

OHIO  DNR-BURR  OAK                                          0501311      MHENS                             Acid              ADJ       11/72  150                        1.0 

BISHOPVILLE  W&S  ASSOC                               0500403      AIHENS                                                  OONS  900 

CARBON  HILL                                                  3700103      HOCKING                                                OONS  700 

CORNING                                                         6400003      PERRY                                                   OONS  999 

OORNING                                                         6400003      PERRY                                                   OONS  999 

GDDUSTER                                                       0500703      AIHEUS                                                  OONS  2211 

HOLLISTHl  WATER  ASSOC                               0500903      AIHEJJS                                                  OONS  300 

JACKSONVILLE                                                0501003      KOMIS                                                 OONS  700 

MURRAY  CIIY                                                  3700803      HOCKING                                                OONS  579 

NEW  STRAITSVILLE  SYSTEM  #1                      6400503      PERRY                                                   OONS  783 

NEW  STOAITSVILLE  SYSTEM  #2                     6402203      PERRY                                                   OONS  93 

OLD  STRAITSVILLE  WAKR  #1                       6402103      PERRY                                                   OONS  84 

OLD  STRAITSVILLE  WSm  #2                       6401403      PERRY                                                   OONS  444 

REMMLLE                                                      6400603      AIHEMS                                                  OONS  90 

SHAWNEE                                                         6401003      PERRY                                                   OONS  750 

SO  PERRY  00-BUCKINGHAM                             6401503      PERRY                                                   OONS  45 

SO  PERRY  00-OONGO                                      6401603      PERRY                                                   CONS  453 

SO  PERRY  OO-DRAKES                                    6401703      PERRY                                                   OONS  57 

SO  PERRY  00-HEMLOCK                                    6401803       PERRY                                                      OONS  228 

SO  PERRY  00-MILLERTOWN                              6401903       PERRY                                                      OONS  72 

SUNDAY  CREEK  VALLEY  WD                             0501503      AMEJiS                                                  OONS  2223 

TRIMBLE                                                         0501703      AIHEIJS                                                  OONS  510 


TOEAL  POPULATION  SERVED  BY  SOURCE  WAJTR  SYSTEM 
OHIO  DNR-ZALESKI  OONS  CAMP  8200312       VIMION 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAHTR  SYSTEM 


NATL 


13370 

70  1.5 

70 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OHIO  SUBURBAN-HUBER  HEIGHTS          5702012   MONraOMERY         Acid      ADJ   03/74  41000          1.0 

lOEAL  POPULATKaJ  SERVED  BY  SOURCE  WATER  SYSTEM 41000 

OHIO  UnLS-BLACKLICK               2502412   FRANKLIN          Acid      ADJ   10/73  12000          1.0 

TCXEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

OHIO  UnLSHlUBER  RIDGE             2502512   FRANKLIN          Acid      ADJ   10/71  6745          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTO^ 6745 

OHIO  iniLS-LAKE  DARBY              2502612   FRANKLIN                  NATL  2600     1.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2600 

CHTO  iniLS-TIMBERBROCK              2502712   FRANKLIN                   NATL  1100     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1100 

OHIO  WATEK  SERV-LEE  DIST            0400811   ASKLABULA         Acid      ADJ   05/72  20000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 20000 

OHIO  WIR  SERV-LEW  DISIRICT          4301511   LAKE             Acid      ADJ   03/68  70000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 70000 

OHIO  WIR  SERV-MADISON              4301311   LAKE             Acid      ADJ   05/72  25          1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSIEM 25 

OHIO  WIR  SERV-MARYSVILLE            8000314   UNIOJ            Acid      ADJ   03/74  9000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 9000 

OHIO  WIR  SERV-MASSILLDN             7604512   STARK            NaSiF6    ADJ   07/71  60000          1.0 

TOTAL  POPULA'nOl  SERVED  BY  SOURCE  WATER  SYSTEM 60000 

OnO  WIR  SERV-SIRUIHERS            5001611   MAHONING          NaSiF6    ADJ   09/71  48000          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 48000 

OHIO  YC-MAUMEE  YOUIH  GAMP           3500912   HENRY                    NATL  189     2.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 189 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO  ^ 

WATER  SYSTEM  and  EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

OflO-AMHl,  ASHTABULA  0400711   ASKI'ABUU^  Acid      ADJ   01/71  38500  1.0 

TOTAL  FOPULAFION  SERVED  BY  SOURCE  WATER  SYSTEM 38500 

OHIO-AMES,  MARION  5100414   MARION  Acid      AEU   11/71  52000  1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 52000 

OHIO-AMER,  TIFFIN  7400611   SENECA  Acid      ADJ   11/66  23000  1.0 

TOIAL  FOPULAn»l  SERVED  BY  SOURCE  WATER  SYSTEM 23000 

ONTARIO  7003512   RIOILAND  NaF      ADJ   09/85  2450  1.0 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYS-TEM 2450 

OREGON  4800911   LUCAS  NaSiF6    ADJ   12/55  22500  1.0 

OTTAWA  00-GEU:)A  AREA  6201003   OTTAWA  CONS        2400 

lOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 24900 

ORVILLE  8502712   WAYNE  NaSiF6    ADJ   04/58   8600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8600 

OTTAWA  6900711   PUINAM  Acid      ADJ   12/85   3850  1.0 

GLANDORF  6901303   PUTNAM  OONS         784 

INDIAN  KNDLLS  HCMBOWNERS  6900403   PUINAM  OONS         105 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViKJm   SYSTEM 4739 

OnOVILLE                       6900812   PUINAM                    NATL  880     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 880 

PAINESVILLE                     4301611   LAKE             NaSiFb    ADJ   09/70  27000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27000 

PANDORA                        6900912   PUINAM                    NATL  977     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 977 

PARADISE  OAKS  NURSING  HCME          6901012   PUINAM                    NAIL  184     1.3 

TOIAL  POPULATION  SERVED  BY  SOURCE  WAlia^  SYSTEM 184 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

PARIS  COURT  MHP                   1100212   (HAMPAICJJ                  NATL  125     1.6 

lOEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 125 

PARK  TERRACE  hCBILE  PARK            1203712   CLARK                     NATL  120     0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

PARKVIEW  APTS                    A502A12   LICKING                   NAIL  47     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A7 

PATASKALA                       4502512   UCKING                   NATL  3000     1.3 

TOTAL  POaiLATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

PAYNE                          6300712   PAULDING                  NATL  1490     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1490 

PEACEFUL  MSES  MHP                4801012   LUCAS                    NATL  150     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

PETnSVILLE  WAIER  WC«KS            2600812   FULTON                    NATL  75     1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 75 

PICKERINGICN                     2301512   FAIRFIELD         Acid      ADJ   07/81  4200          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4200 

PINE  GKDVE  MCBIDE  ESTATES           7003912   RICHLAND                  NATL  75     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS1B>1 75 

PINEKIRK  NURSING  HOME              4504612   UCKING                   NATL  39     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEh 39 

PIONEER                        8601312   WILLIAMS                  NAIL  985     1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 985 

PIQUA                          5501211   MIAMI            Acid      ADJ   06/77  21500          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 21500 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL    LEVEL 

PLAIN  CIIY                                                       A901112      MADISON                                                NATL  2150  ,           1.8 

TOflAL  POPULAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 2150 

PLEASANT  ACRES  MHP                                        2502912      TOANKLIN                                              NATL  150             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

PLEASANT  AOIES  MDBILE  PARK                         5100612      MARION                                                 NATL  172             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 172 

PU>M0OD  MHP                                                   A901212      MADISON                                                NATL  38            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38 

PONDEROSA  ESTAIES  MHP                                   2503012      FRANKLIN                                              NATL  115             1.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 115 

PORT  CLINIDN                                                    6203211      OTTAWA                            Acid              ADJ      01/85  11000                        1.0 

OAK  HARBOR                                                    6202615      OTTAWA                                                 OONS  4000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

PORTAGE  00  SHALERSVILLE                               6702812      PORTAGE                           Acid              ADJ      08/76  2425                        1.0 

AURORA                                                           6700003      PORTAGE                                                OONS  6000 

STREETSBORD                                                  6705003      PORTAGE                                                OONS  2400 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10825 

PORTSKOTm                                                        7300111       SCIOIO                             NaSiF6          ADJ      01/53  50000                        1.0 

saoiD  wAnn  inc-sr  125                    7301203     scioio                                   oons  18O 

SCIOTO  WATER-FRANKLIN  FURNACE                7301103       SCIOTO                                                    CCkiS  1600 

Saoro  WAIER-POND  RUN                               7301303      SCIOTO                                                 OONS  210 

SCIOTO  WAITO-SLAB  RUN                               7301603      SCIOTO                                                 OONS  90 

SaOTO  WAIHl-STONEY  RUN                           7300803      SCIOTO                                                 OCWS  161 

SaOTO  WAIER-SUGAR  GAMP                           7300903      SCIOTO                                                 CONS  1490 

SCIOTO  WATER-WHEELERSBURG                       7301003      SCIOTO                                                 OONS  1530 

SaOTO  WAIER-WORLEY  RUN                           7301403      SCIOTO                                                 OONS  39 

SaOTO  WATER-ZEIGLER  LANE                       7301503      SaOTO                                                 OONS  45 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 55345 

POtilAIAN  POINT                                                0701412      BELMDNT                           Acid              ADJ      05/84  2300                        1.0 

YORK  TVJP  WAKR  AUTH                                   0701703      BELMONT                                                OCWS  480 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2780 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

PUnWM  ACRES  CAEIE  CENTER  6901112   PUTOAM  NATL  171     2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 171 

QUIET  ACRES  NURSING  HCME  2400912   FAYETIE  NATL  45     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 

RAVENNA  6703211   PORTAGE  Acid      ADJ   12/72  16000  1.0 

ROOTSTOWN  WIR  SERV  00  6703503   PORTAGE  OONS        2700 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18700 

RAWSON                         3200612   HANCOCK                   NATL  450     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

READING                         3101812   HAMILTON          Acid      ADJ   09/78  12800          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 12800 

REPUBLIC                        7400812   SENECA                    NATL  656     0.8 

TOTAL  POPULATiai  SEHVED  BY  SOURCE  WATER  SYSfEM 656 

REX  HILL  MHP                     7703812   SUhWIT                    NATL  200     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 200 

RICHLAND  MANOR  NURSING  HOME          0211112   ALLEN                     NATL  178     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 178 

RIDGE  ROAD  TRAILER  PARK            6901212   PUTNAM                    NATL  47     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 47 

RIO  OIANM:                      2700316   GALLIA            NaF      ADJ   04/75  1500          1.0 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

RITIMAN                        8503012   WAYNE            NaF      ADJ   12/79  6063          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6063 

RIVERFRCWT  MANOR  NURSING  HOME        7400912   SENECA                     NATL  76      1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^ 76 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO DATE LEVEL  LEVEL 

RIVERVIEW  MHP                    8700812   WOOD                     NAIL  45     1.2 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A5 

RIVIEHA  IDBILE  MANOR               7201312   SANDUSKY                  NATL  150     1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 150 

ROCKTORD                        5401112   MEKCER                    NATL  1264     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1264 

RCKER  NURSING  HOME                7604712   STARK                     NATL  78     2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 78 

ROLLING  TERRACE  MHP                1203812   CLARK                      NATL  110     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTOd 110 

ROSS  00  Wm  00  7101412   ROSS  Acid      ADJ   07/75   8200  1.0 

PIKE  WAIHl  INC-ROSS  00  #1  6601703   PIKE  OONS         810 

PIKE  WSm   INC-i«)SS  00  #2  6601803   PIKE  OONS         390 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9400 

RUDOLPH  TRAILER  COURT  8702112   WOOD  NATL  150     1.4 

TCrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 150 

RUSHSYLVANIA  4602112   LOGAN  NATL  680     0.9 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAITR  SYSl'EM 680 

SABINA  1400912   CLINTON  NATL  2794     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS^-EM 2794 

SAINI  CLAIRSVILLE  0701516   BELMDNI  Acid      ADJ   11/69  6000  1.0 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

SAINT  HEMIY  5401312   MERCER  NATL  1800     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

SAINT  PARIS  1100912   QIAMPAIO^  NATL  1750     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'I^R  SYS-JTa-l 1750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
N0_ DATE LEVEL    LEVEL 

SALEM                                                                      1502011       CDLLhBIANA                       Acid               ADJ       12/57  18200                          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 18200 

SANDUSKY                                                           2201411      ERIE                                NaSiF6          ADJ      03/71  31000                        1.0 

ERIE  OO-MARGARETTA  SD                               2200203      ERIE                                                     OMJS  4604 

ERIE  GO-PERKINS  SD                                    2200603      ERIE                                                     GONS  15520 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51124 

SANDUSKY  G0-SHC»EWO(X)  VILLAGE                    7201012      SANDUSKY                                             NATL  450            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 450 

SaOTO  00  REG  AUffi                                        7300212      SCIOTO                            Acid              ADJ      08/72  16300                        1.0 

NDRraWEST  WAKR  SYSTEM                             7300003      SCIOTO                                                 OONS  6459 

PIKE  WAnR  INC-SCIOTO                               6601903      PIKE                                                     OONS  261 

SCIOTO  WA3HI-R0SE  HILL                             7300303      SQOTO                                                 OONS  4172 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 27192 

SEBRING                                                             5001911      MAHONING                         Acid              ADJ      08/76  6500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

SENECA  OOUNTY  HOME                                        7401012      SEMECA                                                 NATL  43            0.8 

TOTAL  POPULATION)  SERVED  BY  SOURCE  WATER  SYS'KM 43 

SENEGA  UnUTIES  INC                                    8601512      WILLIAMS                                             NATL  500            0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 500 

SHADYBROOK  MHP                                                  6502312       PICKAWAY                                                NATL  170             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 170 

SHADYSIDE                                                         0701612      BELMONT                           Acid              ADJ       11/71  4895                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4895 

SHAHEEN                                                             3200312      HANOOCK                                               NATL  104            1.6 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 104 

SHANE  HILL  NURSING  HOME                                5401412      MERCER                                                   NATL  ISO             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 180 


646 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

aiAWNEE  TRAILER  OWE                                  0201212      ALLEN                                                   NATL  232             1.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTtM 232 

SHELBY                                                               700A511       RIQILAND                         Acid              ADJ      02/77  9800                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTQi 9800 

SHENANGO  VALLEY  WAIW  00                             7802711      imMBULL                         Acid              ADJ       10/70  250                        1.0 

MASURY  WATER  COMPANY                                 7801903      TRIMBULL                                              OONS  6700 

•miMBULL  OO-BROOKHELD                             7803203      TRLMBULL                                              OONS  5208 

TOLMBULL  OO-POUR  TWP  WATER                     7803AO3      TRIWBULL                                              OONS  4152 

TRU-IBULL  00-M)SQUITO  CREEX                     7803603      TSLMBULL                                              OONS  2808 

TOTEAL  FOPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 19118 

SHERWOOD                                                           2000712      DEFIANCE                                              NATL  975            1.0 

TOflAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYS(JB1 975 

SHRINE  ROAD  MHP                                              1204112      CLARK                                                   NAIL  300            1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 300 

SIDNEY                                                               7501214      SHELBY                             Acid              ADJ      03/71  17000                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 17000 

SKYLINE  httff                                                      2000812      HOLMES                                                  NATL  63            2.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 63 

SQMERSEJT                                                           6401111       PERRY                              NaF                ADJ      05/83  1432                        1. 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1432 

SOmi  CHARIiSTOWN                                          1204212      CLARK                                                   NATL  1683            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1683 

SOUTH  VIEIJNA                                                    1204312      CLARK                                                   NATL  665             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 665 

SOUIHVIEW  ESTATE  MHP                                    8700512      WOCC                                                     NATL  552            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 552 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

SPENCER                        5201611   MEDINA            NaF      ADJ   09/84  1000          1.0 

•XOIAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 1000 

SPENCERVILUE                     5201611   ALLQJ                    NATL  2184     1.8 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 2184 

SPIRK  MHP                       7501312   SHELBY                    NATL  30     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 30 

SPRING  VALLEY  TRAILER  PARK           1700612   CRAWEXM)                   NATL  115     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 115 

SHIINGBORO  8301412   WARREN  Acid      ADJ   01/85   4998  1.0 

WARREU  OO-PENNYRDYAL  8301803   WARREN  OONS        1036 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 6034 

SPRINGVALLEY  MHP                  4901412   MADISOJ                   NATL  135     1.3 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 135 

SPYKER  SUBDIVISIOJ                0201812   ALLEM                    NATL  140     1.5 

TOTAL  POPULATIONI  SERVED  BY  SOURCE  WATER  SYSTEM 140 

STEUBENVILLE  4102411  JEFTERSOJ  Acid      ADJ  03/69  24300          1.0 

JEFFERSOJ  00  SD  J  4101003  JEFTERSON  OONS        1090 

JEFTTRSON  00  SD  M  4101103  JEFFERSON  OONS       12775 

IRONDALE  4400603  JEFFERSON  CONS         500 

JEFFERSOJ  00  SD  0  4101203  JEFFERSON  OONS         497 

WINTERSVILLE  4103003  JEFFERSON  OONS        4724 

TOTAL  POPULATIOM  SERVED  BY  SOURCE  WATER  SYSTEM 43886 

STITES  MHP                       4901512   MADISON  NAIL          60     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

STOCKPORT                       5800912   MORGAN  NaF      ADJ   03/75    558          1.0 

TOTAL  POPULATI»)  SERVED  BY  SOURCE  WATER  SYSTEM 558 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO         

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
_N0 DATE LEVEL    LEVEL 

STOYKER                                                                8601712      WILLIAMS                                                NATL  1423             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1423 

SUBURBAN  OCM^JNITY  MHP                                 4901612      MADISON                                               NATL  800            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 800 

SUNBURY                                                             2101111      DELAWARE                         Acid              ADJ       12/68  2100                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

SlUNYHAVEU  OHLDRENS  HOME                           4901712      MADISOJ                                                NAJL  35             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 35 

SUNSCr  MHP                                                       6502412      PICKAWAY                                              NATL  85             1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 85 

SUNSHINE  PARK  OWNERS  WS                               4502912      UCKING                                                NATL  130            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 130 

SWITZERLAND  OF  OHIO  WD                                 5600511      MCMIOE                             NaF                ADJ       12/82  1750                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1750 

SYCAMORE                                                           8800412      WYANDOT                                               NAIL  1029            1.3 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 1029 

TA3E-MCNR0e  WTR  ASSOC                                   1301312      CLERMDNT                         Acid              ADJ       09/72  14060                        1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 14060 

TAYLOR  CREEK  TERRACE  APTS                           3301012      HARDIN                                                 NAIL  38            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38 

THE  WATER  ASSN  0902812       BLTILER  Acid  ADJ       05/72     20600  1.0 

BinLER  OO-QUEEJJ  ACRES  SD  0900203       BUTLER  OONS  977 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl^  SYSTEM 21577 

THE  WAY  INTERNATIONAL  7501412      SHELBY  NATL  300  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

THUNDEIiBIRD  -nKRACE  MHP  7605512       STARK  NATL  75  1.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 75 

TOLEDO  A801A11  LUCAS  NaSiF6  ADJ      04/55  388000  1.0 

MALMEE  4800603  LLX:AS  OONS  16000 

MDNROE  OO-SOUIH,  MI  0004455  MONROE  OONS  0 

BEDFORD  TOP,  MI  0000530  MONROE  OONS  0 

ERIE  TWP,  MI  0002155  MONROE  OONS  0 

LASALLE  TWP,  MI  0003795  MDNROE  OONS  0 

LUNA  PIER,  MI  0003%5  MDNROE  OONS  0 

PEHRYSBURG  8701803  WOOD  OONS  19215 

SYLVANIA  4801303  LUCAS  OONS  17000 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4A0215 

TORDMIO                                                             4102811      JEEEERSON                       Acid              ADJ      01/71  7000                        1.0 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYS^IEM 7000 

TREE  MEADOWS  MHP                                            8600812      WILLLAMS                                             NATL  50            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

TRE3«»1                                                             0903012      BUTLER                            Acid              ADJ      07/72  6401                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH«1 6401 

TROY  VILLA  MHP                                                8702612      WOOD                                                     NATL  350             1.4 

TOTAL  POPUIATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 350 

TUPPER  PLAINS-CHESTER  WD  5300612      MEIGS  Acid  ADJ      08/77      8600  1.0 

OOOLVILLE  0500603      ATHENS  OONS  700 

TOTAL  POPULATION  SERVED  BY  SOURCE  WiTER  SYSTEM 9300 

TWIN  VALLEY  MHP                                              6801112      PREBLE                                                 NATL  25            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

UNION                                                                 5702512      M3NTG0MERY                     Acid              ADJ      09/85  5200                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

UNION  QTY                                                       1901212      DARKE                                                   NATL  1700            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1700 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and E^A  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONS?CU?'vE  SYSTEMS  SERVED  ID  USED SJ^ART   SERVED        ^NAT^    ^OPT^ 

LWION  MANOR  NURSING  HOME                             8000512      UNION                                                   NATL  222             1.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAItll  SYSTEM 222 

UPPER  SANDUSKY                                                8800511      WYANDOT                           Acid              ADJ      06/63  5972                        1.0 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTO«1 5972 

VAN  WEST                                                           8100611      VAN  WERT                         Acid              ADJ      08/72  11035                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 11035 

VAN  WERT  OO-LINCOLNWAY                                 8100712      VAN  WERT                                              NATL  75             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTS1 75 

VANCREST  NURSING  HCWE                                   8100812      VAN  WERT                                              NATL  100            0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

VANTAGE  POINT  MOBILE  PARK                            6502712       PICKAWAY                                                NATL  100             1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

VERMILLION  2201511       ERIE  Acid  AEU       OA/59     11000  1.0 

ERIE  GO-VERMIUON  SD  #2  2200803      ERIE  CONS  1052 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 12052 

VERONA                                                               6801212       PREBLE                                                 NATL  508            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 508 

VILLAGE  GREEIJ  MHP  .                                       8702A12      WOOD                                                     NATL  300            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 300 

VOYAGER  VILLAGE  MHP                                      5702712      MDNTOGMERY                                          NATL  300            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 300 

WADSWORTH                                                          5201712      MEDINA                            Acid              ADJ       12/64  15650                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIM 15650 

WAGON  WHEEL  MHP                                              6502812      PICKAWAY                                              NATL  156             1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 156 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WAKEMAN                        3901411   HUR£»J            NaF      ADJ   09/85  1000          1.0 

TOrEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH4 1000 

WALNUT  CREST  MHP                  5100912   MARION                    NATL  A4     l.A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 44 

WALNUT  CREST  MHP  #2                5101112   MARIOJ                     NATL  30     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30 

WAPAM»JETA                      0600712   AUGLAIZE                  NATL  8500     1.2 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 8500 

WARREN  7803811   IRli>lBULL  NaSiF6    ADJ   11/70  80000  1.0 

IRIWBULL  00  BAZETTA  SD  7804303   TRUMBULL  OONS         492 

IRIWBULL  00  CHAMPIOJ  SD  7803303   IRLMBULL  0C*JS        7808 

•TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 88300 

WARREU  00-DEERFLJD/HAMLTN            8301512   WARREN            Acid      ADJ   04/73  10549          1.0 

TOfTAL  POPULATiaJ  SERVED  BY  SOURCE  WATER  SYSTEM 10549 

WARREU  00-LEBANCN/FRKLN            8301712   WARREN            Acid      ADJ   04/73  8102          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIliM 8102 

WASHINCnON  MANOR  MHP               2401112   FAYETTE                   NATL  175     1.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 175 

WASHINCTCNVILLE                   1502812   OOLUMBIANA/MAHONING           NATL  990     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYS'TEM 990 

WAIERVILLE                      4801511   LUCAS            Acid      ADJ   06/62  4100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 4100 

WAUSEI»J  2600111   FULTON  Acid      ADJ   10/80   6170  1.0 

LYOIS  2600603   FULTON  OONS         593 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^l 6763 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO - 

WATER  SYSTEM  and EPA  CoU^^TY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                          USED DATE  LEVEL    LEVEL 

WAVEKLY                                                             6600912      PIKE                                Acid              ACU       12/71  5000                        1.0 

PIKE  WATER  00-WAVERLY                               6600603      PIKE                                                     OONS  300 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5300 

WAYNE                                                                 8703112      WOOD                                                     NATL  900            1.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIE»  SYSTOi 900 

WAYNESFIELD                                                     0600912      AUGLAIZE                                              NATL  850            2.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 850 

WELLINCTroN                                                       4701511      liDRAIN                             Acid              ADJ      08/68  4193                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4193 

WELLMANS  APARTMENTS                                      4503612      LICKING                                               NATL  40            1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

WELl^ION                                                           4000511       JACKSON                           NaSiF6          AEU       05/61  6050                        1.0 

HAMDEN                                                           8200003      VINTON                                                 OONS  1158 

JACKSON  00  WAIER-WELL  C                           4000903      JACKSON                                                OONS  350 

JACKSON  GO  WAIHl-WELL  D                           4000303      JACKSON                                                OONS  650 

JAOGON  GO  WATER-WELL  G                           4001003      JAOGON                                                OONS  100 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT1ER  SYSTEM 8308 

WELLSVILLE                                                        1502911      OOUMBIANA                     Acid              ALU       12/84  5100                        1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 5100 

WEST  ALEXANDRIA                                              6801312      PREBLE                                                 NATL  1500            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l'EM 1500 

WE^  GARRDLLTON                                              5702812      MOMTOOMERY                     Acid              ADJ           /73  10000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

WEST  JEFFERSON                                                4902012      MADISON                                               NATL  4508            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 4508 

WE?T  UKE  VILLAGE  MHP                                    7501512       SHELBY                                                    NATL  68             1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 68 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO^ DATE LEVEL    LEVEL 

WEST  MANCHESTHl                                              6801A12      PREBU:                                                 NATL  580            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 580 

WEST  MANSFIELD                                                4602512      DDGAN                                                   NATL  700            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

WEST  MILTON                                                     5501711      MIAMI                               Acid              ADJ      08/81  4800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  4800 

WEST  UNITY                                                       8601812      WILLLAMS                                             NATL  1639            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1639 

WEST  UNITY  MHP                                                8601612      WILLIAMS                                             NATL  150            1.1 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 150 

WESTHIVILLE                                                     2503411      FRANKLIN/DELAWARE        Acid              ADJ      06/51  27000                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 27000 

WESTON                                                               8703211      WOOD                                NaF               ADJ      08/85  2100                        1.0 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

WHISPERING  PINES  MHP                                    4503512      LICKING                                               NATL  75            1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 75 

WHISPERING  VALLEY  MHP                                  4600312      LOGAN                                                   NATL  75            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

WHITEHXJSE                                                       4801612      LUCAS                                                   NATL  2350            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2350 

WHITES  MHP                                                        1401112      CLINTON                                               NAIL  84            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 84 

WILHELM'S  TRAILER  COURT                               6300812      PAULDING                                             NATL  25            1.3 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OHIO  , 

WATER  SYSTEM  and EPA        COUFJ?^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEM. 

CONSECUTIVE  SYSTEMS  SERVED              1^0                         ^^^° DATE  LEVEL  LEVEL 

WILLARD                        3901511   HURON            Acid      ADJ   07/72  5950          1.0 

PLYMXJIH                      7004003   RICHLAND                  OONS  1939 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATffi  SYSTEM 7889 

WILLIAMS  00-HILLSIDE  NH            8601912   WILLIAMS                  NATL  1A6     1.3 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A6 

WILLLAMSBURG                     1301411   CLERMONT          NaF       ADJ   10/84  1956          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1956 

WILLIAMSPORT                     6503012   PICKAWAY          NaF       ADJ   03/83  1000          1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1000 

WILLDWBROOK  I^l.  MHP  #2            4503812   LICKING                   NATL  111     1.1 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM HI 

WILUDWBeOOK  ITRR.  MHP  #3            4503912   UOONG                   NATL  144     1.1 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQd 1A4 

WINDING  LAKE  PARK  MHP              7201612   SANDUSKY                  NAIL  56     1.5 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  \ikTm   SYSTO^ 56 

WOOD  LAKE  MHP                    8703412   WOOD                     NATL  350     1.7 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

WOODLAND  MHP                     5501912   MIAMI                     NATL  70     1.4 

IDEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 70 

WOODSFIELD                      5600711   MONROE            NaF      ADJ   04/75  3150          1.0 

MDNRDE  WAMl  DIST-EAST            5600103   MONROE                    OONS  539 

M3NRDE  WATER  DIST-SOmi           5600303   MDNROE                    OONS  364 

hCNRDE  WAIER  DIST-WEST            5600203   MONROE                    OONS  750 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4803 

WYCMING                         3102212   HAMILTON          Acid      ADJ   08/53  9700          1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WA'[ER  SYSTEM 9700 


».••■ 
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OHIO 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


YELLOW  SPRINGS 


ZANESVILLE 

EAST  MUSKINGIW  WA  NW 


2903012   OlEENE  Acid 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM  -  - 


ADJ   12/59   4077 
4077 


6002712   MUSKINGUH 
6000503   MUSKINOM 


Acid      ADJ   10/70  32000 
OONS        7000 


1.0 


1.0 


TOTCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 


39000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

F^T COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OUUNIY  o  ^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  '^^  ^^^^  LEVEL    LEVEL 

NO . — 

ADA  2006201  POMIUIDC  Acid              ADJ  /57     17000                        0.8 

HCMffi  RWD  1  3006205  PONTOrOC  C30NS                      360 

PICKCTT-BEBEE  300620A  POMIOroC  OONS                    1200 

FONiunx:  RWD  A  3006203  POMTOIDC  OONS                     AOO 

rowiOTOC  RWD  7  3006215  POMIOTOC  OONS                      300 

FCNiaiDC  RWD  8  3006216  PCKIUIOC  OONS                      300 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 19560 

ADAMS  RWD  1  2007010      TEXAS  NATL  150  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

AFTON  10216%      OTTAWA  NATL  1500  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

ALTUS  1011501       JACKSON  NaSiF6  ADJ       10/83     25000  0.8 

AdUS  AFB  3003303      JACKSON  OONS  5000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

AREMORE                                                              1010814      CARTER                             Acid              ADJ          /82  24000                        0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTH^ 24000 

AIOKA                                                                 1010401      ATOKA                              Acid              ADJ          /82  3500                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

B  &  B  WATHl                                                      2001301      CIMARRON                                              NATI.  300            1-2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

BARTLESVILLE  1021401  WASHIMCJrGN  NaSiF6  ACU  /65     38000  0.8 

BARDEW  3007406  WASHINGTON  OONS  140 

DEWEY  3007402  WASHXNCTTON  OC*JS  3958 

OCHELAIA  UHL  AUIH  NA  3007407  WASHINCTON  OONS  480 

OSAGE  00  RWD  1  3005704  WASHINGTON  OONS  400 

RAMDNA  3007408  WASHINGTON  OONS  600 

SrmiKE-AXE  3005701  WASHINGTON  OONS  400 

WASHTNGTON  00  RWD  1  3007401  WASHINGTON  OONS  300 

WAaHNGTON  00  RWD  2  3007403  WASHINGION  OONS  300 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44578 

BEAVER  RWD  1  (TURPIN)  2000402      BEAVER  NATL  490  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 490 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHOMA 

SlES?/vl"s?rTEMS  SERVED  %'  ^^^  CH|M        STATUS    FLUOR  JOP^  NATURAL  SVST^EMS 

_— NO DATE LEVEL    LEVEL 

beunhoon  rwd  2000705     bryan  mn.  317         1.3 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 317 

^I™Y                          1020406   lULSA  /  WAGONER     Acid      ADJ    /82  5710          0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTEM 5710 

BLUEJACKET                      2001802   CRAIG                    NATL  260     4.4 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTEM 260 

BOISE  CITY                      2001303   CIMARRON                  NATL  1800     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

BOKOniO                        2000704   BRYAN                    NATL  633     1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 633 

BCWLE5GS  LIMA  WATER  DISTRICT         2006701   SEMINOLE                  NATL  3000     3.6 

TUIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

BOWLEGS  WAIER  W3RKS               2006707   SEMINOLE                  NATL  150     4.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 150 

GAfflE                          2001607   OGMANCHE                  NATL  1400     5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM lAOO 

CALLMET                        2000904   CANADIAN                  NATL  480     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 480 

f^^'^LER                        1020702   LINCOLN           NaSiF6    ADJ    /83  3200          0.8 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

O^EOOTAH                        1020515   MCINTOSH          NaSiF6    ADJ   10/85  3000          0.8 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIHl  SYSTEM 3000 

™°^^^SHA                       1010821   GRADY            NaSiF6    ADJ   03/85  20000          0.8 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTO^ 20000 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

UKLAnU ^ ^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  tPA  OUUn:y  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^j^  LE^EL    LEVEL 

NO — ' 

CumJti  1010828      CUSTER  Acid  ADJ  /82     10000  0.8 

TOTAL  roPULAnON  SERVED  BY  SOURCE  WATER  SYSTOd 10000 

OQAI^AK  1010402      GOAL  Acid  AIXJ  /82  1900  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 1900 

GOLLINSVILLE  1021505      ROGERS  /  "M^  NaSiF6  AEU  /75  3150  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3150 

GOUNIRY  CLUB  ESTAIES  2001A48      CLEVELAND  NAFL  75  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

CsaiOER  1020603      PITTSBURG  NaSiF6  ADJ      01/82        431  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIffi  SYST^ 431 

OjSHING  1020908      PAYNE  NaSiF6  AIXJ  /78  7020  0.8 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 7020 

DEER  (REEK  WAim  OORP  2005504      OKU^HOMA  NAFL  504  3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 504 

PEL  CITY  1020805      OKUHCMA  NaSiF6  ADJ  /73  30000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

DELHI  2000507      BECKHAM  ^^AT1.  290  7.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 290 

J3EV0L  2001701      OOTTON  NATL  186  1.4 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 186 

EKU^WRIGHT  2001903      CREEK  NaSiF6  AIXJ  /84       3162  0.8 

TtTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3162 

DURANT  1010601       BRYAN  Acid  ACU  /58     15000  0.8 

SOUIHEAST  RWD  5  3000704      BRYAN  OONS  500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1B«1 15500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHOMA 

^5il?S?;vl"s?S?EMSSEBveo  f        ^^  CH|M   STATUS  auOR  ^^POP^  -^U^^^  SVSTHMS 

1!0 . DATE LEVEL  LEVEL 

EI>»JD                         2005505   OKUHOMA                  nATL  47000     0.9 

TDTEAL  POPULATION  SERVED  BY  SOURCE  mm.  SYSTEM 47000 

ELK  CITY                        2000501   BECKHAM           Acid      ADa   12/84  10000          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

f^                           2002412   GARFIELD          Acid      ADJ    /67  36550          0.8 

Mtt**»fl)                      3002401   GARFIELD                  qONS  425 

SPRING  VALLEY  RW  ASSOCIATION       3002408   GARFIELD                  cONS  189 

VANCE  AFB                     3002402   GARFIELD                  (bns  2500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID>1 3%64 

^D#2                       2002445   GARFIELD          Acid     ADJ    /67  12450         0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKK  SYSTEM 12450 

EUFAULA                         1020514   MCINTOSH          NaSiF6    ADJ   01/83  3600          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3600 

PAIRI^                        2005809   OTLAWA                    natL  1100     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

PAIRVIEW                        2004404   MAJOR            Acid      ADJ    /67  3100          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 3IOO 

^^°^^^^                     1021622   MUSKOGEE          NaSiF6    ADJ    /85  2477          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 2477 

PRANCIS                        2006205   POMIUIOC                  nATL  470     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 47O 

GEKONIMO                         2001611   OQMANCHE                   NATL  800     12.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 800 

OOOCWELL                        2007005   TEXAS                    NATL  1186     2.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WAIER  SYSTTiM 1186 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

^  ■ r^T COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  OOUNlY  o  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                  JD                                                                 ^^                                      j^  L^VEL    LEVEL 

NO . — — 

gjYtSlE                                                            1020903   liDGAN            NaSiF6    ADJ     /52  8600          0.8 

TOIAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 8600 

CUYMAN                         2007003   TOCAS                     NATL  8A92     1.9 

■roiAL  FOPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 8492 

HEAVEUER                        1020101   LE  FliDRE          NaSiF6    ALU   12/81  3900          0.8 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3900 

HICKORY  MEADOWS                  2002146   DEUUJARE                  NATL  50     1.3 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTO^ 50 

HMJ)ENVILLE                      1020803   HUGHES            NaSiF6    AEU   10/83  5500          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5500 

HOOKER                         2007006   TEXAS                     NATL  1778     0.9 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1778 

IQftBEL                         1010203   MCCURTAIN         NaSiF6    AEU    /78  7652          0.8 

TOTAL  P0PULA310N  SERVED  BY  SOURCE  WATER  SYSTEM 7652 

INDIAHCMA                       2001609   COMANCHE                  NATL  484    10.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^^ 

JET                           2000211   ALFALFA                   NATL  355     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IIM 355 

KANSAS  PWA                      2002135   DELAWARE                  NATL  500     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

KEYES                          2001302   CIMARRON                  NATL  589     2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 589 

KINGFISHER                      2003702   KINGFISHER         NaSiF6    ADJ    /55  4245          O.S 

TOTAL  FOPUI^nON  SERVED  BY  SOURCE  WATER  SYSTEM ^245 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHOMA 

WATER  SYSTEM  and  "  "^ST rnuKir^ ' 7: ■ 

CONSECUTIVE  SYSTEMS  SERVED  in  t^UUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

NO  ^^^°  2^^"^   SERVED  NAT        OPT 

'  "  ' —      ,. DATE LEVEL    LEVEL 

™«^STDN  2004501      MARSHALL  fj^TL  1440  0.7 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 14^^ 

^^  1020611       PITTSBURG  NaF  ADJ  /81  863  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 863 

*®™S  1020606      PITTSBURG  NaF  ADJ  /81  2200  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm«l 2200 

^^^*^^^^  SHORES  2002170      DEUWARE  haTL  50  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTOl 50 

^^^^  2003002      HARPffi  ^AIL  1420  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 142O 

^^"^^  1011303  OQMANCHE  NaSiF6          AI17  /^^    in««nn 

^^^'^^OOKWDl  3001602  CCHANOIE  ^s  Z 

S^''^  3001601  OCMANOE  ^s  2^ 

^^^^^  3001603  OCMANCHE  ^5  To 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSmi 13098O 

^-^^^                                                             2002501      GARVIN                            Acid              ADJ          /85  3454                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSmi 3454 

'^^^                                                       2006904      STEPHENS                                             j^  900            ^.j 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl^  SYSIHvl 900 

^^^                                                               1010820      MARSHALL                         Acid              ADJ          /71  2500                        0.8 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSIH^ 2500 

^^^"^^^  1020909      CREEK  NaF  ADJ  /7S       ^nnn 

^^^00«WD3  3001916      CREEK  S^s  ^0  ^'^ 

PAWNEE  00  RWD  2  INC  3005910      CREK  ^S  '^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5159 

^""^^  2006907      STEPHH^S  NaSiF6  ADJ      09/85       6000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM ^OOO 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

r)KLAHOMA  - 

^*^*--^ . -— COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

VATER  SYSTEM  and  EPA  COUNIY  o  START   SERVED  NAT        OPT 

:0NSECUT1VE  SYSTEMS  SERVED  D  ^^^^  ^^^^  LEVEL    LEVEL 

NU ■ — _^ 

^,^f^  2006302      SEMNOLE  NATL  1500  3.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 1500 

MC  fOISim  1020609  PITTSBURG  NaSiF6          AW  /62     18000                        0.8 

ALDESS0NRWD6  3006109  PITTSBURG  OONS                      330 

ARPEI^  RWD  7  3006108  PITTSBURG  CX)NS                    10«0 

MC  Aliens  RWD  9  3006107  PITTSBURG  OONS                      600 

PITKBURG  GO  RWD  5  3006115  PITTSBURG  OONS                      510 

TAMJEHILL  WAm  CORP  3006106  PITTSBURG  OONS                      6i« 

TOTAL  EOPUlAnON  SERVED  BY  SOURCE  WATER  SYSmi 21138 

MEEXER  1020507      LINOOLN  NaF  ALU  /82  1083  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3IR  SYSTQI 1083 

,.tlj^  2005813      OTTAWA  NATL  15000  5.4 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

MIDWE^CITY  1020806      OKUHOMA  NaSiF6  AEU  /61  50000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50000 

MaKEY  ISD^  AIRPORT  RESORT  2002167      DEU^WARE  NATL  50  1.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIH(  SYSTEM 50 

MUSKOGEE  1021607  MUSKOGEE  NaSiF6  AEU  /73    40011  0.8 

JESS  DUNN  OORR  cm  3005126  MUSKGEE  OONS  750 

KEEFTON  RWD  5  3005107  MUSWDGEE  OONS  1/UU 

MUSKOGEE  00  RWD  2  3005102  MUSKOGEE  OONS  1000 

MUSKOGEE  00  RWD  8  3005117  MUSKOGEE  OONS  200 

MUSKOGEE  00  RWD  9  3005119  MUSKOGEE  OONS  300 

OKLA  S(HX)L  FOR  BLIND  3005121  MUSKOGEE  OONS  200 

POKHR  PWA  3007306  WAGONER  OONS  32!) 

•TAFT  3005118  MUSKOGEE  OONS  525 

OKLA  CHILDREN'S  CENIBR  3005108  MUSKOGEE  OONS  200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A5211 

jjQRMAN  1020801      CLEVELAND  NaSiF6  ADJ  /66  60000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ^ 60000 

NOKIHWEST  CENTRAL  PIPELINE  2007012      TEXAS  NATL  125  1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS"I-EM 125 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  VtflTHIN  STATE  (AS  OF  1 2/31/85) 

OKLAHOMA 

SfES?,irs?rTEMS  SERVED  f  ^^^  C.HEM         STATUS    |^,U0«  ^^P^   «ATU^P«.  SYSTEMS 

— ^ DATE LEVEL    LEVEL 

N3WATA  1021503  NOWATA  NaSiF6          ADJ  /51      4000                       0  8 

ELM  BEM)  RWD  INC  3005309  NOWATA  OONS                     300 

»«WAIA  00  RWD  2  3005303  NOWATA  (DNS                      140 

NCWAIA  00  RWD  3  3005302  NOWATA  OONS                     225 

NCWATA  00  RWD  5  3005307  NOWATA  oONS                       80 

NOWATA  00  RWD  6  3005308  NOWATA  cONS                     200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4945 

QAKHILL  OC^flERCIAL  WAHR  2002143      DEI^UJARE  NATL  100  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIHl  SYSTEM 100 

OKEMAH  1020706  OKFUSKEE  NaSiF6          ADJ  /66      3500                        0  8 

OKFUSKEE  00  RWD  2  3005402  OKFUSKEE  oONS                    1946 

OKPUSKEE  00  RWD  3  3005401  OKFUSKEE  ooNS                     265 

RWD  &  SIM)  #  3  3006703  SEMINOLE  qOns                     400 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 6111 

OKLAHOMA  CIIY-DRAPER  1020802      OKUHOMA  NaSiF6  ADJ  /54  190000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 190000 

OKLAHOMA  CITY-ilEFNER  1020902      OKUHOMA  NaSiF6  ADJ  /54  130000  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 130000 

OKLAHOMA  aTY-OVERHOI^ER  1020502      OKU^HOMA  NaSiF6  ADJ  /54     30000  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

OKLAHOMA  STAIE  REFORMATORY  2002803      GREER  NATL  1200  1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

00L0GAHRWD4  1021506      ROGERS  NaF  ADJ  /81       3201  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSITM 320I 

OPTIMA  2007001      TEXAS  NATL  100  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

PANHANDLE  ST  UNIVERSITY  2007002      TEXAS  NATL  1200  2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

QKLAnU    ^ ^      status   fluor     pop     natural  systems 

WATER  SYSTEM  and  EPA  OUUNIT  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 ^^                                 ^^j^  LEVEL    LEVEL 

NO ^ .^ 

p^^yHUSKA                                                           1021301      OSAGE                              NaSiFb          AEU           /58  5000                        0.8 

TOTAL  roPULAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 5000 

PCWA-ADAMSON                                                    1020616      PITTSBURG                       NaSiF6          ADJ          /81  3500                        0.8 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WATER  SYSTO«1 3500 

PEELS  HiP                                                        2006706      SEMINOLE                                              NATL  70            1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 70 

p^Y                                                                 1021206      NOBLE                              Acid              AW          /80  5700                        0.8 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WATER  SYSTOl 3700 

pONCAaTY                                                        1021202      KAY                                  NaSiF6          AOJ          /56  29000                        0.8 

KAYOORWDl                                                3003605      KAY                                                       O^S  515 

KAY00RWD2                                                3003604      KAY                                                       0^  f 

KI1X»ARERWD3                                              3003602      KAY                                                       OONS  173 

0SAGEG0RWD3                                            2005739      OSAGE                                                   OONS  i/UO 

VWITE  EAGLE-INDIAN  HEALTH                       3003614      KAY                                                       OONS  150 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WAItR  SYSTQ^ 31580 

roiEAU  VALLEY  IMPV  AUIH                               1020104      L£  FliDRE                         NaSiF6          ADJ       11/75  6500                        0.8 

BOKDSHE                                                          3004012      IE  FIDRE                                              ^,c  t^ 

CAMERON  PWA                                                  3004011      LE  FIDRE                                              S^c  ^ 

LE  FDDRE  00  RWD  1                                       3004003      IE  FIDRE                                              0»1S  720 

LE  FUDRE  00  RWD  2                                       3004007      LE  FIDRE                                              C30NS  3600 

U:  FDDRE  00  RWD  3                                       3004006      LE  FIDRE                                              OONS  1040 

LE  FIDRE  00  RWD  4                                       3004004      LE  FIDRE                                              OONS  610 

LE  FIDRE  00  RWD  5                                       3004010      LEFLORE                                              OONS  910 

MCCURTAIN                                                    3003101      I£  FIDRE                                              OONS  550 

hOKDE  WAHR  ASSN                                      3004008      LEFLORE                                              OONS  600 

NW  WATER  ASSN                                              3004001       L£  FIDRE                                              OONS  3185 

PANAMA                                                           3004016      LE  FIDRE                                              OONS  1250 

fOYEAU                                                          3004015      LE  FIDRE                                              OONS  7089 

SPIRDEASTRW                                              3004005      LEFLORE                                              OONS  1817 

WAKR  DISTRICT  INC                                     3004009      LEFLORE                                              OONS  384 

WISnR                                                              3004014       LE  FIDRE                                                OONS  67J 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 29908 

PRAGUE                                                               2004101      LINCOLN                                               NATL  2200            0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2200 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHOMA 

WATER  SYSTEM  and  ~?pa miiMTv" 7: ■ 

CONSECUTIVE  SYSTEMS  SERVED  in  OUUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

NO  ^^^°  START   SERVED  NAT        OPT 

' ■ ^ DATE LEVEL    LEVEL 

^'^^^^CIIY  2001002      CARTER  ^^  350  ^^3 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTH^ 35O 

R™°^  20O3AO4      JEFFERSON  ^aIL  1700  l.A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYOTM 1790 

^^Cin  2006206      PONIOTOC  nATL  800  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItW SOO 

RURAL  WAIffi  DISTRICT  2  2005804      OTIAWA  fj^TL  700  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^l 700 

^'^^  1020206      SEQUOYAH  Acid  ADJ  /81  6403  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYOTM ^403 

SAND  SPRINGS  1020420  TULSA  NaSiF6          ADJ  /66     17nnn 

mSSCM  MEKMAL  CEMffi  3007214  TTJI^  ^,  ^^^     ^^^                       ^'^ 

T^^  cornel  3007204  TTJI^  ^S                    ,^ 

mSA  00  W  IMP  DIST  14  3007213  TUI^  ^S                    |^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20300 

^'SmRun9  ^°^^^  ^^^  ^^^^         ADJ  /58    19000                      0  8 

^^^™^00«*®2  3001902  CREEX  qONS                    QV^ 

SAPULPARWOO  3001904  CREEK  ^S                    ^ 

™LSA«>«WD2  3007217  CREEK  ^S                      m 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 29260 

SASAKWA  2006705      SEMINOLE  NaF  ADJ      06/85        225  0.8 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WATER  SYSItM 225 

SHANGRI-LA  2002136       DEU^WARE  ^AFL  175  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM I75 

'"Sl  AHRPq  Ru^:  f'°^^      POTD^WAKME  NaSxF6  ADJ  /69    27000  0.8 

BEHHEL  ACRES  RWS  3006303      POTTAWAKME  qOns  50 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTTiM 27050 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHQIVIA __^ ^ status   fluor     pop     natural  systems 

WATER  SYSTEM  and                                                         EPA                     COUNlY                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^ DATE LEVEL    LEVEL 

SOOTWE^  LIVE^KXX  RESEARCH                     2000903      CANADIAN                                              NATL  75            0.9 

TOTAL  FOPULATION  SEHVED  BY  SOURCE  WAl-ffi  SYSTEM 75 

^Q^                                                             1020303      HASKELL                           NaSiF6          ADJ       10/85  2630                        0.8 

TOm.  TOPULATION  SERVED  BY  SOURCE  mm  SYSTEM 2630 

SYlUmim  1021220      PAYNE  NaSiF6  ADJ  /58     38260  0.8 

SlEASTWAiroiNC  3006003      PAYNE  OONS  JOU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 38560 

^j^                                                             1020205      ADAIR                              NaSiF6          AOJ      03/85  3000                        0.8 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAMl  SYSTOl 3000 

^n^                                                               1020705      LINCOLN                           NaSiF6          AHJ      01/83  3200                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

S^JLPH^JR                                                             2005001      MURRAY                             NaSiF6          ADJ      09/85  6000                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

SUNSET  HILLS  SUBDIVISION                             2002133      DELAWARE                                              NATL  45             1.7 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 45 

r,p^^,,^am  1021701  CHEROKEE  Acid              AOJ  /67       9300                        0.8 

(SAND  VIEW  RWD  3  3001110  QffiROKEE  CONS                    1325 

PARK  HILL  RWD  5  3001102  (MRDKEE  OONS                      800 

SnCKRDSSMT  3001101  CHEROKEE  OONS                    1912 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 13337 

miHINA  101030A      lEFUm  NaSiF6  ^  /80       1378  0.8 

BUFFAID  VALLEY  RWD  2  3003903      LEFLORE  OONS  2UU 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAISt  SYSTOi 1578 

jQj^i^^  1020506      ParTAWAKKIE  NaF  ALU  /7A  5350  0.8 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 5350 

TEXAS  00  RWD  #2  2007004      imS  NATL  243  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYSTEM 2A3 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OKLAHOMA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

lEXHOMA  2007009      TEXAS  NATL  1300  1.6 

IDIAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

TINKER  AFB  2005508      OKLAHOMA  NaSiF6  ALU  /78  3320  0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3320 

TIPTON  2007101       TILLMAN  NATL  1170  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQI 1170 

TISHOMINGO  1010815      JOHNSTON  NaF  ADJ  /79  3500  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

TULSA  1020418  TULSA  NaF  ADJ  /53  160000  0.8 

CATOOSA  3006629  ROGERS  OONS  1000 

JENKS  3007201  TULSA  OONS  7000 

OWASSO  3007218  TULSA  OONS  6000 

SAR  WATER  GC«P  3007205  TULSA  OONS  3000 

SKIATOOK  3007203  TULSA  OONS  5000 

SPERRY  3007202  TULSA  OONS  lAOO 

TULSA  00  WATER  IMP  DIST  lA  3007213  TULSA  OONS  1400 

TURLEY  TULSA  OONS  6300 

USAF  PLANT  3  3007212  TULSA  OONS  3276 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19A376 

US  ARMY  AM4JNITTCN  PLAMI                             1020605      PITTSBURG                       NaSiF6          ADJ      01/82  2128                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTR  SYSTEM 2128 

WAYNOKA                                                             2007604      WOODS                              NaF                ADJ          /80  1500                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATYR  SYSTB^ 1500 

WELLSTON                                                              2004140      LINCOLN                                                  NATL  650             2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 650 

WEST  CARTER  RWD                                                2001003      CARTER                                                   NATL  500             1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

MEIUMKER                                                           1020508      HUGHES                             Acid              ADJ          /81  1725                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1725 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OKLAHOMA 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WEWOKA 


WILBUKION 


WILSCW 


^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

1020510      SEMINOLE  /  HUGHES        NaSiF6  ADJ  /82  3655  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5655 

1020103      LATIMER  NaSiF6  ADJ       12/83  AOOO  0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4000 

2001001      GARTER  NATL  1750  0.9 

TDTEAL  POPULATIC*^  SERVED  BY  SOURCE  WATER  SYSTEM 1750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OREGON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL    LEVEL 

NATL  2A0  0.7 

SYSTEM 240 

NATL  180  0.7 

SYSTHvl 180 

NaSiF6  ADJ       11/64  24000  1.0 

CDNS  3130 

SYSTB^l 27130 

NATL         460     2.4 

SYSTEM 460 

NaSiF6    ADJ   12/52  11000  1.0 

GOJS  180 
OONS  150 
COtiS  230 

OONS  340 
OONS         160 

SYSTEM 12060 

NATL         960     0.7 

SYSTEM %0 

NATL  1190     0.7 

SYSTEM 1190 

NATL  2500     1.1 

SYSl-EM 2500 

NaSiF6    ADJ   01/57  31550  1.0 

0»JS  1000 

SYSTEM 32550 

NaSiF6    ADJ   05/54  4280  1.0 

SYST™ 4280 


ADAMS 

4100001   UMATILLA 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEH 

ADRIAN 

4100002   MALHEUR 

TDIAL  POPULATiaJ  SERVED  BY  SOURCE  WAM< 

ALBANY 

4100012   LINN 

NORm  ALBANY  CSD 

4101170   BENIDN 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

ARLINb'lUN 

4100046   GILLIAM 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

ASTORIA 

4100055   CLATSOP 

BURNSIDE  WAIHl  ASSOC 

4100054   CLATSOP 

FEKNHILL  OO^WUNITY 

4100059   CLATSOP 

JOHN  DAY  WD 

4100060   CLATSOP 

OLtEY  WALLUSKI  WA 

4100057   CLATSOP 

WILDOW  DALE  WD 

4100058   CLATSOP 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAJtR 

AIHEMA 

4100064   UMATILLA 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER 

BQAREMAN 

4100130   M3RR0W 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CHEMDWITH  OCH)P 

4100867   WASCO 

lUiAL  POPULA'nOJ  SERVED  BY  SOURCE  WATER 

OOOS  BAY-NORra  BEM) 

4100205   OOOS 

BAY  PARK  MILLIMJION 

4100206   OOOS 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

OOQUITTf; 

4100213   OOOS 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAll^R 

670 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OREGON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


OORVALLIS 


DALLAS 


DUFUR 


ECHO 


FLOREIJCE 


FOREST  G80VE 


FOSSIL 


HEPPNEH 


HEBMISTCN 


HUNITNGKN 


IRRIOON 


JORDAN  VALLEY 


^^  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

in                                                                 USED                           START   SERVED  NAT        OPT 

NQ DATE LEVEL    LEVEL 

4100225       BENTON                             NaSiF6          AIXJ      06/52  42000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A2000 

4100248      FOLK                                NaSiF6          ADJ      09/56  9000                        1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSYEH 9000 

4100262      WASOO                                                   NATL  580            0.7 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSIB^ 580 

4100270      IIIATILLA                                             NATL  610            0.9 

TOTAL  F0PULATI(»4  SERVED  BY  SOURCE  WATER  SYSTEM 610 

4100299      LANE                                NaF                ADJ      06/52  4750                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM* A750 

4100305      WASHINC71DN                     NaSiF6          ADJ       10/52  10200                        1.0 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WAIER  SYSTH«1 10200 

4100307      WHEELER                                               NATL  500            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

4100369      MORROW                                                 NML  1390            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1390 

4100372      UMATILLA                                              NATL  %30            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 9630 

4100393      BAKER                                                   NAIL  550            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 550 

4100403      MDRROW                                                 NATL  870            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 870 

4100411      MALHEUR                                                NATI.  460            1.1 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 460 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


OREGON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

41007A4      MARICW  Acid  ADJ      03/83  20000  1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

4100464      LAKE  NATL  2810  0.7 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2810 

4100497      YAMHILL  NaSiF6  ADJ      08/61  14500  1.0 

■TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14500 

4100520      MARION  NaF  ADJ       11/64       1500  1.0 

TOTAL  POPULAnOl  SERVED  BY  SOURCE  WATER  SYSTH^ 1500 

4100537      POLK  NaSiF6  ADJ      05/70  5350  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5350 

4100566      UNOOLN  NaSiF6  ADJ      07/62  8230  1.0 

TOa:AL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 8230 

4100579      MALHEUR  NATL  2760  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2760 

4100587      MALHEUR  NATL  9130  0.7 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9130 

4100731      MARION  NaSiF6  ADJ  /53  111200  1.0 

4100768      MARION  OONS  11000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^I-EM 122200 

4100799      CLATSOP                           NaE^               ADJ      06/82  5300                        1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 5300 

4100807      CJ^ANl'                                                   NATL  270            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 270 

4100811      YAMHILL                          NaSiF6          ADJ      02/66  2400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 


KEIZER 


LAKEVIEW 


MCMINNVILLE 


MILL  CITY 


MC^MOl/ffl 


NEWPCXIT 


NYSSA 


OMEARIO 


SALEM 

SUBURBAN  EAST  SALEM 


SEASIDE 


SENECA 


SHERIDAN 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

OREGON 

WATFR  SYSTEM  and  ~EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

ISIO  DATE LhVrL     LbVbL 

SILVERTDN  4100823   MARION  NaSiF6    ADJ    111  5480  1.0 

•TOTAL  EOPULAnOl  SERVED  BY  SOURCE  WATER  SYSTH>1 5480 

STANFIELD  4100842   UMATILLA  NATL  1620     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1620 

SUBLIMITS'  4100844   MARION  NaF      ADJ   07/55  1300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 1300 

SWEET  HOME  4100851   LINN  NaSiF6    ADJ   07/65  6700  1.0 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WAIER  SYSTH«1 6700 

THE  T^UiES  4100869   WASOO  NaSiF6    ADJ   01/57  12000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

UMATILLA  4100914   IMATILLA  NATL  2990     0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 2990 

WARM  SPRINGS  AGEMCY  BIA  4101247   JEFFERSON         NaF      ADJ   02/61  2400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2400 

WARREMON  4100932   CLATSOP  NaSiF6    ADJ   01/56   3700  1.0 

GEARHART  4100318   CLATSOP  OONS        1200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

WOLF  CREEK  HWY  WD  4100665   WASHINCTTON         NaSiF6    ADJ   06/64  90000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH>1 90000 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START    SERVED          NAT       OPT 
DATE                           LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PENNSYLVANIA 

ER  SYSTEM  and 

SECUTIVE  SYSTEMS  SERVED 

BEAVffi  FALLS  MA  (EASTVALE  PLT)       50A0012   BEAVER            NaSiF6    ADJ   05/67  28028          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 28028 

BEAVER  FALLS  MA  (NEW  BRIGHTON)       5040084   BEAVER            NaSiF6    ADJ   05/67  25045          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViKTER   SYSIH^ 25045 

BEDFORD  BOROUGH                  4050002   BEDFORD           NaF      ADJ   12/64  4500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 4500 

BELLEPOMIE  BOROUGH                4140075  CEinW                            NaF      ADJ   08/68  7371          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7371 

BETHLEHEM  MUN  WA                  3480046   NORraAMPTON        Acid      ADJ   06/71  78928          1  0 

LCWER  NAZAREHH  IWP  MA             3480016   NORTHAMPTON                 CONS  2400 

UPPER  SAUOON  W  C                3390077   LEHIGH                    CONS  2217 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 83545 

BRACKENRIDGE  MUN  WW               5020006   ALLBGHE2JY         NaSiF6    ADJ   02/53  4297          1  0 

FAWN-FRAZIER  JOIN  WA             5020076   ALLEGHENY                  CONS  3806 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8103 

BROa<WAY  MUN  WA                  6330003   JEFFERSON         NaF      ADJ   02/74  4431          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4431 

BRDOKVILLE  MUN  W  W  6330004   JEFFERSON         NaF      ADJ   09/51  4900          1  0 

CORSICA  MUN  AUIH(JEFFERSON  00)      6330006   JEFFERSON                 OONS  975 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5875 

CAMBRIDGE  SPGS  WC                 6200004   CRAWFORD          NaF      ADJ   04/61  1998          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1998 

CANTON  BOROUGH  AUIH               2080003   BRADFORD                  ADJ   07/57  2100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

CARLISLE  BOROUGH                  7210002   CUMBERLAND         Acid      ADJ   11/57  20000          1  0 

CARLISLE  SUBURB  WIR  AUIH          7210049   CU^ERLAND                 oONS  5200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 25200 
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CHEM 

STATUS 

FLUOR        POP     NATUFIAL  SYSTEMS 

USED 

START    SERVED          NAT       OPT 
DATE                           LEVEL   LEVEL 

POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PENNSYLVANIA 

WATER  SYSTEM  and  EPA  COUNTY 

CONSECUTIVE  SYSTEMS  SERVED  ID 

NO 

CAIASAUQUA  M  W  W                  3390046   LEHIGH            Acid      ADJ   02/62  6500          1.0 

TOTEAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 6500 

CHAMBEKSBURG  MUN  W  W               7280005   FRANKLIN          Acid      ADJ   12/64  16700          1.0 

lOrAL  POPULATICW  SERVED  BY  SOURCE  VIATER   SYSTEM 16700 

offiSTHi  wm  Aum                                1150122     chesteh  /  Delaware    Acid          adj     10/68  79142                 1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 79142 

CLEARFIELD  MUN  AlHH               6170008   CLEARFIELD         NaF      ADJ   12/52  13642          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  13642 

CLEARVIEW  WSC                    5020028   ALLEGHENY         Acid      ADJ   11/52  13000          1.0 

HARRISON  IWP  AUIH               5020108   ALLBGHEIW                  CONS  767 

TOTAL  POPUIAnOJ  SERVED  BY  SOURCE  WAKR  SYSTEM 13767 

KWNHOOWN                      1150026  CHESim                          Acid      ADJ   03/77  8500          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

DUBOIS  MUN  WATEK  AUIH              6170016   CLEARFIELD         NaF      ADJ   10/65  17500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'ITM 17500 

EAST  HEMPFIELD  IWP  MA              7360063   LANCASTER                  ADJ   06/66  9155          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9155 

EASTON  MUN  W  W                   3480050   NORTHAMPTON        NaSiF6    ADJ   05/52  26000          1  0 

EASTON  SURBURBAN  WIR  AUIH          3480064   NORTHAMPTON                CONS  25808 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'I'ER  SYSTEM 51808 

EBENSBURG  MUN  WAITR  AlHH            4110009   CAMBRIA           NaF      ADJ   12/51  5120          1.0 

TOOAL  POPULAnON  SERVED  BY  SOURCE  WAMl  SYSTEM 5120 

EDGEWDRTH  BOROUGH  MUN  AlHH           5020015   ALLBGHEl^          Acid      ADJ  7500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7500 

EDINBORD  MUN  W  W                  6250022   ERIE             Acid      ADJ   08/75  6350          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 6350 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS 

FLUOR        POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

10 
NO 

USED 

START   SERVED          NAT       OPT 
DATE                            LEVEL   LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PENNSYLVANIA 

ER  SYSTEM  and 

3ECUTIVE  SYSTEMS  SERVED 

FLEEIVOOD  BOROUGH  M  W  W            3060029   BERKS            NaF      ADJ   04/66  3206          l.Q 

■TOEAL  POPULATION  SERVED  BY  SOURCE  WAItE  SYSTEM 3206 

FORD  CITY  MUN  W  W                 5030005   ARMSTRONG         NaF      ADJ   06/51  4614          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO^ 4614 

POX  (HAPEL  warn  mm                                  5020040   ALLBGHEUY         NaSiF6    ADJ   09/60  15000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15000 

FRANKLIN  CITY  GEMERAL  AUTO          6610020   VEIJANGO           Acid      ADJ   07/79  13800          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13800 

GREEMVILLE  MUN  WA                 6430037   MERCER            NaSiF6    ADJ   07/59  9000          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 9000 

GUILFORD  WATER  AUIH               7280038   FRANKLIN          Acid      ADJ   03/70  8500          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYS-IH^ 8500 

HANOVER  MUN  WA3HI  ALTIH             7670076   YORK             Acid      ADJ   04/73  29000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS'HM 29000 

HARRISBURG  MUN  W  W                7220049   DAUPHIN           Acid      ADJ   09/72  64100          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^EM 64100 

"u^'rnooN  w  w              4310012  Huntingdon      NaSiF6   adj  01/74  8000       1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 8000 

KENNEIT  SQUARE  BOROUGH             1150108   CHESTER           NaF      ADJ   06/65  4850          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4850 

KEYSTONE  WC-MKIROSE  DIST           2580023   SUSQUEHANNA        Acid      ADJ   11/63  2400          1.0 

TOTAL  POPULmON  SERVED  BY  SOURCE  WAIHl  SYSTEM 2400 

KEYSTONE  WC-MDSHANNON  VAL  DIST       6170031   CENIRE            NaF       ADJ   09/63  10300          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PENNSYLVANIA 

WATER  SYSTEM  and                                                          EPA                   COUNTY                           CHEM            STATUS     FLUOR        POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                 USED                                START    SERVED  NAT       OPT 
NO DATE LEVEL    LEVEL 

LANCASTER  MUN  WA                                            7360058      LANCASTER                       Acid              ADJ       10/60  110000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  110000 

LANCASini  MUN  WA                                            7380058      LANCASTER                       Acid              ADJ       10/60  110000                        1.0 

TOTAL  POPULATIC*)  SERVED  BY  SOURCE  WATER  SYSTW 110000 

LEBAJCN  MUN.  WAT  Ainu                                    7380010       LEBANON                            Acid              ADJ       11/72  50000                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50000 

LEWISTCWN  MUN  WA                                            4440010      MIFFLIN                           NaSiF6          ADJ      07/76  33000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 33000 

UTITZ  BOROUGH  MUN  AUIH  7360126      LANCASTER  Acid  ADJ      05/72       7600  1.0 

WARWICK  IWP  MUN  AUIH  7360120      LANCASIH^  CONS  482 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8082 

LOCK  HAVEN  CITY  AUIH  4180043      CLIMION  NaF  ADJ      04/75  10500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10500 

LOCK  HAVEM  MUN  AUIH  4180049       CLINTON  NaF  ADJ  1027  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1027 

UMR  BUOCS  OOUbnV  JOINT  MA  1090026      BUCKS  Acid  ADJ      07/58  92000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlffi  SYSTEM 92000 

mmm  BOROUffl  W  W  7360078      LANCASTHl  NaF  ADJ      02/71  6000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

MANSFIELD  BOROUGH  MUN  WAT  AUIH  2590038      TIOGA  NaF  ADJ      02/54  4700  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4700 

MECHANICSBURG  BOROUGH  7210028      CUMBERLAND  Acid  ADJ       11/68  15500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wam  SYSTEM 15500 

MEDIA  BOROUGH  1230011      DELAWARE  NaF  ADJ      07/64  45000  1.0 

TDTEAL  POPULATTON  SERVED  BY  SOURCE  WAltR  SYSTEM 45000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PENNSYLVANIA 

WATER  SYSTEM  and                                                          EPA                   COUNTY                           CHEM            STATUS     FLUOR        POP     NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                 ID                                                                USED                                START    SERVED  NAT       OPT 
NO DATE LEVEL   LEVEL 

MLDDLEHCWN  MUN  W  W  7220038      DAUPHIN  Acid  ADJ      07/70     10200  1  0 

ROYALTON  BOROUGH  WA  7220045      DAUPHIN  OONS  1040 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11240 

MILLEESBURG  AREA  WA  7220034      mjPimi  NaSiF6  ADJ       10/54  4000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

MOON  TCWNSHIP  MA  5020011      ALLEGHENY  NaSiF6  ADJ       04/66  18000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

MXJMI  PENN  BOROUGH  WA  3060082      BEKKS  Acid  ADJ      05/75  9154  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTEM 9154 

MYERSTOWN  WAIER  PUm  7380025      LEBANON  Acid  ADJ       11/68  5000  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIHl  SYSTEM 5000 

NEW  KENSINGTON  MUN  MJIti  5650070      WESTMORELAND  NaSiF6  ADJ      01/58  50000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSrOi 50000 

NEW  MILFTORD  MUN  AUIH  2580019      SUSQUEHANNA  NaF  ADJ      03/75  1150  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1150 

NORTH  EAST  MUN  AUIH  6250061      ERIE  NaSiF6  ADJ      09/58  5000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

NORTH  FAYETIE  00  MA  5260019  FAYETIE  Acid              ADJ  02/83    26000                        1.0 

MOUNTAIN  WA  5260032  ALLEGHENY  CONS                    2000 

PERRYDPOLIS  MA  5260016  FAYETTE  OONS                    3000 

WASHINGTON-RUN  WATERWORKS  5260028  FAYETTE  CONS                    1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT^  SYSTEM 32000 

NORTHAMPTON  BOROUGH  MA  3480057      NORTHAMPTON  NaSiF6  ADJ      03/71  35000  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 35000 

Q^^J^MOtrr  MA  5020036      ALLEGHENY  NaSiF6  ADJ      01/84  50000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTiR  SYSTEM 50000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12'3l/85) 

PENNSYLVANIA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR         POP     NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT       OPT 

f^^jO DATE LEVEL    LEVEL 

PA  WA3ER-SAYRE  DIST  2080028       BRADFORD  ADJ       08/71     15000  1.0 

"rorAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 13000 

PHILADELPHIA  1510001      PHILADELPHIA  Acid  ADU      09/5A  831000  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM  831000 

PHILADELPHIA  1510002      PHILADELffllA  Acid  ADJ      09/5A  320000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 320000 

PHILADELPHLA  1510003      PHILADELPHIA  Acid  ADJ      09/5A  535000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 535000 

PHOEMXVILLE  BOROUGH  1150077      CHESTER  ADJ      07/76     20000  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM^ 20000 

PITTSBURGH  MUN  W  W  5020038      ALLE)GHENY  Acid  ADJ       12/52  A24000  1.0 

RESERVE  TWP  MUN  W  W  5020047      ALLEXHENY  OONS  4151 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 428151 

POTTSTOWN  MUN  W  W  1460037      MONTOOMERY  Acid  ADJ       01/71     31500  1.0 

TDOAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31500 

QUARRYVILLE  MUN  WS  7360012      LANCASTER  NaF  ADJ      04/61       1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYm 1500 

READING  MUN  W  W  3060059  BERKS  NaSiF6  ADJ  10/68     90829  1.0 

BERN  TWP  WA  3060045  BERKS  OONS  255 

ONIELALNEE  TWP  hWN  AUIH  3060098  BERKS  OONS  120 

TEMPLE  BOROJGH  WS  3060071  BERKS  COtiS  1667 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 92871 

RED  UOti  MUN  AUTH  7670086      YORK  Acid  ADJ       12/68      9702  1.0 

DALLASTOWN-YOE  WTR  AUIH  7670085      YORK  OONS  7677 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^l 17379 

RIDGWAY  BORD  WAMl  DEPT  6240012      ELK  NaSiF6  ADJ       01/53      6500  1.0 

RIDGEWAY  TWP  MUN  AUIH  6240022       ELK  OONS  1016 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7516 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


PENNSYLVANIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

ID 

NO 


RIYERT^J  OOJSOUnAIED  WC  7210029 

TOTEAL  POPULATIOJ  SERVED 

SCHUYLKILL  HAVEM  BOROUGH  35A0041 

TOfEAL  POPULATICW  SERVED 


SEWICKLEY  BCMXJffl  WS 
ALLEPO  1WP  (PART) 
GLOIFIELD  BOROUGH  WC 


SHARPSVILLE  MUN  WA 


5020050 
5020070 
5020051 

TOTAL  EOPULATIOJ  SERVED 

6A30055 

TOTAL  POPULATION  SERVED 

SHENANGO  VALLEY  WC  643005A 

NEW  WILMINGTON  BOROUGH  Wffi  DPT      6370035 
PULASKI  TWP  DIST  6370027 

TOTAL  POPULATION  SERVED 
SOMERSET  MUN  WAIER  WORKS  4560042 

TOTAL  POPULATIOJ  SERVED 
SOUIH  WESTERN  PA  WATER  AUTH  5260024 

TOTAL  POPULATIOI  SERVED 
ST  MARY'S  JOINT  WAIER  AlHH  6240016 

TOTAL  POPULATION  SERVED 
STAIE  GOLLEEE  BOROUGH  AUIH  4140096 

TOTAL  POPULATION  SERVED 
SUNBURY  MUN  WAIER  AUIH  4490007 

TOTAL  POPULATION  SERVED 
TAREMIM  MUN  WW  5020055 

TOTAL  POPULATION  SERVED 


COUNTY           CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 
USED            START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

CUMBERLAND         Acid      ADJ   05/56  78000  1.0 

BY  SOURCE  WATER  SYSIB^ 78000 

SCHUYLKILL         Acid      ADJ   07/68  8500  1.0 

BY  SOURCE  WAIER  SYSIH^ 8500 

ALLEGHENY         Acid      ADJ   03/57  8332  1.0 

ALLEGHENY  G»1S         250 

ALLEGHENY  OOJS         285 

BY  SOURCE  WATER  SYSTEM 8867 

MERCER  NaSiF6    ADJ   01/63  6500  1.0 

BY  SOURCE  WAIER  SYS1H»1 6500 

MERCER  Acid      ADJ   10/70  60000  1.0 

YORK  OONS  1646 

MERCER  CONS         300 

BY  SOURCE  WATER  SYSTEM 61946 

SOMERSET  NaF      ADJ   09/57  8500  1.0 

BY  SOURCE  WATER  SYSTEM 8500 

aiEEME  NaSiF6    ADJ   10/74  26704  1.0 

BY  SOURCE  WATER  SYSTEM 26704 

ELK  NaSiF6    ADJ   10/71  18000  1.0 

BY  SOURCE  WAIER  SYSI'EM 18000 

CEMIRE  NaF      ADJ  16785  1.0 

BY  SOURCE  WATER  SYSIB»1 16785 

NORIHIJMBERLAND      NaSiF6    ADJ   08/71  13900  1.0 

BY  SOURCE  WATER  SYSTEM 13900 

ALLBOENY  NaSiF6    ADJ  6978  1.0 

BY  SOURCE  WATER  SYSIH«1 6978 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12'31/85) 


PENNSYLVANIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

ID 

NO 


COUNTY 


TY                             CHEM 

STATUS 

FLUOR         POP     NATURAL  SYSTEMS 

USED 

START    SERVED          NAT       OPT 
DATE                             LEVEL    LEVEL 

TAYLOR  TVP  W  W  6370036 

TOTAL  POPULATION  SERVED 
TQWANDA  MUN  AlHH  2080029 

TOTAL  POPULATIOJ  SERVED 
TRI-OOUNTY  JOINT  MUN  AUIH  5630045 

TDTAL  POPULATICW  SERVED 
WAYNESBORO  MUN  W  W  7280032 

TOTAL  POPULATION  SERVED 
WEST  MANCHESTHl  TWP  MUN  AUIH         7670101 

TOTAL  POPULATIOJ  SERVED 


WEST  VIEW  MLN  AUIH 
ALLEPO  TWP  (PART) 

GLENFIELD  BOROUGH  WC 
HAMPTON  TWP  MUN  AUIH 
NEVILLE  TWP  MUN  Wm  SYS 


5020043 
5020070 
5020051 
5020061 
5020029 


LAWRENCE 
BY  SOURCE  WATER 

BRADPORD 
BY  SOURCE  WATER 

WASHINGTON 
BY  SOURCE  WATER 

FRANKLIN 
BY  SOURCE  WATER 

YORK 

BY  SOURCE  WATER 

ALLEGHENY 
ALLBGHEUY 
ALLBIHENY 
AT.TJHHFTJV 
ALLBGHEM 


TDTAL  POPULATION  SERVED  BY  SOURCE  WATER 


WESTERN  BERKS  WA 

SHILLINGK^J  BOROUGH  WIR  DEPT 

CLMRU  TWP  WS 
WEST  READING  MUN  W  W 
WVCHISSING  MUN  WTR  SYS 


3060066 
3060067 
3060017 
3060078 
3060083 


BERKS 
BERKS 
BERKS 
BERKS 
BERKS 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


WESTERN  PA  WC-CLARION  DIST 
STRATIONVILLE  MUN  AUIH 


6160001 
6160019 


TOTAL  POPULATION  SERVED 
WESTERN  PA  WC-INDIANA  DIST  5320025 

TOTAL  POPULATION  SERVED 
WESTERN  PA  WC-KANE  DIST  6420019 

TOTAL  POPULATION  SERVED 


CLARION 
CLARION 

BY  SOURCE  WATER 

INDIANA 
BY  SOURCE  WATER 

MOEAN 
BY  SOURCE  VlkTm 


NaSiF6    ADJ  816          1.0 

SYSTEM 816 

ADJ  4800          1.0 

SYSTEM 4800 

Acid      ADJ   11/72  11100          1.0 

SYSTEM 11100 

Acid      ADJ   05/74  14800          1.0 

SYSTEM 14800 

NaF      ADJ   10/63  5500         1.0 

SYSTB»1 5500 

Acid      ADJ   03/78  160000          1.0 

OONS  250 

OONS  285 

OONS  14237 

OONS  1391 

SYSTEM 176163 

Acid      ADJ  25000          1.0 

OONS  10369 

OONS  1000 

OONS  4800 

OOJS  5438 

SYSTEM 46607 

Acid      AIXJ   U8/54  10000          1.0 

OONS  931 

SYS'IH'l 10931 

Acid      ADJ   10/57  29000          1.0 

SYSTEM 29000 

Acid      AUJ   03/60  6500          1.0 

SYSTEM 6500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE   SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


PENNSYLVANIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

ID 

NO 


COUNTY           CHEM     STATUS  FLUOR   POP  NATURAL  SYSTEMS 
USED            START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

ARMSTRONG          Acid      ADJ   11/58  8000          1.0 

BY  SOURCE  WATEK  SYSTEM 8000 

ALLEXMMY                 ADJ  80000          1.0 

BY  SOURCE  WATER  SYSTEM 80000 

LAWRQCE          Acid      ADJ   01/5A  55000          1.0 

BY  SOURCE  WATER  SYSTEM 55000 

ALLEXMEM         Acid      ADJ   12/52  530387          1.0 

ALLEX31ENY                  CONS  8570 

ALLBOENY                  CONS  A457 

ALLEOiENY                  OCWS  3931 

ALLEGHENY                  OMJS  167 

ALLEGHENY                  OOJS  9100 

ALLEGHENY                  OONS  7030 

BY  SOURCE  Wnm  SYSTEM 563642 

FAYETTE                   ADJ   07/53  31000          1.0 

BY  SOURCE  WATER  SYSTEM 31000 

WASHINGIDN         Acid      ADJ   05/58  9300          1.0 

BY  SOURCE  WATER  SYSTEM 9300 

ALLEGHENY         Acid      ADJ   01/53  250000          1.0 

ALU0GHENY                  GCWS  4297 

ALLBCJffiNY                  CONS  3200 

ALLEGHENY                  COtiS  30000 

ALLEGHENY                  OONS  18898 

ALLEGHENY                  CONS  2800 

ALLEGHENY                  OONS  980 

BY  SOURCE  WATER  SYSTEM 310175 

LYOQMING          NaF      ADJ   12/66  60000          1.0 

BY  SOURCE  WATER  SYSTEM 60000 


WESTERN  PA  WCHaTIANNING  DIST        5030008 

TOTAL  POPULATION  SERVED 

WESTERN  PA  WC-+i»J-VALLEY  DIST 

TOTAL  POPULAITON  SERVED 

WESTERN  PA  WC-NEW  CASTLE  6370034 

TOTAL  POPULATION  SERVED 

WESTERN  PA  WC-PITTSG  SUBU  DIST  5020039 

DUqUESNE  5020012 

HOMESTEAD  MUN  WW  5020005 

NUMHALL  BOROUGH  WIR  DEPT  5020072 

OAKDALE  MUN  AUIH  5020067 

RDBINSOJ  TOP  W  W  5020045 

WESTERN  ALLEGHENY  00  MUN  ALTIH  5020034 

TOTAL  POPULATION  SERVED 
WESTH»J  PA  WC-UNIOMIOWN  DIST         5260020 

TOTAL  POPULATICW  SERVED 
WESIHIN  PA  WC-WASH/MCDONALD  ET 

TOTAL  POPULATION  SERVED 


WILKINSBURG  PENN  JOINT  Aimi 
BRAEODCK  BOROUGH 
EAST  MCKEESPC«T  BCMXJCJI 
MJJRC^VILLE  WATER  AUIH 
PLUM  BCKOUGH  WS 
RANKIN  Wm  AUTH 
WALL  BOROUGH  AITIH 


5020056 
5020007 
5020014 
5020027 
5020041 
5020049 
5020075 


TOTAL  POPULATION  SERVED 
WILLIAMSPORT  MUN  WAIER  ALHH  4410173 

TOTAL  POPULATIOJ  SERVED 


682 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

PUERTO  RICO 

WATFR  qY<5TEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

MO  DATE LEVEL  LEVEL 

POiMilUA  0003293   AGUADILLA         NaF      ALU   01/55  125220  1.0 

TOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ4 125220 

AGUAS  BUQIAS  0005046   AGUAS  BUQJAS       NaF      ADJ   02/57  12000  1.0 

TOTEAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 12000 

ANASOO  0003313   ANASOO  NaF      ADJ        25624  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 25624 

AR£X:iBO  0002652   ARECIBO  NaF      ADJ        62272  1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 62272 

BARRANQUITAS  0004605   BARRANQUITAS       NaF      AEU   05/56  13500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST»1 13500 

CAGUAS  0005066   CAGUAS  NaF      ADJ   01/55  80000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80000 

CAYEY  0004635   CAYEY  NaF      ADJ   05/56  33432  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 33432 

CIALES  0002752   CLALES  NaF      ADJ        12200  1.0 

TOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12200 

OQAK)  0003914   OQAMD  NaF      ADJ    /55  22028  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 22028 

(XMERIO  0004705   OOMERIO  NaF      ADJ   03/67   8788  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTQd 8788 

OOROZAL  0005487   OOBOZAL  NaF      ADJ   01/55  31920  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAUR  SYSTEM 31920 

FAJARDO-CEIBA  0005306   FAJARDO  NaF      ADJ    /56  60300  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PUERTO  RICO 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GUARAGUAD                       OOOAllA   RME            NaF      ADJ  1900          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTm 1900 

GUAYAMA                        00047A5   GUAYAMA           NaF      ADJ   01/55  37088          1.0 

TOEAL  POPULATK*!  SERVED  BY  SOURCE  WAIER  SYSTEM 37088 

HAnUD                        0002662   HATILLD           NaF      ADJ   08/57  21264          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2126A 

INDIERA  ALIA                     0003232   LARES            NaF      ADJ   12/55  2728          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiK  SYSTEM 2728 

ISABELA                        0002672   ISABELA           NaF      ADJ   01/55  36400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ ^ 36400 

JAGUA  PASTO                     0004224   PONCE            NaF      ADJ  604          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 604 

JAGUAL                         0005416   SAN  DDRENZO        NaF      ADJ   01/55  3036          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3036 

JUANA  DIAZ                      0004034   JUANA  DIAZ         NaF      ADJ  27060          1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 27060 

JUNOOS                         0005166   JUNOOS            NaF      ADJ   12/57  32500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 32500 

LAS  MARIAS                       0003363   LAS  MARIAS         NaF       ADJ   12/55  1404          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1404 

UjquiLLD                        0005316   LUQUILLD          NaF      ADJ    /55  24800          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24800 

MEHRDPOUTAN  A                   0002591   SAN  JUAN          NaF      ADJ   01/541300000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300000 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PUERTO  RICO 

XA/ATFR  qyc^TFM  and EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SSnSECU?iVE  SYSTEMS  SERVED  ID  USED  ^d\^7'^''^'°        L^^Jl     LEVEL 

^CeOVIS  0002762      MDRDVIS  NaF  ADJ  16500  1.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO4 16500 

HOROVIS  00053A6      RIO  GRANDE  NaF  ADJ      01/58        800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 

NARANJITO  0005507      NARANJITO  NaF  ADJ       12/59     29085  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 29085 

(MXXmS  0004044      OROOOVIS  NaF  ADJ  /57       9779  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9779 

PEMJELAS  0004324      PEMJELAS  NaF  ADJ  19568  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19568 

KNCE  0003824      PONCE  NaF  ADJ       11/55  207160  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYST^EM 207160 

QUEBRADILLAS  0002682      QUEBRADILLAS  NaF  ADJ       11/55     27156  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 27156 

RIO  BLANOO-VIBQUES-HUMACAD  0005386      NAGUABO  NaF  ADJ       12/55  116356  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  116356 

ROSSY  0002992      CLALES  NaF  ADJ       05/58     11000  1.0 

TOTAL  POPULATia)  SERVED  BY  SOURCE  WATER  SYSTEM UOOO 

SAN  LDREMZO  0005106      SAN  LORENZO  NaF  AIXJ  /60     18720  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18720 

TANAa«lA  0004164      ADJUNTAS  N^  ADJ      09/62       1300  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

UnjADO  0002702      imJADO  NaF  ADJ       12/55     19224  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 19224 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

PUERTO  RICO 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

VEEA  BAJA  0002772      VBGA  BAJA  NaF  ADJ       12/63  30732  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30732 

VILLALBA  0003924      VILLALBA  NaF  ADJ       12/57  6224  1.0 

TOTAL  POPUUmOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 6224 

YAUOO  0004314      YAUOO  NaF  ADJ       12/59  31640  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31640 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

RHODE  ISLAND 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

MO  DATE LEVEL     LEVEL 

BARRINCTTON  1647515      BRISTOL  NaF  ALU      05/52  1617A  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTTO^ 16174 

BRISTOL  1647515      BRISTOL  NaSiF6  ADJ      05/52  30768  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 30768 

CUMBoyj^  1647530      PROVIDENCE  NaSiF6  ADJ       11/57  27069  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSIH^I 27069 

FALL  RIVER,  MA  4095000      BRISTOL  NaSiF6  ADJ      03/73  0  1.0 

XrvBRTOj'  1592018      NEWPORT  0»)S  8115 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 8115 

NEWPORT  1592010      NEWPORT  NaSiF6  ADJ       07/53    46475  1.0 

POKiSiDimi  1592022      NEWPORT  OONS  14257 

IDEAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYSTEM 60732 

PAWIUGKEn"  1592021       PROVIDENCE  Acid  ADJ       11/57     88199  1.0 

TOTEAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 88199 

PBOVIDEICE  1592024  PRDVIDEICE  NaSiF6          ADJ  08/52  277891                        1.0 

GOVENIRY  1559511  KEOT  OONS                  13533 

EA^  PRCfVIDENCE  1615610  PRDVIDEICE  OONS                  50980 

UNOOLN  1858423  PRDVIDEICE  C30NS                  16600 

SMITHFIELD  1615616  PRDVIDEICE  OONS                  16886 

WARWICK  1615627  KENT  OONS                  87123 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 463013 

VgoCWSOCKEH'  1559518      PROVIDENCE  NaSiF6  ADJ      06/57     49249  1.0 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 492A9 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ABBEVILLE  0110001      ABBEVILLE  NaSiF6  ADJ      06/81  6745  0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 6745 

ABRAMS  T  P  2660005      HORRY  NATL  172  5.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 172 

AIKEN  0210001      AIKE2J  NaF  ADJ       11/55  37001  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 37001 

ANDEKSON-DUKE  POWER  0410002  ANDERSON  Acid  ADJ      06/69    39200  0.8 

BROADWAY  0420008  ANDERSON  OONS  4032 

CLEMSON  3910004  PICKEMS  OONS  7700 

HAhMDND  0420007  ANDERSON  OONS  4216 

QAKWOOD  ESTATE  0450076  ANDERSON  OONS  131 

HOMELAND  PARK  0420001  ANDERSON  OONS  7739 

IVA  0410001  ANDERSON  OONS  1820 

PENDLEnON  0410006  ANDERSON  OONS  3242 

SANDY  SPRINGS  0420003  ANDERSON  OONS  6692 

SIARR-IVA  0420005  ANDERSON  OONS  4561 

WEST  ANDERSON  0420006  ANDERSON  OONS  7910 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 87243 

ANDREWS                                                             2210003      GBORGEnOWN                                          NATL  4016            1.6 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSIH^ 4016 

AYNOR                                                                 2610009      HORRY                                                   NATL  943            4.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 943 

BAMBERG  BRD  PW                                                0510001      BAMBERG                           NaF               ADJ       12/80  3672                        0.8 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WAIER  SYSI'EM 3672 

BAPnST  HILL  SCHX)L                                      1070120      CHARLESTON                                          NATL  767            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 767 

BATESBURG  3210002      LEXINGTON  NaSiF6  ADJ       11/76      6615  0.8 

LEESVILLE  3210005      LEXINGION  OONS  3600 

TOTAL  POPULA'nOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10215 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATFR  SYSTEM  and ~ EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

SrEc'u?,rsmEMS  SERVED                                ^D USED                           SJ^ART  SERVED        ^NAT^     ^OPT^ 

BEAffl&RAOQUCT                                              1050010      CHARIiSTON                                          NATL  1100            3.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3W  SYSTEM HOO 

BEAUTORT-JASPES                                              0720003      BEAUFORT                         NaSiFb          ALU      02/78  5508                        0.8 

BEAUFXJrr                                                       0710001      BEAUFmT                                              OONS  1392A 

BEACHWOOD -m  PK                                      0760004      BEAUFX)RT                                              OONS  364 

OELSEA  CHESNEE                                          0720004      BEAUFORT                                              OONS  200 

FKIPP  ISD^                                                0720002      BEAUFORT                                              OONS  2000 

MARINE  AIR  STATION                                    0710502      BEAUFORT                                              OONS  1608 

PARIS  ISLAND                                                0710501      BEAUFORT                                              OONS  9442 

reKT  ROYAL                                                   0710002      BEAUFORT                                              OONS  5911 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 38957 

BELLS  EliM                                                       1570106      COLLETON                                              NAIL  500            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

BELTON-HONEA  PAffl  WA                                    0410011      ANDERSON                         NaSiF6          ALU      08/64  238                        0.8 

HELTON                                                           0410004      ANEtRSON                                              OONS  6563 

DONALDS-DUE  WEST                                        0120001      ABBEVILLE                                            OONS  3724 

HONEA  PAffl                                                    0410003      ANDERSON                                              OONS  4760 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15285 

BEltJEn'  MIP                                                        1560001      COLLETON                                              NATL  80            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSTEM 80 

BEMlETreVILLE                                                  3410001      MARLBORO                         NaF                ALU      03/74  14400                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A400 

BEIHUNE                                                             2810002      KERSHAW                           NaF                ADJ       11/83  750                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

BIG  PINES  MHP                                                  2260002      GEDRGETOWN                                          NATL  83            3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 83 

BISHOPVILLE                                                     3110001      LEE                                  NaF               ADJ       10/56  3429                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3429 

BLACKSBURG                                                        1110002      CHEROKEE                         NaSiF6          ADJ      09/82  2660                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  VlPiSm  SYSTEM 2660 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

BLAOCVILLE                                                       0610003      BARNWELL                         NaF               ADJ      88/4  2769                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSllM 2769 

HUARCLIFF  SYSTEM                                          2650002      HORRY                                                   NAIL  400            4.9 

TOTEAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 400 

BROAD  CREEK  PSD                                              0720009      BEAUFORT                                             NATL  3000            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATffi  SYSTEM 3000 

H^OWNS  FERRY                                                    2220003      GEORGETOWN                                         NATL  1760            0.7 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WAIEH  SYSTH^ 1760 

HUJNSON                                                             2510004      HAMPTON                                               NATL  1050            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

BRYMERS  TR  ¥K                                                   0860003       BERKELEY                                               NATL  92             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 92 

BUCKSPORT                                                         2620003      HORRY                                                   NATL  3561            3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3561 

C  C  BLANEY  SCH                                                1070125      CHARLESTON                                         NATL  350            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

CAINHOY  SCHOOL                                                0870112      BERKELEY                                             NATL  759            1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 759 

CAMDEN                                                               2810001      KERSHAW                           NaSiF6          ADJ      09/66  18585                        0.8 

TOTAL  POPULATIOsI  SERVED  BY  SOURCE  WATER  SYSTEM 18585 

CANNINGICN                                                       2550002      HAMPTON                                               NATL  51            0.8 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM ■ 51 

CAROLINA  ESTATE                                              0750010      BEAUFORT                                             NATL  54            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 54 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA .^ 

WATER  SVSTEM  an. iPA  COU^^^^^  CHEM         STATUS     PLUOR       POP       NATURAL  SYS^T^EM. 

CONSECUTIVE  SYSTEMS  SERVED  ID  UbED  p^jE         LEVEL     LEVEL 

(^Y^  3210003      LEXINCTON  NaSiF6  AEU       11/54     17980  0.8 

TUrAL  FOPUI^mON  SERVED  BY  SOURCE  VlKim  SYSIW 17980 

CH,,!^^  1010001  OiARI^SlDN                     Acxd  ADJ       12/82  175000                        0.8 

CHARIESTON  AFB  1010501  OiARI^STON  OONS  2259 

CHARLESTON  NAVAL  BASE  1010502  liXHOON  0»JS  1000 

DOROffi^Ml  00  W/A-STOATON  1820006  DORQffiSTCR  OONS  530 

FOLLY  BEACH  1010005  OiARI^!^  (^  2987 

GOOSE  CREEK  0810004  BERKELEY  OONS  16170 

LIBERIY  HCMES  1050014  CHARLESTON  OONS  847 

NAVAL  WEATONS  STATION  1010503  CHARUlSroN  OONS  8500 

SANGAREE  BCWSA  0820002  BERKEIZY  OONS  6161 

Sr  JOHNS  WAKR  1020002  OlARUSTON  0»1S  5043 

DUMOVINSD  1050004  CHARLESTON  OONS  74 

ISLAND  ESTAIES  1050002  CHARLESTON  OONS  174 

KIAWAHISI^  1050003  CHARIiSlDN  OONS  500 

SEABROOK  ISLAND  1050005  CHARLESTON  OONS  1000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 221345 

(HH^  1310001      CHESTERFIELD  Acid  ADJ      07/53       7050  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7050 

CHE^MEM)  1220002      CHESTER  NaSiF6  ALU       10/62     18200  0.8 

MIITORDDIST  1220001       CHESIER  OONS  1260 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19460 

CHEOTRFIELD                                                    1310002      CHESTERFIELD                 NaSiF6          AIU      01/60  2475                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 2475 

CUMSON  UNIVERSm                                        3910006      PICKENS                           NaSiF6          AOJ      02/61  13000                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIBi 13000 

OJNTOM                                                             3010002      I^^URENS                           NaSiF6          ADJ       04/65  11528                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11528 

CLIMI0NMILL5                                                  3040001      lAJRQJS                                                AIXJ       12/85  2086                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2086 

OjaVERLElAF  MHP                                                1860008      DORCHESTER                                          NATL  118            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSTEM 118 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


OOUWBIA 

4010001   RICHLAND 

FOREST  ACRES 

A010006   RICHLAND 

SHARPE  RD  MHP 

4060030   SIKIER 

TOflAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER 

GONIl-'ER  HALL  SD 

0850003   BERKEIJ\Y 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

OMWAY 

2610008   HORRY 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER 

OMJAY  RURAL 

2620001   HORRY 

'iUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

UUTlAGEVITJf;  DAY  GAR 

1570111   OOLIKIDN 

TUIAL  POPUI ATION  SERVED  BY  SOURCE  WAIHl 

O/riAGEVILLE  ELEM 

1570100   OOLTKIUN 

TUIAL  POPULATION  SERVED  BY  SOURCE  WAIER 

CROSBYS  MHP 

1560006   OOLTKIW 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItK 

CWS-I-20 

3250012   LEXINL.TON 

lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

DARLINGTON 

1610001   DARUNGTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

E^miNC'iuN  00  wm 

1620001   DARLINGICW 

lUTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

EEBORDIEU  COLONY 

2500004   QDRtJhTOWN 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

DEhP  (SE£K  SCHOOL 

2270106   GBOROiTUWN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaSiF6    ADJ   07/67  248650  0.8 

0»IS        6082 
OONS  75 

SYSTEM 254807 

NATL  927     1.0 

SYSTO^ 927 

NATL  13970     2.2 

SYSTEM 13970 

NATL  2697     3.4 

SYSTEM 2697 

NATL  26     1.6 

SYSTEM 26 

NATL  26     1.4 

SYSTEM 26 

NAIL  75     1.5 

SYSTEM 75 

NATL  2882     0.7 

SYSTEM 2882 

NaF      ADJ   02/58  10850          0.8 

SYS'lEM 10850 

NaSiF6    ADJ   01/85  21390          0.8 

SYSTEM 21390 

NATL  595     1.3 

SYSTEM 595 

NATL  462     2.3 

SYSIEM 462 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA  . - 

— COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  UUUNlY  ^  ^^^^^    SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^^^  LE^EL     LEVEL 

NO .^ ' ^ 

pgj,^  0510002      BAMBESG  NaF  AW       01/84  4783  0.8 

TOEAL  FOPUUmON  SERVED  BY  SOURCE  WATER  SYSmi ^783 

jjjj^  1710001      DIUDN  NaF  AW       02/66  11550  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 11550 

oqonmi  PTCMUS  NaSiF6  ADJ  08/79      2530  0.8 

EASLEY  CEinEAL  1  3920001  FlCKtNb  y^ 

jjj,!^  3910005  PICKEJB  CONS  2600 

HI(HWAY88WD  0420004  ANDERSON  OONS  1895 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WMER  SYST^ 7025 

-imnnno  DirvKMQ  Acid              ADJ  09/67     22487                         0.8 

EASLEY  OCMBINED  UHLITIES  3910002  PICKETS  Acia 

DAUCUSVILIi:  CEDARRDCK  3920008  PIOCEl^S                                                  OONS                     4U6a 

EASILY  CENTAL  2  3920007  PIOCENS                                                  ^                    2296 

SALUDA-KWDGRSVILli:  0420002  PIQCENS                                                OONS                  IJ/ib 

SOJIMSIDEWDl  3920006  PICKENS                                                OONS 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^^964 

EDGEBBDOK  IK  PK                                              0860022      BERKElilY                                              NATL  56            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT^  SYSTOl 56 

EDGEFIELD  AUIH                                                1920001       EDGEFIELD                       NaSiF6          ADJ       12/80  14843                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITW ^^^^ 

EDI^  BEACH  Wff  00                                      1510006      OOUiTON                                              NATL  3177            2.6 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3177 

OmRPRISEMHP                                                2660041      HORRY                                                   NAIT.  66            3.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAl^  SYS"!^ ^6 

^,,3,^  2110001       FliDRENCE  NaSiF6  ADJ       01/68     54000  0.8 

FDDRENCE  RURAL  2120001       FLORENCE  OONS  ^^n 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WMTiR  SYSTEM 56475 

FOREST  ACRES  MH  2660016       HORRY  NATL 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WJm  SYSTEM ^9 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


Fmx  jAoaoN 


FURMAN 


G  S  BAPTIST  SCH 


G  S  FTjOYDS  ELEM 


G  S  FLOYDS  MID 


GAFFNEY 

DRAVraJVILLE 
OOUCHER  DIST 
GRASSY  POND 
DANIEL  MDRGAN 


GEX)RGEIDWN 


GBCMJEIOWN  RyRAL 
WEDGEFIELD  PLAN 


GIVHANS  ELEM 


GREELEYVIILE 


GREEN  POND  DAY  CARE 


4010501 
TOTAL  POPULATICW  SEKVED 

2510007 
TOTAL  POPULATION  SERVED 

2670107 
TOTAL  POPULATION  SERVED 

2670106 
TOTAL  POPULATION  SERVED 

2670105 

TOTAL  POPULATICN  SERVED 

1110001 
1120003 
1120004 
1120002 
1120001 

TOTAL  POPULATION  SERVED 

2210001 

TOTAL  POPULATIOJ  SERVED 

2220001 
2220006 

TOTAL  POPULATION  SERVED 
1870100 

TOTAL  POPULATIOJ  SERVED 
4510001 

TOTAL  POPULATION  SERVED 
1570113 

TOTAL  POPULATION  SERVED 


RICHLAND 
BY  SOURCE  WATER 
HAMPTON 

BY  SOURCE  wnm 

HORRY 
BY  SOURCE  WATER 

HORRY 
BY  SOURCE  WATER 

HORRY 

BY  SOURCE  WAItR 

CHEROKEE 
CHEROKEE 
CHEROKEE 
CHEROKEE 
CHEROKEE 

BY  SOURCE  WATER 

GEORGETOWN 

BY  SOURCE  WAIEl^ 

GEORGETOWN 
GBORGEIOWN 

BY  SOURCE  WATER 

DORCHESTER 
BY  SOURCE  WATliR 

WILLIAMSBURG 
BY  SOURCE  WATER 

OOLLEIOJ 
BY  SOURCE  WATER 


CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED                           START   SERVED  NAT        OPT 
DATE LEVEL     LEVEL 

NaSiF6  ADJ      05/60  25000  0.8 

SYSTEM 25000 

NATL  200  0.9 

SYSTH"! 200 

NATL  250  4.0 

SYSTEM 250 

NATL  410  0.8 

SYSTEM 410 

NATL  500  1.2 

SYSTEM 500 

Acid  ADJ      02/64  15283  0.8 

OJtiS  2499 

OMJS  1021 

OONS  2277 

OMJS  1305 

SYSTEM 22385 

NATL  13150  0.8 

SYSTEM 13150 

NATL  5181     0.8 
OONS         595 

SYSTEM 5776 

NATL         364     0.8 

SYSTEM 364 

NATL         728     1.8 

SYSTEM 728 

NATL         28     1.3 

SYSTH«1 28 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and ^PA CoU^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SVST^EM. 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED DATE  LEVEL     LEVEL 

GREENVIUi:  2310001  GREENVIUE  Acid              ADJ  06/73  268737                        0.8 

QTYVIEWWD  2320002  GREENVILLE                                          OONS                    1730 

MARIETTA  WS  2320004  GREEWIUil                                          OONS                    2240 

SLA3HIWD  2320010  GREENVILLE                                            OONS                      A5U 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATE31  SYSTEM 273167 

,^^,^  2A10001      GREENE  Acid  ^      12/84     39200  0.8 

jjjl^EIY-SIX  2410002      GREEIWOOD  OONS  2/ttU 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^1980 

(^Effi  2310005      GREENVILLE  Acid  ALU       10/67     25000  0.8 

BLUE  RIDGE  WD  2320003      GREENVILLE  OONS  10276 

N  CSEENVILLE  JR  OOUL  2370115       GREENVILLE  OONS  450 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 35726 

GSWSA  GARDEN  aiY  2620004      HORRY  NATL  31668  4.1 

VEREEN  IP  GSWSA  2660009      HORRY  OONS  a56 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32524 

HTI1>«DDELEM                                                  2170118      FLDRENCE                                              NAIL  486            1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM ^6 

HANNAH  ELEM  SOCOL                                        2170115      FUMNCE                                              NATL  224            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSmi 224 

HAMiAH  PAMPLIOO                                              2170114      EliDRENCE                                              NATL  435            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l-EM ^35 

HARTSVILLE                                                        1610003      DARUNC71DN                     NaF                AlxJ       10/51  12822                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12822 

HH-mcWAY                                                         4510004      WILLIAMSBURG                                      NATL  1400            2.4 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYST^ l^^OO 

HHIUl  BLUE  HERON                                            0750006      BEAUEORT                                              NATL  182            0.7 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYS-ITiM 182 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  CAROLINA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

SIMIER            NaF      ADJ   08/82  3100          0.8 

SIKTER                    OCWS  37 

BY  SOURCE  WATER  SYSTEM 3137 

RICHL\ND                   NATL  1180     0.8 

BY  SOURCE  WATER  SYSTH^ 1180 

BERKELEY                   NATL  12A98     2.1 

BY  SOURCE  WATER  SYSTEM 12498 

CHARLESTON                 NATL  4953     5.9 

BY  SOURCE  WATER  SYSTEM 4953 

OOLLETOJ                  NATL  295     0.9 

BY  SOURCE  WAIER  SYSTEM 295 

BERKELEY                   NATL  10     0.1 

BY  SOURCE  WAIER  SYSTEM 10 

BERKELEY                  NATL  122     3.7 

BY  SOURCE  WAIER  SYSl'EM 122 

HORRY                    NAIL  25     1.6 

BY  SOURCE  WATER  SYSTEM 25 

BERKELEY                   NATL  192     1.7 

BY  SOURCE  WATER  SYSTO4 192 

QESTERFIELD       NaSiF6    ADJ   06/78  975          0.8 

BY  SOURCE  WATER  SYSTEM 975 

FAIRFIELD                  NAIL  900     1.1 

BY  SOURCE  WAIER  SYSTEM 900 

FLORENCE                  NATL  3300     1.7 

BY  SOURCE  WAl'ER  SYSIH^ 3300 


HIGH  HILLS  Wm 
SHAROLYN  HEIGHT 


HOLLYWOOD  HILLS 


HinSOJ  TR  VK 


ISLE  OF  PALMS 


IVENIA  BROWN  ELEM 


J  DRIOGERS  T  P 


J  F  CLE>MaJS 


JACK  AND  JILL  NURSERY 


JAMESTOWN 


JEFFEKSOi 


JEMONSVILLE 


JOHNSCMTILLE 


4320003 
4350009 

TOTAL  POPULATICW  SERVED 

4050010 
TOTAL  POPULATIOJ  SERVED 

0860039 
TOTAL  POPULAnON  SERVED 

1010004 
TOTAL  POPULATION  SERVED 

1570109 
TOTAL  POPULATIOJ  SERVED 

0860044 
TOTAL  POPULATIOJ  SERVED 

0860023 
IDEAL  POPULATION  SERVED 

2670123 
TOTAL  POPULATION  SERVED 

0810003 
TOTAL  POPULATION  SERVED 

1310005 
TOTAL  POPULATION  SERVED 

2020001 
lOTAL  POPULATION  SERVED 

2110011 
TOTAL  POPULATION  SERVED 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH    CAROLINA CHEM         status     FLUOR       pop       natural  SYS  I  bMS 

WATEIR  SYSTEM  and  ^PA  OUUNIY  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^^E  LEVEL     LEVEL 

NO . ■ ^ ■ 

KEIXYMriilS  2070105       FAIRFIEU)  N^  373  1.2 

TOEAL  FORJLAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 375 

^SSSmiClTi  2910003      lANCASm  NaSiF6  AHJ       05/58  2400  0.8 

TOEAL  POPUIATION  SERVED  BY  SOURCE  WSm  SYSTEM 2AO0 

KERSHAW  SPRNS  2910004      IMCASim  AOJ  A76  0.8 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WAIER  SYST^ ^^^ 

^jjC^I^EE  4510002      WILLIAMSBURG  NATL  8656  2.2 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WA3ER  SYSI^ 8656 

KNIOnSVIU^  1820001      DORQESm  NATL  944  2.4 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 944 

KNIGHISVILL£  1870106      DOROffiST^  NATL  827  2.8 

TOEAL  FOPUIAnON  SERVED  BY  SOURCE  WATER  SYSl^EM 827 

I^^KEWOODMHP  3260100      liXBOON  NATL  125  0.7 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTO1 125 

0A7nn7      HfKRY  NATL  1035  4.8 

LAKEWOOD  SOi  2670117       HOKKY 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 1035 

^ji^C^S^  2910001      UNCAOTR  NaSiF6  AIX3      06/53     21000  0.8 

TOEAL  POPUlAnON  SERVED  BY  SOURCE  WATEl<  SYSn3«1 21000 

l^^NCA^  CO  WAT  &  SEW  2920001       U^NCASM.  NaSxF6  m       iO/83     21167  0.8 

HEAffl  SPRINGS  2910002      LANCASTER  OONS  900 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYS-fflvl 22067 

j^^jjCRj^                                                             4210003      SPARTANBURG                   NaSiF6          ADJ      02/82  3343                        0.8 

TOEAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3343 

y^                                                                   4510005      WILUAMSBURG                                      NATL  428             1.7 

TOEAL  FOPUIATION  SERVED  BY  SOURCE  WATTiR  SYSTEM ^28 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  V^ITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
, NO DATE LEVEL  LEVEL 

LAITA  1710002   DILLDN  NaF      ADJ   08/85   3366  0.8 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3366 

LAURENS  3010001   LAUREMS  NaSiF6    ADJ   10/76  15950  0.8 

RABON  CREEK  WD  3020001   LAURENS  GOJS       13842 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTH«1 29792 

LCCA  HEAD  START  1570115   COLLETON  NATL         100     1.6 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 100 

LEJONCTON  3210001   LEXINGK}N         NaSiF6    ADJ   02/74   5229  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 5229 

LIBERTY  3910003   PICKEMS  NaSiF6    ADJ   12/71   3730  0.8 

SOmiSIDE  WD  2  3920010   PICKEJIS  CONS        1786 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSIB^ 5516 

LITTLE  RIVER  2620002   HORRY  NAl^  3851     2.3 

TOTAL  POPULATIOi  SERVED  BY  SOURCE  WATER  SYSTEM 3851 

LDBEOO  HEAD  START  0770110   BEAUFIQRT  NAIL  37     1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 37 

LONG  GOVE  CLUB  0750022   BEAUFORT  NATL  1%     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 196 

LONGS  SYSTEM  2620008   HORRY  NAll.  216     3.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 216 

U»IS  2610010   HORRY  NATL  2540     2.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 2540 

LUOOFF  Wnm  DIST  2820001   KERSHAW  NaSiF6    ADJ   07/81  3750  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 3750 

M  WILLIAMSON  MHP  2660036   HORRY  NATL         84     3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 84 


698 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA ^ —  ^^^   natural  systems 

WATER  SYSTEM  and  EPA  COUNTY  OHbM  ^^^^^    ^^^^^^  ^^^        ^p^ 

CONSECUTIVE  SYSTEMS  SERVED  ID  DATE  LEVEL     LEVEL 

NO .^ • ■ ■ 

,^0^  3310001      MARION  NaF  AOJ       07/57     10720  0.8 

TOTAL  FOPULmON  SEEVED  BY  SOURCE  WATHl  SYSmi 10720 

■^•^90001       MARION  ^^ATl.  6400  1.2 

MARIOJ  RURAL  332UUUi       MAtuuM 

TOTAL  lOPULATION  SERVED  BY  SOURCE  WAKR  SYSmi 6A00 

MCATnRMHP  2960002      UM:ASTER  NATL  60  0.7 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WATER  SYSTH«1 60 

MCOORMICK  3510001      MCOORMICX  NaSiF6  ADJ       12/77       2300  0.8 

MOOOBMIQC  W&SA  3520002      MCOORMICK  OONS 

TOTAL  EOPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 5759 

MEn«)SUBDI^B                                              A220003      SPARTANBURG                   ^                ADJ      02/85  2625                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO>1 2625 

^LEY                                                                 2550001      HAMPTON                                               NATL  AS            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^ 

MINNIE  HUMS                                                  1070124      CHARLES-IDN                                          NA'IL  350            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 350 

MIRACLE  AOIES  2660042      HORRY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 ^7 

nainnni       RRRlcnFY  NATL  6000  0.8 

MDNOCS  OORNER  0810001       BtRKhLt-Y 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WATER  SYSTTiM 6000 

,.^3^,Pn^  0210008      AIKEl^  ^'L  845  0.8 

TOTAL  FOPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 845 

MTPUIASANT  1010002      CHARLESTON  ^^  28370  2.4 

BULLS  BAY  WD  1020004       CHARI^STON  OONS  i'n 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32091 

MURRELLSINIirr  2220009      GBORGETCWN  NATL  4606  5.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 ^606 


699 


POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

SfEly\TE"srs?EMS  SERVED  f        ^^^'  CHEM    STATUS  TLUOR  ^^POP^  -^^  SYSTEMS 

. NO DATE LEVEL  LEVEL 

MYRTLE  BEACH                     2610001   HORRY                    NAIL  25598     4.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25598 

MYRTLE  BEACH  AFB                  2610500   HORRY                    NAIL  3161     2.8 

lOrAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3161 

NEWBERRY  3610001  NEWBERRY  NaSiF6    ADJ  03/79  15056          0.8 

NEWBERRY  00  W&S  3620002  NEWBERRY  OONS        5000 

SALUDA  4110001  NEWBERRY  OCWS        3582 

SILVERSTOEErr  3620001  NEWBERRY  OONS        1180 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24818 

NEYLES  DAY  CARE                   1570112   OOLLETON                   NATL  30     1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 30 

NICHOLS                        3310003   MARION                    NATL  750     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

NOR-ffl  AUGUSTA                    0210003   AIKEM            NaSiF6    ADJ   06/63  21000          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21000 

NORTH  MYRTLE  BEACH  2610011   HORRY  NATL        30375     4.1 

PQXFIRE  VILLAGE  2660043   HORRY  CONS         319 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30694 

QAKEY  SWAMP  MHP                   2660031   HORRY                     NATL  110     4.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110 

OAKLEY  VDC  CIR                   0870124   BERKELEY                  NATL  224     2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 224 

QAKWDOD  ESTATE                   0420010   ANDERSON                  ADJ  131          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 131 

ORANGEBURG                       3810001   ORANGEBURG         NaSiF6    ADJ   09/52  42160          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 42160 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH    CAROLINA ^ status     FLUOR       pop       natural  SYSI^Mb 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHtM         i,,«            ^^^^^    ^^^^^^  ^^^        ^p^ 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^ ^^jE LEVEL     LEVEL 

1310003      CHESniRFIEU)  NaF  AH]      02/69       3741  0.8 

PAGELAND  ,tZ^^      ruF^rTTOFTELD  OONS  6900 

CHESnRFIELD  RURAL  1320003      affiSTERFIELD 

TOEAL  TOPUlAnON  SERVED  BY  SOURCE  WA3ER  SYSTEM 10^^ 

PM^^^  0860014      BE.^  NAIL  70  2.7 

TOTAL  lOPUUmON  SERVED  BY  SOURCE  WATER  SYSTOl ^0 

_  -  -  -  930 

TOEAL  TOPUUOTON  SERVED  BY  SOURCE  WATER  SYSTO^ 

PARKWOODSD                                                     3230029      I^NCTTON                                            NA^  ^^^             1.2 

TOTAL  TOPUIAnON  SERVED  BY  SOURCE  WAIER  SYSTOI ^32 

PAWI^ISUND                                                2220010      GEDRGEICWN                                          NAIL  19744            3.2 

TOTAL  TOPULATION  SERVED  BY  SOURCE  WA^R  SYSTOI 19744 

^^                                                              3210010      l^NCnON                       NaF                AOl      07/84  480                        0.8 

TOTAL  FOPUUmON  SERVED  BY  SOURCE  WAIIR  SYSmi ^0 

PQJNYRDYAL                                                     2220002      GBORGEIOWN                                          NATL  554            0.9 

TOTAL  FOPUlAnON  SERVED  BY  SOURCE  WAIffi  SYSTO4 554 

Prrv™.  3910001      PICKQ^S  NaSiF6  AOJ       11/72      9167  0.8 

^^^^^^  -^090003       PTa<ENS  OONS  3100 

BEIHLEMEM-RQANDKE  3920003      PlOCtWb 

SIXMIlilWD  3920002      PIO^S  ^ 

TWELVE  MIl^  WD  3920011      PKMIJS  OONS 

TOTAL  TOPUUnON  SERVED  BY  SOURCE  WAIER  SYSllM ^^^^^ 

PIEThOn- RURAL  ^220005      SPARTANBURG  NATL  3486  0.9 

TOTAL  TOPULATION  SERVED  BY  SOURCE  ViKim  SYS™ 3486 

0960004      AlKEI^  NATL  70  0.8 

PIIJE  ACRES  MHP  026UUU^      aincjm 

TOTAL  FOPUUmON  SERVED  BY  SOURCE  WAm  SYSltM ^^ 

oAAnni-^      HORRY  NATL  870  4.9 

PIRAIE  COVE  MHP  2660013      HORRY 

TOTAL  lOPUlAnON  SERVED  BY  SOURCE  WATER  SYSTOi 870 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

c5NrElu\'rsyS?EMS  SERVED                                %'                     ^^^'                           CH|M         STATUS     FLUOR  JOP^    NATUP^L  SYST^EMS 
. NO DATE LEVEL     LEVEL 

PLANIERSVILLE  222000A      GEDRGEIDWN  NAl'L  1021  A.  3 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1021 

PLEASANT  HILL  HIGH  2270111       GEDRGEnOWN  NATL  371  1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 371 

PLEASANT  HILL  MID  2270103      GEDRGEnOWN  NATL  429  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A29 

POINT  LOCMXJT  3050007      LAUREWS  NATL  67  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 67 

QUINSY  2110002      FLORENCE  NaF  ADJ       12/77  990  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WKTER  SYSTEM 990 

RED  HILL  SYSTIM  2220007      GBORGEKMJ  NATL  208  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 208 

ROCK  BLUFF  SD  A550001      WILLIAMSBURG  NATL  75  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

ROCK  HILL  A610002      YORK  NaSiF6  ADJ      05/52     36806  0.8 

RIVEEVIEW  SD  A650023      YORK  G»JS  560 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 37366 

RDSEHILL  Oa«MUNITY                                          2220008      GEORGETOWN                                            NATL  237             3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 237 

SAMPIT  SYSTEM                                                    2220005       GEORGETOWN                                            NATL  531             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST-EM 531 

SAND  HILL  MHP                                                    0860006       BERKELEY                                               NATL  60             2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

SOOTIA                                                               2510008      HAMPTON                                               NATL  180            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 180 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA ^ 

— ^ T— COUNTY "  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNTY  one  ^^^^    SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  u^'=^  ^^^^  LEVEL     LEVEL 

NO . ■ 

SEA  ISI^  AEM  BUG  1070109      CHARlilSroN  NATL  26  0.9 

TOEAL  FOPUUmON  SESVED  BY  SOURCE  WATEK  SYSTEM 26 

SQjEXIA  3710002      OCONEE  Acid  AW       10/63     19524  0.8 

OOUKnmY-NEWRY  3720002      OCONEE  ^  32^ 

KEDWEEKEYSD  3750023      OCONEE  OO^S 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 21803 

SHANNON  HIGH  2370101      GREEWIUil  NAIL  250  0.7 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 250 

A-^insni       SIMTER  Acid  ADJ      01/58      5284  0.8 

SHAW  AFB  RESID  4310501       bU^ltK  "^  " 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5284 

90CASTEE  ELEM  2670101      HORRY 

TOTAL  roPULAnON  SERVED  BY  SOURCE  WAim  SYSTEM 26 

SOCA^IEEWS                                                      2620005      HORRY                                                   NATL  5080            3.4 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 5080 

SOJIHGAIESD                                                    3250048      lEHNCTON                                            NATL  653            0.7 

TOTAL  POPUl^ION  SERVED  BY  SOURCE  WATER  SYSTEM 653 

SPARTANBURG  A210001  SPARimURG  Acid  m      08/68     87766  0.8 

B&B  W/D  CONVERSE  A220011  SPARTANBURG  ^  370 

DtlAtMAMTOBEIJiD  A220002  SPARTANBURG  OONS  6299 

UBERTY  CHESNEE  ETIGRV  A220010  SPARTANBURG  OONS  112/ 

STARTEX-JACKSON  A220006  SPARTANBURG  OONS  17802 

UNA  WD  A220004  SPARTANBURG  ^S  6821 

WOODRUFF-RDEBUaC  A220007  SPARTANBURG  OONS  i5A/D 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB^ 155660 

SPRINGFIELD  3810009      ORANGEBURG  NaF  AW      08/84       1205  0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAKR  SYSTEM 1205 

SPRINGS-FT  MIU.  ^6^*      VORK  N^iF6  ADJ      05/51  26  0.8 

EORT  MILL  A610003      YORK  OONS  4500 

RIVERVIEW  DIST  A620001      lAUREl^S  OONS  V^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTIR  SYb'lTM 5072 


703 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  DP  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ST  MATTHEWS                                                     0910001      CALHOUN                           NaF               ADJ      08/63  3532                        0.8 

lOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 3532 

ST  PAUL  ACAESMY                                                1070101       CHARLESTON                                            NATL  160             2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

ST  PAUL  PRIMARY                                              1470100      CLAREMBN                                           NATL  26            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 26 

ST  STEPHENS                                                        0810002       BERKELEY                                               NATL  1800             1.5 

TOTAL  POPUIAnai  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

STUCKEY                                                                4510003      WILLIAMSBURG                                        NATL  211             1.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 211 

SULLIVANS  ISLAND                                             1010003      CHARLESTON                                          NATL  2494            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2494 

SlhWERTON                                                         1410003      CLAREMXW                                            NATL  2228            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2228 

SlJMdERVILLE  1810003  DCHCHESTER  NATL  38720             2.0 

CALCMET  SD  1850009  DCHCHESTH^  CONS  134 

DORCHESTER  00  W/A-SPRUCEWD(X)  1820005  DORCHESTER  CmS  640 

DORCHESTER  00  W/A-TONQL  ACR  1820003  DORCHESTER  OCWS  1136 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA2ER  SYSITM 40630 

SIKTER                                                                  4310001       SIKIER                              NaSiFb           .\[JJ        12/b4  45192                         0.8 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 45192 

SURF^IDE  BEACH                                                2610003      HORRY                                                   NATL  6818            3.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6818 

SURFSIDE  HEIGHT                                                0450066      ANDERSON                                               NATL  58             0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 58 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

Water  SYSTEM  and EPA COU^                           CHEM    STATUS  FLUOR  POP   NATURAL  SVS^T^.M. 

CONSECUTIVE  SYSTEMS  SERVED  I^D  ^^^° pATE   LEVEL  LEVEL 

TEAL  ON  ASHLEY  SUED               1850007   DORCHESm                 NAIL  93     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATYR  SYSTOi 93 

TIIOON  HAli                     2760003   JASPER                    NATL  1A3     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A3 

TiMiDNSVILLE                     2110005   FIDRENCE          NaF      ADJ   08/76  3150          0.8 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3150 

TRIGO  RURAL                     1720001   DIUJ3N            NaSiF6    ACU   04/77  7491          0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIW  SYSHM 7491 

TWIN  LAKES  MHP                   4660007   YORK                     NATL  737     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 737 

l^ON                          4410001   UNION            NaSLF6    ADJ   04/55  13076          0.8 

BROWNS  OlEEX                   4420002   UNION                     OONS  1740 

CARUSLE                      4410003   UNION                     OONS  609 

LOVERS  LANE  WD                  4420004   UNION                     OONS  300 

UKESVILLE  WD                  4420006   UNION                     OONS  255 

MEANSVILLE  RILEY                4420001   UNION                     CONS  4489 

BUFFALO  WD                   4420008   UNION                     OONS  1004 

QOREE  MILLS                  4220008   SPARTANBURG                OONS  639 

MONARCH  WD                     4420009   UNION                     OONS  880 

ROCKY  CREEK  WD                  4420003   UNION                     OONS  1491 

SANIUC-HEBRON                  4420007   UNION                     OONS  2205 

SARDIS  WD                     4420005   UNION                     OONS  290 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^rtM 26978 

VARNVILLE                       2510005   HAMPTON                   NAIL  1755     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSIYM 1755 

VICTORIAN  LAKES                  3260097   LEXINCTON                  NATL  513     0.8 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 513 

WACCAMAW  ADULT  ED                 2670116   HORRY                     NATL  415     2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITil  SYSTEM 415 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA  

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WALHALLA  3710004   OOONEE  NaSiF6    ADJ   07/73  11225  0.8 

WEST  UNION  3710005   OOONEE  CONS         504 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11729 

WALTERBORD  1510004   COLLETON  NATL  12000     1.4 

TOfEAL  POPULAITON  SEHVED  BY  SOURCE  WAIffi  SYSIIW 12000 

WEST  OOLLMBIA  3210004   LEXINGTON         NaSiF6    ADJ   01/67  17980  0.8 

■roiAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 17980 

WESTMINSTEK  3710003   OOONEE  NaSiF6    ADJ   06/63   5320  0.8 

PICNEER  3720001   OOONEE  CONS        5450 

OnCXASAW  POINT  3750010   OOONEE  CONS         280 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 11050 

WHITESVILLE  SCH  0870105   BERKELEY  NATL         716     2.7 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 716 

WHIIMIRE  3610004   NEWBERRY  NaSiF6    ADJ   05/85   3744  0.8 

TOTAL  POPUlAnOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 3744 

WILLIAMSTON  0410010   ANDERSON  NaSiF6    ADJ   11/79   5320  0.8 

BIG  CREEK  0420009   ANDERSON  OOJS        4597 

WEST  PELZER  0410009   ANDERSON  OONS        1396 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11313 

WILLCWBRDOK  SD  4650026   YORK  NATL         144     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 144 

WINDMILL  HARBOUR  0750030   BEAUFmT  NATL         274     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 274 

WINNSBORD  2010001   FAIRFIELD         NaSiF6    ADJ   06/59   7000  0.8 

MID  OOUNIY  #2  2020004   FAIRFIELD  OONS         128 

MIDOOUNIY  2020002   FAIRFIELD  OONS         900 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 8028 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  CAROLINA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NAT LRAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT        OPT 

|vjO  DATE LEVEL     LEVEL 

WOCXB  {MRNIGHT                                              1560003      OOLLETDN                                              NATL  75            1.2 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 75 

YORK                                                                    4610001      YORK                                NaSiF6          ADlJ      02/63  6800                        0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA'IER  SYSTEM 6800 

YORK  COUNTY                                                     4620002      YORK                                                     ADJ  300                        0.8 

Wm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

ZION  CENMl                                                        10701A1       CHARLESTON                                            NAIT.  40             2.9 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WAI'EK  SYSTTiM 40 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  DAKOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
USED                           START  SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

NaSiF6          ADJ      05/51  25937                        1.2 

SYSTEM 25937 

NATL  139            2.3 

SYSTEM 139 

NaF               AHJ       12/74  891                        1.2 

SYSra^ 891 

NaF               ADJ  260                        1.2 

SYSra^ 260 

NATL  136            1.6 

SYSTEM 136 

NaF                ADJ  200                        5.4 

SYSmi 200 

NATL  75            6.6 

SYSTEM 75 

Acid              ADJ      05/74  990                        1.2 

SYSTEM 990 

NATL  154            2.0 

SYS-lliM 154 

NaF      ADJ   07/81  507          1.2 

SYSTEM 507 

NaF               ADJ      06/81  1432                        1.2 

OONS  751 

C]CWS  235 

OONS  410 

OONS  372 

SYSTB^ 3200 


ABERDEIM 


AGAR 


ALCESTER 


ALLEM 


ALPENA 


AMEKICAN  HORSE  SCHX)L 


AMHEEST 


ARLINCTTON 


ASWTON 


AURCfiA 


AURDRA-BRULE  RWS 
KIMBALL 
PUKWANA 
STICKNEY 
WHITE  LAKE 


4600020       BROWN 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600024  SULLY 

WmL  POPULATION  SERVED  BY  SOURCE  WATER 
4600004   UNIOJ 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER 
4690481   SHANNON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600025  JERAULD 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

4690466   SHANNCW 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

4600030   MARSHALL 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

4600385   KINGSBURY 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600029   SPINK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600058   BROOKINGS 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WAIHl 

4600621  AURORA 

4600184  BRULE 

4600250  BRULE 

4600318  AURORA 

4600366  AURORA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

BANCRDFT                                                           A600035      KINGSBURY                                            NATL  41            3.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 41 

BAIH  IRL  OOURT                                               4600425      BROWN                                                   NAIL  100            2.5 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 100 

BELLE  POURQffi                                                 4600037      BIOTE                               NaF                ADJ      01/71  4690                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4690 

BELVEDERE                                                         4600038      JACKSON                                                NATL  73            2.1 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 73 

BEHESPORD                                                         4600386      LINCOLN                           NaF                ADJ      07/71  1869                        1.2 

TOTM.  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 1869 

BIG  SIOUX  RWS                                                  4600429      MDODY                               NaF                ADJ      01/76  3867                        1.2 

WENIVOKffl                                                     4600419      LAKE                                                     OONS  193 

lOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4060 

BIG  STCM:  CITY                                                4600007      (3WNT                              Acid              ADJ       07/72  666                        1.2 

TUIAL  POPULATION  SERVED  BY  SOURCE  Wvim  SYSTEM 666 

BISOJ                                                                 4600039      PERKINS                                                NATL  458            1.8 

TOEAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 458 

BLACK  HAWK                                                       4600043      MEADE                               Acid              ADJ       01/78  1000                        1.2 

TUTAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYSITiM 1000 

BLACKPIPE                                                         4690489      TODD                                NaF                ADJ  177                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 177 

BOti  HGKWE-YANKTDN  II                                     4600865      BON  HOr«WE                       NaSiF6          ADJ      06/81  2114                        1.2 

AVOti                                                              4600031       BJti  HO^WE                                            OONS  576 

LESITRVILLE                                                  4600195      YANKTON                                                OONS  156 

SCOTLAND                                                       4600290      BON  HOhME                                            OONS  1022 

TABOR                                                             4600327      BON  HOhWE                                            OONS  461 

TIMBERLAND  PARK                                            4600412       YANKTCW                                                  OONS  % 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4425 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

BOWDLE                         4600008   EDMUNDS           Acid      ADJ   07/72  643          1.2 

TOTAL  POPULATIC*]  SERVED  BY  SOURCE  WATEH  SYSTEM 643 

BOX  ELDER                       4600046   PENNINCnOJ         Acid      ADJ   04/73  3175          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 3175 

MWiNDOJ                        4600048   MINNEHAHA         NaF      ADJ   01/71  3200          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3200 

BRENITORD                       4600065   SPINK                    NAIL  91     2.6 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WATER  SYSTEM 91 

BRIDGEJ^AnR                     4600066   MCOOOK            NaF      ADJ   10/72  649          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 649 

BRITION                        4600388   MARSHALL          Acid      ADJ   06/71  1952          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1952 

BRQADLAND                       4600069   BEADLE                    NATL  49     2.5 

TOTAL  POPULATIC*J  SERVED  BY  SOURCE  WATER  SYSTEM 49 

BROOKINGS                       4600071   BROOKINGS         NaSiF6    ADJ   12/61  14915          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14915 

BROOKINGS-DEUEL  RWS  4600430  DEUEL  Acid      ADJ  05/77   2355          1.2 

BRANDT  4600064  DEUEL  OONS         128 

KINGBROOK  I  RWS  4600385  DEUEL  OONS        1677 

UNIVERSITY  ESTATES  4600075  DEUEL  OONS         60 

WHTIE  4600364  DEUEL  OONS         477 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTO^l 4697 

BRCWN-DAY-MARSHALL  RWS  4600882  MARSHALL  NaF       ADJ  01/85    150          1.2 

CLAREMOMT  4600090  BROWN  OONS         179 

LANGPORD  4600189  MARSHALL  OONS         311 

PIERPORT  4600241  DAY  OONS         184 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 824 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BUFFALO  GAP  A60O077      CUSTEK  NAIL  188  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 188 

BULLHEAD  4690508      OORSON  NaF  ADJ       12/79  421  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 421 

BURKE  4600079      GREGORY  NaF  ADJ      05/72  861  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 861 

BUTIE-MEADE  RWS  4600223      BUTTE  NaF  ADJ       09/75  1000  1.2 

TOfTAL  POPULATIOJ  SERVED  BY  SOURCE  WA.TCR  SYSTEM 1000 

CAMELDT  4600506      HUGHES  ^JATL  50  2.5 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTQ^ 50 

CANISTOTA  4600080      MCCOOK  NaF  ADJ       10/72        624  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 624 

CANOVA  4600081      MINER  NA'IL  194  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 194 

CANTON  4600082      LINCOLN  NATL  2895  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2895 

CAR-mAGE  4600083      MINEK  NAIL  276  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYS'l'EM 276 

CASTLEWOOD  4600002       HAMLIN  NaF  AUJ       ()4/7i         548  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKim  SYSTEM 548 

CAVOUR  4600084      BEADLE  NATL  118  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATQ^  SYSl^ 118 

CENnRVILLE  4600085      TURNER  Acid  ADJ      07/73        910  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSIliM 910 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

CHAMBHRLAIN  4600086      BRULE  NaF  ADJ      07/71  2181  1.2 

TOTAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 2181 

CHAPEL  LANE  LEV  460026A      PENNINCION  Acid  ADJ       11/79  1020  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1020 

CLARK  A600091      CLARK  Acid  ADJ       11/71  1349  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1349 

CLARK  RWS  4600881      CLARK  Acid  ADJ      06/83  1661  1.2 

BRADLEY  4600047      CLARK  OONS  134 

FLORENCE  4600128      CLARK  COtiS  189 

HENRY  4600153      0C»IM7ION  OOJS  210 

RAYM3ND  4600276      CLARK  OONS  106 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 2300 

CLAY  RWS  4600626      CLAY  Acid  ADJ       12/79  2999  1.2 

WAICNDA  4600399      CLAY  OONS  381 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3380 

CLEAR  LAKE  4600092      DEUEL  NaF  ADJ       11/71  1308  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1308 

OOLTON  4600390      MINNEHAHA  Acid  ADJ       11/73        757  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 757 

OCM)E  46000%       SPINK  NATL  259  3.6 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 259 

CORSICA  4600097      DOUGLAS  NATL  641  1.7 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 641 

CRAZY  HORSE  SCHOOL  4690468      SHANNON  NaF  ADJ  330  5.4 

TOTAL  POPULATTC*!  SERVED  BY  SOURCE  WATER  SYSTEM 330 

CRESBARD  4600099      FAULK  NATL  221  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTiK  SYSTEM 221 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START    SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

CROW  (EEEX  4690439      BUFFALO  NaF  ADJ  125  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH<  SYSTEM 125 

CUSTHi  4600101       CUSTER  NaF  ADJ      08/71  1907  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1907 

DE  sMET  4600059      KINGSBURY  NaF  ADJ       10/71  1232  1.2 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1232 

DEADWDOD  4600104      LAWRENCE  NATL  2084  1.6 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIW 2084 

DELL  RAPIDS  4600105      MINNEHAHA  NaF  ADJ      08/71  2390  1.2 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 2390 

DELMDNT  4600106      DOUGLAS  NATL  283  1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 283 

DOLAND  4600108      SPINK  NAIL  375  2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQi 375 

DRAPER  4600109      JONES  NATL  141  2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 141 

EIXHlKr  4600114      FALL  RIVER  NATL  1471  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1471 

ElK  POINT  4600116      UNION  NAIL  1656  2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTTcM 1656 

ELKIDN  4600117      BROOKINGS  Acid  ADJ       10/80        633  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 633 

EMMY  SWIM  4690460  NaF  ADJ  187  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 187 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ESTELLINE  4600119      HAMLIN  NaF  ADJ       10/72         721  1.2 

■TOTAL  POPULATia^  SERVED  BY  SOURCE  WATER  SYSTEM 721 

ETHAN  4600120      DAVISOJ  NATL  347  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTtW 347 

EUREKA  4600121      MCPHERSOJ  Acid  ADJ      04/76  1359  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 1359 

EVERGREEN  4690477       SHANNCW  NaF  ADJ  338  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 338 

FAULKTON  4600125      FAULK  NaF  ADJ       11/73        953  1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 953 

FE»NEY  4600126      mMi  NATL  51  3.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51 

FINLEY  HEIGHTS  4690462  NaF  ADJ  62  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 62 

FLANDREAU  4600127      MOODY  NaF  ADJ      09/71  2130  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2130 

PORESTBURG  4600129      SANBORN  tvlATL  129  1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-JEM 129 

FRANKFX»T  4600132       SPINK  NATL  209  1.8 

TOTAL  POPUIATTON  SERVED  BY  SOURCE  WATER  SYSTEM 209 

FREEMAN  4600134      HUTCHINSON  NaF  ADJ      01/72  1461  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1461 

FT  PIERRE  4600130      STANLEY  Acid  ADJ      03/72  1788  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l'EM 1788 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 

NO  DATE LEVEL    LEVEL 

GARRCISON                                                         A600138      MINNEHAHA                       NaF                AiXJ       10/73  %1                        1.2 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %1 

GE:nYSBlBG                                                       46001A2      POFIER                             Acid              ADJ      09/76  1628                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1628 

GRANT-ROBERTS  RWS                                          4600864      GRANT                              Acid              ADJ      03/81  2690                        1.2 

TOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 2690 

QiBOORY                                                             4600145      GRBQORY                           Acid              ALU      07/69  1510                        1.2 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1510 

(SOKki                                                              4600147      BROWN                                                   NAIL  1181            2.0 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1181 

HANSON  RWS                                                       4600878      HANSON                             NaF                ADJ      01/83  1945                        1.2 

ALEXANDRIA                                                   4600062      HANSON                                                 OONS  595 

Q-eiY                                                             4600118      HANSON                                                  OONS  403 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 2943 

HARTFORD                                                           4600150      MINNEHAHA                       NaF                ADJ      01/73  1206                        1.2 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1206 

HERREID                                                             4600155      CAMPBELL                         NaF                ADJ      08/75  568                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 568 

mCUMDRE                                                           4600158      HYDE                                Nal'                ALU      01/72  1062                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1062 

HILL  aiY                                                         4600159      PENNINGTON                     NaF                ADJ      01/83  534                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 534 

HORSE  CREEK                                                     4690516      T3DD                                NaF                ADJ  31                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAITiR  SYSTEM 31 

HOSMER                                                               4600162      EDMUNDS                           NaF                ADJ      04/57  386                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'lEl^  SYSTHM 386 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  DAKOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


HOT  SPRINGS 


HOVEN 


HCWARD 


HURCW 


IGLOO  WATER  00 
FROVO 


IPSWICH 


JEFFERSOJ 


JOBEE  ACRES-ABBREEEN 


KADOKA 


KEMEL 


KINGBRDCK  II  RWS 


KINGBBDCK  III  RWS 


A600163 

FALL  RIVER 

TCIYAL  POPULATION  SERVED  BY  SOURCE  WAltK 

4600164 

POn^ER 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER 

4600165 

MINER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600169 

BEADLE 

"lULAL  POPULATION  SERVED  BY  SOURCE  Wam 

46003% 

FALL  RIVER 

4600249 

FALL  RIVER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600397 

EDMUNDS 

■lUTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600060 

UNIOJ 

■iUi:AL  POPULATION  SERVED  BY  SOURCE  WATER 

4600019 

BROWN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600181 

JACKSON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4690507 

CORSON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4600511 

KINGSBURY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

4600874 

KINGSBURY 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaF      ADJ   10/70  4731          1.2 

SYSTEM 4731 

Acid      ADJ   07/72  616          1.2 

SYSTEM 616 

NATL  1167     2.6 

SYSTEM 1167 

NaSiF6    ADJ   09/56  13000          1.2 

SYSTEM 13000 

NATL  188     1.2 

OOtiS  25 

SYSTEM 213 

NATL  1152     2.9 

SYSTEM 1152 

NaF      ADJ   01/83  592          1.2 

SYSTEM 592 

NATL  42     1.5 

SYSTEM 42 

NATL  831     1.1 

SYSTEM 831 

NaF      ADJ   12/79  187          1.2 

SYSlQi 187 

Acid      ADJ   01/79  1715          1.2 

SYSIH^ 1715 

NaF      ADJ   01/81  2530          1.2 

SYSTEM 2530 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START    SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

KYLE  4690474      SHAbJNON  NaF  AEU  442  1.2 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYST^ ^2 

LftKE  ANDES  4600185      CHARLES  MIX  NaF  ADJ      01/72  1022  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1022 

LAKE  PRESTON  4600398      KINGSBURY  NATL  787  5.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 787 

LANE  4600180      JEKAULD  NATL  83  1.7 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTOi 83 

LEAD  4600190      LAWREJJCE  NaSiF6  ADJ       10/70  4566  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITO  SYSTO«1 A566 

LE>fCN  4600192      PERKINS  NATL  1864  3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1864 

LENNOX  4600193      LINCOLN  NaF  AEU      07/73  1825  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1825 

LBCftA  4600194      MCPHERSON  NATL  644  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 644 

LEKHER  4600196      SANBORN  NATL  221  2.2 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WAIER  SYSFEM 221 

LITTLE  EAGLE  4690453      CORSON  NaF  AIXJ       07/ 79        390  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 390 

LITTli:  WOUND  SCHOOL  4677802       SHANNON  NaF  ADJ  /82        260  5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO"! 260 

IDNG  HOLLOW  4690457  NaF  ALU  135  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

LOWER  BRULE  4690441      LYMAN  NaF  ADJ  /81  900  1.2 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 900 

MADISON  4600199      LAKE  Acid  ADJ      05/70  6213  1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6213 

MANMKSC^J  4690479      SHANNON  NaF  ADJ  395  1.2 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 395 

MANE*KSON  DAY  SCHOOL  4690467      SHANNON  NaF  ADJ  256  5.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 256 

MANSFIELD  4600200      BROWN  NATL  111  1.7 

TXJYPL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 111 

MARION  4600201      TURNER  Acid  ADJ      09/82  832  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 832 

MARTIN  4600202      BENNETT  NaF  ADJ       11/71  1017  1,2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATEK  SYSTEM 1017 

MCOOOK  LAKE  4600177      MCOOOK  NaF  ADJ       10/72  600  1.2 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 600 

MCINTOSH  4600197      CORSON  NATL  408  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 408 

MCLAUC3ILIN  4600198      OORSON  NaF  ADJ       10/72         775  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 775 

MELLETTE  4600204      SPINK  NATL  191  2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 191 

MENNO  4600205      HLTTCHINSON  NATL  805  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 805 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

SsECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED        ,  NAT        OPT 

fyjQ  DAI  b LbVtiL     LtrvcL 

MIDLAND                        A600012   HAAKDN                    NATL  276     2.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 276 

MiLBANK                        4600207   GRANT            Acid      AEU   04/68  4108          1.2 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 4108 

MILLER                         4600211   HAND                     NATL  1930     2.1 

•TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1930 

MDiA  LAKE                       4600501   EDMUNDS           NaF      AEU   05/78  400          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

MUMMAHA  RWS                    4600432   MINNEHAHA         Acid      ADJ   12/77  3963          1.2 

BALTIC                        4600034   MINNEHAHA                  OONS  688 

CROOKS                        4600391   MINNEHAHA                  OONS  598 

HiMBCLDT                      4600167   MINNEHAHA                  GOJS  486 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5735 

MISSION                        4600401   TODD             Acid      ADJ   12/76  744          1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'^M 744 

MTTrHFTT.                        4600214   DAVISON           NaF      ALU   11/54  13917          1.2 

DAVISON  RWS                    4601090   DAVISON                   OONS  1841 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 15758 

MOBILE  DWELLERS-ABERDEEN            4600023   BROWN                    NATL  130     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIE[<  SYSltM 130 

MaBRIDGE                         4600215   WALWORTO           Acid      ADJ   03/52  4157          1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYSTEM 4157 

M}NRDE                         4600216   TURNER            NaF      ADJ   04/76  170          1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 170 

ICRRISTOWN                      4600218   OORSON                    NATL  125     2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

^^NfEluTTsrs'TEMS  SERVED             %'                     ^^^'                           CH|M    STATUS  FL^UOR  ^^POP^  ^^^^ ''o'p?^' 
NO  ^^ DATE LEVEL  LEVEL 

MXJND  CTTY  A600219   HAMPRFI.T.  NATL         112     2.9 

lUIAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 112 

MDUMT  VEKNON  A600220   DAVISON  NATL         403     1.1 

TOTAL  POPUIAnON  SEKVED  BY  SOURCE  WA3ER  SYSTEM 403 

MURDO  4600221   JONES  NaF      ADJ   09/72    721  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1H«1 721 

N  BEADLE-S  SPINK  RWS  4600880   BEADLE  Acid      ADJ   09/83    643  1.2 

HITCHOOCX  4600161   BEADLE  CONS         134 

WOLSEY  4600375   BEADLE  OONS         437 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATEK  SYSTEM 1214 

NEW  UNDERW30D  4600224   PEMm«7I0N         NaF      ADJ   03/83    520  1.2 

TOTEAL  POPULATTOJ  SERVED  BY  SOURCE  WATTiK  SYSTEM 520 

NEWELL  4600222   BimE  NATL         642     1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 642 

NDRTH  SIOUX  CITY  4600226   UNION  NATL  1823     0.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1823 

NORTHVILLE  4600227   SPINK  NATL         139     3.5 

TOTAL  POPUMnON  SERVED  BY  SOURCE  WATER  SYSTEM 139 

NUNDA  4600228   LAKE  NATL  60     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

QADOMA  4600229   LYMAN  NaF      ADJ   01/81  288  1.2 

TOTAL  POPULA'nOJ  SERVED  BY  SOURCE  WATER  SYSTEM 288 

OELRICHS  4600230   FALL  RIVER  NATL         123     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  123 

OGLALA  4690480   SHANNON  NaF      ADJ  291  1.2 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 291 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA 

WATER  SYSTEM  and EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

cSnIeSt'ivI  S?s'tEMS  SERVED  ID USED  SJ^ART    SERVED        ^NAT^     ^QPT^ 

OLD  AGENCY                                                         A690458                                               NaF                ADJ  367                         1.2 

TOrmL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 567 

OLDHAM                                                               A600231      KINGSBURY                                            NAIL  221             1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYST^ 221 

CNiDA                                                                 A600233      SULLY                                                   NATL  8A8            2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 848 

ORIENT                                                               4600234      FAULK                                                   NATL  89            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 89 

PARKER                                                               4600235      TURNER                             Acid              ADJ      01/69  995                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 995 

PARKSION                                                           4600236      HUTCHrNSOl                     Acid              ADJ       01/72  1546                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 1546 

PEEVER                                                               4600237      ROBERTS                           NaF                ADJ      09/82  232                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 232 

PEEVER  FLATS                                                    4690461                                              NaF               AEU  151                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 151 

PHILIP                                                               4600238      HAAKON                             NaF                ADJ       05/72  1088                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 1088 

PIH^RE                                                               4600242      HUGHES                             Acid              ADJ       08/68  11966                        1.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 11966 

PINE  RIDGE                                                       4690475      SHANNCW                           NaF                ADJ          /  75  3614                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA:1"ER  SYS1H>1 3614 

PLAMONTON                                                       4600245      AURORA                                                 NATL  644            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 644 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  DAKOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
USED                           START  SERVED          NAT        OPT 
DATE LEVEL    LEVEL 

NATL  50            2.1 

SYSTEM 50 

NaF               ADJ  158                       5.4 

SYSTEM 158 

NaF               ADa  78                        1.2 

SYSTEM 78 

NATL  756            2.0 

SYSTEM 756 

NATL  80            3.1 

SYSTEM 80 

NATL  238            1.7 

SYSTEM 238 

NaF               ADJ      01/79  2535                        1.2 

C»NS  818 

OCWS  1457 

SYSTEM 4810 

NaF      ADJ   06/78  1890          1.2 

CCkiS  303 

CONS  1333 

SYSTEM 3526 

NaF      ADJ   08/70  43835          1.2 

OONS  5000 

SYSTEM 48835 

Acid      ADJ   01/76  6000          1.2 

SYSTEM 6000 

NaF      ADJ  78          1.2 

SYSTEM 78 


PLEASANT  VAL  ESTS-ABERDEIN           4600404   BRDWN 

■lUlAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

PORCUPINE  DAY  SCHOOL 

4690469   SHANNON 

•lUTAL  POPULATION  SEKVED  BY  SOURCE  WAKR 

K/LAID  CREEK 

4690472   SHANNON 

lUEAL  POPULATION  SERVED  BY  SOURCE  WATH^ 

PRESHO 

4600248   LYMAN 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER 

QUINN 

4600251   PEMNINCTON 

'lUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

RAMDNA 

4600252   LAKE 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

RANDALL  I  &  II  RWS 

4600433   CHARLES  MIX 

ARMOUR 

4600028   DOUGLAS 

WAGNER 

4600348   CHART  J\S  MIX 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

RANDALL  III 

4600435   CHARLES  MIX 

GEDDES 

4600141   CHART  J\S  MTX 

PLAITE 

4600246   CHART  J\S  MIX 

lUlAL  POPULAllON  SERVED  BY  SOURCE  WATER 

RAPID  CITY 

4600406   PEMJINGTDN 

EIJ.SWORTH  AFB 

4608004   MEADE 

lUlAL  POPULATION  SERVED  BY  SOURCE  WAITiR 

RAPID  VATJfY  RWS 

4600274   PEJININGIWJ 

■lUlAL  POPULATION  SERVED  BY  SOURCE  WAIER 

RED  ISDti  LAKE 

4690456 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA - 

21 r^ COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNIY  u    c  SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  Ubtu  ^^^^  LEVEL     LEVEL 

NO ' • 

fjED  SHIj^T                                                         A690482      SHANNON                           NaF                ADJ  135                        1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135 

REDpiELD                                                           ^00277      SPINK                                                   NATL  3006            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIcN 3006 

RELIANCE                                                           A600279      LYMAN                                                   NATL  191            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^l 191 

RIOWDND  tnS-ABERDEEM                                  A60050A      BROWN                                                   NATL  40            1.7 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

ftcaom                                                            4600281      FAULK                                                   NATL  52            3.0 

TOTAL  FOPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 52 

ROLLING  MEADOWS-ABERDEEN                             4600620      BRCWN                                                   NATL  50            1.9 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

RQSOOE                                                               4600282      EDMUNDS                                               NATL  369            3.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSmi 369 

ROSEBUD                                                             4690494      TODD                                Acid              ADJ          /75  1373                        1.2 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 1373 

S^^LEM                          4600288   MCOOOK            NaF      ADJ   03/71  1486          1.2 

TOTAL  FOPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM I486 

SELBY                                                                 4600291      WALWORTO                         NaSiF6          AOJ       05/72  890                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-l^EM 890 

SHARPS  CORNER                                                  4690473      SHANNON                           NaF                ALU  83                        1.2 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 83 

gj^j^                                                                 A600293      BROOKINGS                                            NAIL  129             1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 129 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


SOUTH  DAKOTA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


SIOUX  FALLS 
LINCOLN  00  RWS 
TEA 


SIOUX  I 


SIOUX  II 
BRYANT 
HAZEL 


SISSEHDN 


SOUIH  LINCOLN  RWS 
CHANCELLOR 


A600294 
460030A 
4600409 

TOTAL  POPULATION  SEKVED 

4600436 

TOTAL  POPULATION  SERVED 

4600866 
4600076 
4600509 

TOTAL  POPULATION  SERVED 

4600310 

TOTAL  POPULATION  SERVED 

4600870 
4600087 


MINNEHAHA 

LINCOLN 

LINCOLN 

BY  SOURCE  WATER 

CCOINGKW 

BY  SOURCE  WATER 

HAMLIN 
HAMLIN 
HAMLIN 

BY  SOURCE  WATER 

ROBERTS 

BY  SOURCE  WAIER 


TOTAL  POPULATION  SERVED 
SPEARFISH  4600311 

TOTAL  POPULATIOJ  SERVED 
SPRING  CREEK  4690490 

TOTAL  POPULATION  SERVED 
SE^IINGFIELD  4600317 

TOTAL  POPULATIOI  SERVED 
ST  FRANCIS  4600330 

TOTAL  POPULATION  SERVED 
STA3E  HOSPITAL-REDFTELD  4600503 

TOTAL  POPULATIOI  SERVED 
STAIE  TRAINING  SCHOOL  5600056 

TOTAL  POPULATION  SERVED 


LINCOLN 
"lURNER 

BY  SOURCE  WATER 

LAWRENCE 

BY  SOURCE  WATER 

Tcm 

BY  SOURCE  WATER 

BOJ  HGM^ 
BY  SOURCE  WATER 

TOCO 
BY  SOURCE  WATER 

SPINK 
BY  SOURCE  WATER 

AURORA 
BY  SOURCE  WAIER 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaSiF6    ADJ   10/70  83232  1.2 

CONS  2000 
OONS         737 

SYSTEM 85%9 

Acid      ADJ   11/75  1960  1.2 

SYSTH^I i%0 

Acid      ADJ   11/75     0  1.2 

OONS         502 

cutis  1400 

SYSTEM 1902 

Acid      ADJ   04/72  2779  1.2 

SYSTEM 2779 

NATL  2983     1.9 

OONS  257 

SYSTH^I 3240 

NaF      ADJ   11/70  5252  1.2 

SYSTEM 5252 

NaF       ADJ  260  1.2 

SYSTEM 260 

NaF      ADJ   06/67  1381         1.2 

SYSTEM 1381 

NaF      ADJ   01/83  770  1.2 

SYSTEM 770 

NATL  1100     2.3 

SYSTEM 1100 

NATL         67     1.7 
SYST"EM 67 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA — _ 

WATER  SVSTEM  an. ^PA CoU^^^                           CHEM         STATUS     FLUOR  POP       NATURAL  SV^T^.M. 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D                                                                 ^^^° DATE  LEVEL     LEVEL 

5JBATFX3RD                                                         ^'600408      BRCWN                                                   NATL  82            1.3 

TOrrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 82 

jn^jCiS                                                             A600321      MEADE                              NaF                AEU       12/70  5182                        1.2 

•lOrAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 5182 

SWIFIBEAR                                                         A690491      TODD                                NaF               ADJ  140                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 140 

TIMBER  LAKE                                                     4600411      DEWEY                              NaF                ACU      06/76  654                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 654 

TOI-COUmY  RWS                                                4600112      DEWEY                              NaF                AW          /80  4171                        1.2 

OOLCME                                                           4600094      TRIPP                                                   OONS  361 

DUPREE                                                           4600110      ZIEBACH                                                OONS  548 

pj^F.  BimE                                                  4600010      DEWEY                                                   OONS  438 

PAiiH                                                             4600124      MEADE                                                   OONS  576 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6094 

■jj^ipp                                                                 4600334      HUTCHINSON                                          NATL  796            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 796 

•miPPOORWS                                                    4600520      TRIPP                              NaF                ADJ       11/78  1874                        1.2 

I)ALLAS                                                           4600102      GRBC»RY                                                OONS  199 

WiTTEU                                                           4600374      TRIPP                                                   OONS  132 

WOOD                                                               4600924      MELLETTE                                              CCtiS  134 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2339 

TULARE                                                               4600335      SPINK                                                   NATL  237             1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 237 

TVJO  SmiKE                                                       4690514      TODD                                NaF                ADJ  109                        1.2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM 109 

TrtJDALL                                                             4600337      BON  HOhWE                       NaF                ADJ      07/73  1249                        1.2 

TCTTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 1249 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA     

CONSEC  J?ivl'^S?S?EMS  SERVED  ^  BOUNTY  C^^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CUNbtUUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

^ . DATE LEVEL     LEVEL 

VALLEY  SPRINGS                                                A600340      MINNEHAHA                       Acid              ADJ       10/73  801                        1.2 

TUTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 801 

VIBORG                                                               A6003A3      TURNER                            NaF               MX]      03/77  750                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

VIRGIL                                                               A600344      BEADLE                                                 NATL  37            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 37 

^^^                                                                 46003A6      BROOKINGS                       NaF               ADJ      04/72  1214                        1.2 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTO^ 1214 

WALL                                                                   4600417      PEMJINCTTON                                          natL  761            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 761 

WANBLEE                                                             4690471       SHANNON                           NaF               ADJ  416                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 416 

W'^^^'"**'                                                         4600356      OODINOIDN                       NaSiF6          ADJ      09/53  15632                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15632 

WAUBAY                                                               4600357      DAY                                  NaF               ADJ       10/74  673                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 673 

WEBSrm                                                             4600360      DAY                                  Acid              ADJ      01/70  2414                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSIEM 2414 

WESSINGTON  SPRINGS                                        4600362      JERAULD                          Acid              ATJJ      05/b6  1192                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1192 

"^TE  RIVER                                                     4600367      MELLETIE                         Acid              ADJ      01/74  561                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 561 

WHITEWOOD                                                         4600368      LAWRENCE                         NaF               ADJ      09/74  829                        1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYST^ 829 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

SOUTH  DAKOTA ^ _ 

WATER  SYSTEM  an. ^^ CoU^^^                           CHEM         STATUS     FLUOR  POP       NATU^^  SVS^T^EMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED ^te      LEVEL    LEVEL 

y^LKji.                                                               A600371      ROBERTS                           NaF                ADJ       12/74  508                        1.2 

TOTAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 508 

WIltJES                                                               ^00373      TRIPP                              Acid              ADJ      07/70  3466                        1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAT^  SYSTO1 3466 

WOLF  CREEX                                                       4690483      SHANNON                           NaF                AEU  52                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 52 

WDNDERD^  HCMES  WS                                      A600421      MEADE                              NaF               ADJ      01/83  500                        1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 500 

,,jDONSOCKE:T                                                       4600376      SANBORN                           Acid              ADJ      05/72  794                        1.2 

TOm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 794 

WORlHiNG                                                           4600377      LINCOLN                                               MAIL  386            1.1 

TUmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 386 

WOUNDED  KNEE                                                   A690478      SHANNON                           NaF               AOJ  208                        1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSItM 208 

YALE                                                                   4600378      BEADLE                                                 NA'TL  136            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 136 

YANKTON                                                             4600423      YANKTON                           NaSiF6          AEU       11/70  12011                        1.2 

BON  HCM^E  YANKTON  I                                    4600616       YANKTON                                                  CONS  12224 

IRQ4E                                                            4600173      CLAY/IURNER/YANKTON                          OONS  523 

MISSION  HILL                                            4600212       YANKTON                                                '^ONS  197 

jnCA                                                         4600338      YANKTON                                                OONS  100 

VDLIN                                                         4600347      YANKTON                                                OONS  156 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYS^niM 25211 

ZELL                                                                   4600424      FAULK                                                   NATL  69            4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^tR  SYSTEM 69 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

COnIeCu?iII''syS?EMS  served  ^  COUNTY  CH^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

UUNbtOUIIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

. ^ . .^ DATE LEVEL     LEVEL 

2ND  SOnH  OlEAraAM  UD  0000645      GHEATOAM  NaF  ADJ       08/72       3328  l.Q 

TCXEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOl 3328 

'^"'^^^^  0000002      MCNAIRY  NaF  ADJ  5187  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5187 

ALAMO  0000005      CRDCKEIT  NaF  ADJ      02/83      3139  l.Q 

TOTEAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTH>1 3I39 

ALCOA  0000007      BUXMT  Acid  ADJ      05/64  21319  1.0 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21319 

ARLDOON  0000019      SHELBY  Acid  ADJ      07/68       1248  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1248 

ARMDLD  VILIA3:  WS  0000830      OOFFEE  Acid  ADJ  42  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 42 

ARTHUR-SHAWNEE  IHTL  DIST  0000022      CLUBORNE  Acid  ADJ      09/83  4125  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 4125 

ASHLAND  QTY  0000023      CHEAIUAM  NaSiF6  ADJ      03/82  3275  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3275 

^^™™^  0000024      MOIINN  Acid  ADJ      09/65  14160  'l.Q 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 1416O 

^^-^^  MOUNN  NaF  AIXJ  //3        335  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 335 

^"^"^^^  0000765      SHEUJY  NaSiF6  ADJ      08/61  12450  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 12450 

BEDFX)RD  00  UHL  DIST  0000577       BEDFORD  NaSiF6  ADJ  5130  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 5130 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  an. ^PA CoUim  CHEM  STATUS     FLUOR  POP       NATU^^,  SVST^EMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  bjam    st  ^^^^^    ^^^^ 

NO . — .^.^_^______^^_-^— 

BELLS  0000045   CRDCKETT  NaF      ADJ   04/80  1748  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 1748 

BLDCMncnALE  0000056   SULLIVAN  NaSiF6    ADJ   03/74  9156  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9156 

BCXJVAR  0000063   HARDEMAN  NaSiF6    ADJ   03/66  7649  1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 7649 

BBADTORD  0000067   GIBSON  NaF      ADJ   06/81  1439  1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1439 

BRIGHTON  0000070   TIPTON  NaF      ADJ   07/81  1231  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1231 

BRisira.  0000073   SULLIVAN  Acid      ADJ   07/52  31814  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31814 

BROWNSVILLE  0000080   HAYWOOD  NaSiF6    ADJ   05/51  13597  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13597 

BYRDffTOWN  0000088   PICKETT  NaF      ADJ   10/81  2790  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2790 

CAMDEU  0000090   BENTON  NaSiF6    ADJ   08/65   7250  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7250 

CARTHAGE  0000095   SMITH  NaSiF6    /\IIJ   08/77   2691  1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 2691 

CEDAR  CREEK  ELEM  PERRY  NaF      ADJ    /73    63  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 63 

CEDAR  VALLEY  EIIM  MEIGS  NaF       ADJ     /76    220  4.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYST-EM 220 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

CONlEluT'lvfsSEMS  SERVED                                ^^                     ^^^^                           CH|M         STATUS     FLUOR  ^  TO^P^    NATURAL  SYSTEMS 
— — . DATE LEVEL    LEVEL 

CELINA  0000099      CUY  NasiF6  AIXJ      08/73  2176  l.Q 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATEK  SYOTM 2176 

^^^^™^"^  0000103      HICKMAN  NaSiF6  ADJ      03/82  4580  l.Q 

lOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTB^ 4530 

CLAIBORNE  00  UD  0000113      nATRHRMP  mot.. 

uuuuiij      LLAIBORNE  NaSiF6  AOJ      06/62      6886  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 6886 

^^^"^^•^^  0000116      MMfHOOMERY  NaSiF6  ADJ      03/60  58667  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 58667 

CI^^VEI^  0000117      BRADIiY  NaSiF6  ADJ      03/52  44322  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  Wam  SYSTEM 44322 

°^™^  0000119      WAYNE  NaF  ADJ      07/66        886  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYOTM 886 

^^LINTON  0000120      ANDERSON  NaSiF6  ADJ      01/57  6933  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 6933 

OOLLIERVIUi:  0000126      SHELBY  NaF  ADJ      02/74  8302  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSIH^ 8302 

°°"^^  0000128      MAURY  NaSiF6  ADJ      06/60  34766  1.0 

TOTAL  POPULAITON  SERVED  BY  SOU<CE  WAITR  SYSTEM 34766 

0»JSOLIDAIED  UlTL  DIST  OnonVQ?       RifTHron-iDn  ,,,  n  ,-.. 

uuuu/y^       KLTIHERPORD  NaSiF6  AOJ       Ofa/83     25628  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 25628 

°°°*^^^  0000133      PUINAM  Acid  ADJ       12/52     19445  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIB>1 I9445 

COPPER  BASIN  UD  nnnOftM       FnTk- 

UUUU044      POLK  NaF  ADJ      07/84       1081  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1081 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  V^ITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE .^ 

WATER  SYSTEM  and ^P^  C0U?T?7  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED       ID ^USED date  LEVEL     lJ^EL 

GOVINCTroN  OOOOIAA      TIPTON  Acid  ADJ      01/57  8870  1.0 

TOIAL  FOPULAllON  SERVED  BY  SOURCE  WA3ER  SYSTEM 8870 

OOWAN  0000146      FRANKLIN  NaSiF6  ADJ      01/53  1970  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1970 

(HDSSVILLE  0000150      OMBERLAND  NaSiF6  ADJ      03/53  12153  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 12153 

CUMBERLAND  UHL  DIST  0000297      DAVIDSON  NaSiF6  AIXJ      06/66  1A856  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A856 

OANERIDGE  0000170      JEFFERSON  NaF  ADJ       10/75       2175  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2175 

Q/^YTON  0000174      RHEA  NaSiF6  ADJ  /73      8294  1.0 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 8294 

DECATUR  0000183      MEIGS  NaF  ADJ      09/67       1544  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1544 

DECHERD  0000187       FRANKLIN  Acid  ADJ       01/58       3297  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 3297 

DICKSCN  0000191      DICKSOJ  NaSiF6  ADJ      01/67       8760  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8760 

DIXIE  LEE  UD  0000397      LOUDON  Nal'  ADJ       07/77       5659  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTR  SYSTEM 5659 

DOVER  0000193      STEWART  NaF  ADJ       11/79       1584  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1584 

DOWELLTOWN-LIBERTY  UD  0000403      DE  KALB  NaF  ADJ      04/80        835  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTB1 835 


731 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
, NO    DATE LEVEL  LEVEL 

DRESDEM  0000196   WEAKLEY  NaSiF6    ADU   06/55   29A1  1.0 

•TOTAL  POPULATION  SEKVED  BY  SOURCE  WAItR  SYSIH-l 2941 

DUCK  RIVffi  imL  DIST  0000821   OOFFEE  Acid      MXJ       10/59  31395  i.Q 

■TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 31395 

DUNLAP  0000205   SBQUATOUE         NaSiF6    ADJ   12/66   3915  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3915 

^"^  0000209   GIBSON  NaSiF6    ADJ    /79   3135  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTB^I 3135 

DYERSBURG  0000211   DYER  ADJ   03/57  16113  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 16113 

f^^^f^KIE  0000220   OBION  NaF      ADJ   09/85   2558  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 2558 

ELXZABEHHTON  0000221   CARTER  NaF      ADJ   06/66  25242  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25242 

ENGLQCOD  0000224   MCMINN  NaSiF6    ADJ   07/81   2891  1.0 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSTEM 2891 

ERIN  0000230   HOUSION  NaSiF6    ADJ   11/67   2535  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS^IW 2535 

ERIN  SPRING  SYSTEM  0000839   HOUSTON  NaF      M\J       J(i/85    729  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAlTiR  SYSTOd 729 

ERWIN  0000231   UNI 001  Acid      ADJ   03/61  10099  1.0 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS-iH^ 10099 

ESTILL  SPRINGS  0000232   FRANKLIN  NaF      ADJ   10/77  2679  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2679 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  A'  'D  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and ^^  COU?^^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  l^D  USED DATE  LEVEL     LEVEL 

CroWAH  0000233      MCMINN  NaSiF6  ADJ       06/66  8691  1.0 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 8691 

FAVFTTFVTT.TK  0000242      FAYETTE  NaSiF6  ADJ       06/57  9394  1.0 

■TOEAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTO«1 9394 

FIRST  UD-KNQX  00  0000369      KNOX  NaSiF6  ADJ  28%3  1.0 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 28%3 

FX»T  CAMPBELL  WD  0000820      MDNI130MERY  NaSiF6  ADJ  43000  1.0 

TOTAL  POPULATICW  SEKVED  BY  SOURCE  WATER  SYSTEM 43000 

FRANKLIN  0000246      WUIAMSON  NaSiF6  ADJ      05/63  18780  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 18780 

GAINESBORO  0000251      JACKSON  NaSiF6  ADJ       12/74       1385  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1385 

GALLATIN  0000253      SIMNER  NaSiF6  ADJ       12/57  20538  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTSi 20538 

GALLOWAY  0000254      FAYETIE  NaF  ADJ       10/83        828  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 828 

GATLINBURG  0000256      SEVIER  NaSiF6  ADJ      08/81       6195  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKMi  SYSl^ 6195 

GERMANTOWN  0000262       SHELBY  NaSiF6  AIU       04/52  27997  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27997 

GLEASON  0000265      WEAKLEY  NaF  ADJ  /73       1716  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1716 

O^EINBRIER  0000271       ROBERTSOJ  NaSiF6  ADJ      04/80       3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 


733 


POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

SrES?rS?S?EMS  SERVED             ^'                     ^^^'                           CH|M    ^^^TUS  PLUOR  JOP^  NATURAL  SYST^E^ 
NO DATE LEVEL  LEVEL 

^^REENEVILLE  0000273   GREENE  NaSiF6    ADJ   03/58  216A1  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21641 

f^f^EEMFIELD  0000276   WEAKLEY  NaF      ADJ   01/77   2730  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 2730 

"'^I^  WS  0000279   DUJDERDALE         NaSiF6    ADJ   08/73   4930  1.0 

TDTAL  POPUIATION  SERVED  BY  SOURCE  '-^ER  SYSTEM 4930 

HALLSDALE  PCWELL  UHL  DIST  0000280   KNOX  Acid      ADJ   06/82  32890  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 32890 

HARPEHH  VALLEY  UD  0000286   DAVIDSON  NaSiF6    ADJ   11/68  13252  1.0 

TDTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS1D>1 13252 

"^^«R™ANUD  0000287   ROANE  NaSiF6    ADJ   02/60  10122  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10122 

HARTSVILLE  0000291   TROUSDALE         NaSiF6    ADJ   11/56   4842  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 4842 

HENMSSCN  0000293   CHESTH^  NaSiF6    ADJ   11/67   5014  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5014 

™^®f^^SONVILLE  UD  0000294   SIJMNER  NaSiF6    ADJ   05/66  29060  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAltR  SYS-ffi^ 29060 

HENRY  00  0000540   HENRY  NaF      ADJ   08/83  1235  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSITM 1235 

HIWASSEE  UC  0000831   BRADLEY  Acid      ADJ   04/82   6194  1.0 

NIO^  0000510   MCMINN  CONS        1971 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSlB^l 8165 

*™SON  UD  0000303   HAMILIQN  Acid      ADJ   03/59  46148  1.0 

TOLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 46148 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and "  EPA        COUNTY  CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 

SsECUTIVESYSTEMS  SERVED  ID  USED  ^JaTe"  '"'"'' '°   LeTlL^EL 

HOHEMWALD  0000304   LEWIS  NaF      ADJ   07/66  5480  1.0 

■roiAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5480 

HUMBOLDT  0000314   GIBSOJ  NaSiF6    ADJ   06/63  11411  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 11411 

HUMTINGDCN  0000316   CARROLL  NaSiF6    ADJ   04/75  4742  1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTEM 4742 

HUNTLAND  0000317   FRANKLIN  NaF      ADJ   06/81  1227  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1227 

JACKSOJ  0000299   MADISCW  Acid      ADJ   11/62  58630  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 58630 

JAMESTOWN  0000324   FENIRESS  Acid      ADJ    /74  2797  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'ID^ 2797 

JASPER  0000325   MARIOJ  NaSiF6    ADJ   03/67  6257  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTm 6257 

JEFFERSON  CITY  0000328   JEFFERSCW         NaSiF6    ADJ   12/66  5682  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5682 

JELLICO  0000330   CAMPBELL  NaSiF6    ADJ   07/70   3335  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYS'IIM 3335 

JOHNSON  ClTi  0000331   WASHINGTION         NaSiF6    AUJ   u8/61  65780  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ 65780 

KENTON  0000347   OBION  NaF      AIXJ   11/84   8325  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8325 

KINGSPORT  0000349   SULLIVAN  NaSiF6    ADJ   06/55  53575  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKim   SYSTEM 53575 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

\JAJER  SYST 
;ONSECUTI\ 

KINGSTON                        0000360   ROANE            NaSiF6    ADJ   11/83  6471          1.0 

TDTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 6471 

KNCDC  (HAFMAN  WS                  0000367   KNOX             NaSiF6    ADJ   04/82  15400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15400 

KNQXVILLE  UHL  BD                 0000366   KNOX             Acid      ADJ   01/74  164699          1.0 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTB*1 164699 

LAFAYETIE  WS                     0000373   MAOON            NaSiF6    ADJ   10/83  6704          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6704 

LAPOLLETIE                      0000374   CAMPBELL          NaSiF6    ADJ   08/57  13959          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 13959 

LAUDERDALE  CTY-WIDE  WS             0000581   LAUDEIIDALE         NaSiF6    ADJ    /73  6926          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6926 

LAWRENCEBURG                     0000392   LWRENCE          NaSiF6    ADJ   02/53  14400          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 14400 

LEBANON                        0000393   WILSON            NaSiF6    ADJ   03/56  17233          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSIH^ 17233 

LEM3IR  CTTY                     0000396   LOUDON            NaSiF6    ADJ   06/77  6449          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI'EM 6449 

LEWISBURG                       0000400   MARSHALL          NaSiE'6    ADJ   07/54  11676          1.0 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 11676 

LEJONCION                       0000402   HENDERSON         NaSiF6    ADJ   01/69  13685          1.0 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WATER  SYSIEM 13685 

LINCOLN  00  BD  PUB  UHL             0000764   LINCOLN           NaF      ADJ   04/79  5085          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5085 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

LINDEN  0000404      PERRY  NaSiF6  ADJ       10/55  1564  1.0 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WSm  SYSTEM 1564 

LIVINGSTON  0000405      (MRWtl  NaSiF6  ADJ  /63  9741  1.0 

TOTAL  PCffULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 9741 

DOBELVILLE  0000406      PERRY  NaF  ADJ      05/74        916  1.0 

TOTAL  POPULATJOJ  SERVED  BY  SOURCE  WATER  SYSTEM 916 

DDRETID  0000408      LAWREMCE  NaF  ADJ       05/68  1875  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1875 

LDUDCN  0000409      LOUDON  NaSiF6  ADJ      05/77  5739  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5739 

LYNCHBURG  0000416      MOORE  NaF  ADJ      09/67  1017  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTD^ 1017 

MADISON  SUB  UD  0000424      DAVIDSON  NaSiF6  ADJ       11/67  37696  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 37696 

MARTIN  0000435      WEAKLEY  NaSiF6  ADJ      06/67  8172  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8172 

MARYVILLE  0000438      BLOUNT  NaSiF6  ADJ       11/58  22977  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYS^ItM 22977 

MASON  0000440      TIPION  NaF  AlXJ       (j7/78  1192  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 1192 

MAURY  ClTi  0000441       GRDGKETT  NaF  ADJ      02/82  1057  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEI^  SYSTTM 1057 

MCKEICIE  0000421       CARROLL  NaSiF6  ADJ       02/72  6264  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6264 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

MOttNNVILLE  0000423   WARREN  NaSiF6    ADJ   06/62  14550  1.0 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 14550 

MEDINA  0000445   GIBSON  NaF      ADJ   11/76   1006  1.0 

TOTAL  POPULAirOJ  SERVED  BY  SOURCE  WATER  SYSTTW 1006 

Mf^lPHIS  0000450   SHELBY  Acid      ADJ   02/70  607106  1.0 

lOIAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTEM 607106 

MEnRD  NASHVILLE  WD  0000494   DAVIDSON  NaSiF6    ADJ   12/53  306900  1.0 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSYm 306900 

MILAN  0000458   GIBSON  NaSiF6    ADJ   03/51  10750  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 10750 

MILLINGION  0000463   SHELBY  NaSiF6    ADJ   01/57   6363  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6363 

MILLINGICN  NAS  0000468   SHELBY  Acid      ADJ        15000  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 15000 

MDNIEAGLE  PUD  0000470   GRUNDY  NaSiF6    ADJ   10/80   1918  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1918 

M3NIHIEY  0000471   PUINAM  NaSiF6    ADJ   04/78   3294  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 3294 

M^^RISTOWN  0000474   HAMBLEN  NaSiFb    AlAJ   01/76  29085  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO«1 29085 

MDUNE  PLEASAhTE  0000488   MAURY  NaSiF6    ADJ   12/62   5915  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 5915 

MUNFXM)  0000490   TIPTON  NaF      ADJ   10/82   3171  1.0 

TOEAL  POPUIAITON  SERVED  BY  SOURCE  WA'IER  SYSIH^ 3171 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and  EPA        COUNTY  CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

NO  DATE LEVEL  LEVEL 

MURFREESBORD  0000491   RUIHERPORD         NaSiF6    ADJ   05/54  30062  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 30062 

NEW  J0HN90NVILLE  0000497   HUMPHREYS         NaSiF6    ADJ   07/66  1639  1.0 

"lUrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1639 

NEWPORT  0000500   OOCKE  NaSiF6    ADJ   01/65  14316  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14316 

NOLQJSVILLE  UD  0000511   WILLIAMSON         NaF      ADJ   06/80  3956  1.0 

TCTEAL  POPULATION  SEBVED  BY  SOURCE  WATER  SYSTEM 3956 

MORRIS  0000573   ANDERSON  Acid      ADJ   07/69  1623  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1623 

NORTHEAST  KNCK  UD  0000515   KNOX  NaSiF6    ADJ   08/80  9683  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 9683 

OAK  RIDGE  0000522   ANDERSON  NaSiF6    ADJ   06/53  27662  1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 27662 

OLD  HIOODRY  UD  0000527   DAVIDSOJ  NaSiF6    ADJ   08/64  3972  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3972 

ONEinA  0000532   SOOnTT  Acid      ADJ   02/83  6243  1.0 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WA'n^<  SYSTEM 6243 

PARIS  0000536   HENRY  NaSiF6    MX}       10/52  11190  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^JIM 11190 

PARSONS  0000541   DECATOR  NaSiF6    ADJ   04/65  3167  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 3167 

PIGEDN  FORGE  0000548   SEVIER  NaSiF6    ADJ   08/65  3731  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IH'l 3731 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO     DATE LEVEL  LEVEL 

PINEVIEWELEM  PERRY  NaF      ADJ    /73    A9  4.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 49 

PORTLAND  0000559   SUMNER  NaSiFb    ADJ   08/65   1134  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM II34 

PULASKI  0000562   GILES  NaSiF6    ADJ   11/68   9110  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9IIO 

P^^^EAR  0000568   HEJJRY  NaSiF6    ADJ   12/82    910  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 9IO 

^^^GEL^  0000579   LAKE  NaSiF6    ADJ   04/62  2320  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2320 

^PLEY  0000580   LAUDERDALE         NaSiF6    ADJ   09/56  7714  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7714 

ROOaCOD  0000590   ROANE  Acid      ADJ   09/59  8729  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM 8729 

KOG^^SVILLE  0000593   HAWKINS  NaSiF6    ADJ   01/66  6857  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 6857 

SAVANNAH  0000611   HARDIN  NaSiF6    ADJ   12/69  11898  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTB^ 11898 

SOOTTS  HILL  0000614   HEM)ERSON  NaF       AIXJ   02/74  1161  1.0 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 1161 

SELMER  0000615   MCNAIRY  NaF      ADJ   11/73  11749  1.0 

TOTAL  POPULAn»I  SERVED  BY  SOURCE  WATER  SYSTEM 11749 

SEVIERVILLE  0000617   SEVIER  NaSiF6    ADJ   08/65  6312  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6312 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
hgO .^ DATE LEVEL  LEVEL 

SEWANEE  UD  0000623   FRANKLIN  NaSiFb    AIXJ   07/59  2627  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2627 

SHARON  0000627   WEAKLEY  NaF      ADJ   02/67  1320  1.0 

•jmAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1320 

SHELBYVILLE  0000628   BEDFORD  NaSiF6    ADU   02/55  16073  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16073 

SMITH  OOUNIY  UD  0000636  SKITH  NaSiF6    ADJ    /73  3250  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3250 

SMITHVILLE  0000637   Ml  KALB  NaSiF6    ADJ   01/69  4387  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4387 

SMYRNA  0000639   RUIHERPORD         NaSiF6    ADJ   03/64  8571  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSI^ 8571 

SOMERVILLE  0000641   FAYETIE  NaSiF6    ADJ  3964  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3964 

SOUIH  FULTON  0000648   OBION  NaSiF6    ADJ   01/67  4683  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 4683 

SOUIH  PITTSBURG  0000651   MARION  NaSiF6    ADJ   04/60  5688  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYS'IEM 5688 

SPARTA  0000652   WIHTE  NaSiFb    ADJ   01/58  7842  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IEM 7842 

SPQJCER  0000655   VAN  BUREN         NaF      ADJ   09/74  3270  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHiR  SYSltM 3270 

SPRINGFIELD  0000666   ROBERTSON         NaSiF6    ADJ   07/54  16500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16500 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

ST  JOSEffl  WS                                                   0000604      LAWRENCE                         NaF               ADJ      06/77  1080                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1080 

Sl^WERTCWN  UD                                                  0000676      LAWRENCE                         NaF               ADJ       12/80  1200                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

SWEE^AKR                                                       0000687      MDNROE                            NaSiF6          ADJ      OA/70  6778                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6778 

TAFT  YOJIH  CENMl                                          0000553      BLEDSOE                           NaSiF6          ADJ          /67  900                        l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

TELLIOO  AREA  SERVICES  SYSKM                     0000726      MONROE                            NaSiF6          ADJ       11/82  1292                        1.0 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1292 

TELLIOO  PLAINS                                                0000693      MDNROE                            NaF                ADJ       12/83  2198                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2198 

TENNESSEE  AMERICAN  WC                                    0000107       HAMILTON                          Acid              ADJ       09/52  17421                         1.0 

FT  OGLEfflORPE,  GA                                        0230179      CATOOSA,  GA                                          OONS  0                           ' 

RINOOLD,  GA                                                  0230180      CATOOSA,  GA                                        CONS  0 

RDSSVILLE,  GA                                                                   WALKER,  GA                                            OONS  0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 17421 

TENNESSEE  RIDGE                                              0000698      HOUSTON                           NaF               ADJ      07/82  2137                        1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2137 

TIPTCNVILLE                                                     0000700      LAKE                                NaSiF6          ADJ      04/82  2451                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2451 

IRENION                                                             0000707      GIBSON                            NaSiF6          ADJ      01/64  5466                        1.0 

TOTAL  POPULATI(*J  SERVED  BY  SOURCE  WiTER  SYSTEM 5466 

■n^EZEVANT                                                         0000710      CARROLL                          NaSiF6          ADJ      08/73  1109                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1109 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

THDY  0000712   OBION  NaF      ADJ   08/82   1853  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSTEM 1853 

lURNBULL  UD  0000716   DICKSON  NaSiF6    ADJ   01/67   6922  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6922 

IfJION  CITY  0000720   OBION  NaSiF6    ADJ   05/53  15675  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTEM 15675 

UNION  FX»K-BAKEWELL  UD  0000037   HAMILTON  NaF      ADJ   04/82   1557  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1557 

WALDEMS  RIDGE  UHL  DIST  0000635   HAMILTON  NaF      ADJ   07/81   A531  1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM A531 

WARREM  00  UnL  DIST  0000818   OVERTON  NaSiF6    ADJ   0A/8A  116A3  1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 11643 

WAIHRTOWN  0000732   WILSON  NaF      ADJ   01/76   1587  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1587 

WAVERLY  0000733   HUMPHREYS         NaSiF6    ADJ   09/59   6816  1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 6816 

WAYNESBOBD  0000736   WAYNE  NaSiF6    ADJ   05/64   2638  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'ITiR  SYS'lEM 2638 

WEST  KNOK  UD  0000371   KNOX  Acid      ADJ  33333  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'IER  SYSTEM 33333 

WEST  WILSON  UD  0000743   WILSON  NaSiF6    ADJ   09/67  18097  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 18097 

WHITEVILLE  0000748   HARDEMAN  ADJ   06/82   1172  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1172 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TENNESSEE 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

WmiWELL                                                           0000749      MARION                            NaSiFb          ADJ       11/82  5451                        1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 5451 

WINCHESTm                                                       0000754      raANKLIN                         NaSiFb          ADJ       11/53  11672                        1.0 

TOTAL  POPULATiaJ  SERVED  BY  SOURCE  WAIER  SYSTEM 11672 

MDODBURY                                                             0000756       GANNCW                              NaSiFb          ADU       Ob/54  3745                         1.0 

TOfEAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER  SYSTO^ 3745 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  ^PA  COl^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        UP  I 

f^Q  DATE LbVhL     LbVtL 

ABEENAraV                       0950001   HALE                     NAIL  2904     2.5 

TCrHAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 290A 

ABINGES                          0340002   CASS                      NATl.  2800     1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 2800 

ACRES  WSC                       0140018   BELL                     NATL  565     2.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 565 

AIRLINE  MHP                      1650003   MIDLAND                   NATL  1200     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

ALAK)                          1080001   HIDALOO                   NATL  6500     0.7 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

ALICE                          1250001   JIM  WELLS         NaSiF6    ADJ   01/67  21000          0.8 

TOTAL  POPULAnC*J  SERVED  BY  SOURCE  WATER  SYSTEM 21000 

ALPINE                         0220001   BREWSTO^                  NATL  6500     2.4 

TDTLAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

ALTO                           0370001   CHEROKEE                  NATL  1203     0.7 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1203 

ALLWIMJM  00  OF  AMERICA             0290014   CALHOUN                   NATL  2500     1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

ALVARADO                        1260001   JOHNSCW                   NATL  3220     2.6 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3220 

ALVIN                          0200001   BRAZORIA                  NATL  16515     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16515 

AMARILLO  hWS                     1880001   POTTER                    NATL  15%00     0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  159600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

AMHERST                                                             1A00006      LAMB                                                     NATL  984            1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYST»1 984 

ANDREWS                                                             0020001      ANDREWS                                               NATL  11000            4.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 11000 

ANGLETMJ                                                           0200002      BRAZORIA                                             NATL  13929            1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAMR  SYSTEM 13929 

ANNA                                                                   0430027      COLLIN                                                 NATL  950            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIIM 950 

ANTCW                                                                    1100001       HOCKLEY                                                 NATL  1150             1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEK  SYSIB^ 1150 

APACHE  SHORES-RESORT  PROP  INC                   2270031      TOAVIS                                                 NATL  600            2.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTO^ 600 

ARCADIAN  CAREENS  SUED                                   1010001      HARRIS                                                 NATL  570            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSHM 570 

ARLAM-GONOORD  WSC                                          2010004      RUSK                                                     NATL  849            1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 849 

ARLEDGE  RIDGE  WSC                                          0740019      FANNIN                                                 NATL  750            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 750 

ARLINGIOJ                                                         2200001      TARRAbff                          Acid              ADJ          /68  160123                       0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATEH  SYS'IB^ 160123 

ARMSTROC  WSC                                                 0140019      BELL                                                     NATL  1280            4.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1280 

ARP                                                                     2120001      SMITH                              NaF               ADJ      06/85  1350                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSim 1350 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and ^PA COU^^^^^           CHEM    STATUS  FLUOR  POP   NATURAL  SYS^TEMS 

CONSECUTIVE  SYSTEMS  SERVED             ^D                         ^^^0 DATE  LEVEL  LEVEL 

ARRDYD  WSC                      0310031   CAMERON                   N/ffL  900     0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTO^ 900 

ASSOC  UnL  IVANHOE  SUED            2290010   TYLER                     NATL  2718     0.9 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTB^ 2718 

ATAOOSA  RURAL  WSC                 0150040   BEXAR                     NAIL  4600     2.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 4600 

AUSTIN                         2270001   IRAVIS            Acid      ADJ    /72  435100  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 435100 

AVALON  WSC                      0700019   ELLIS                     NATL  600     2.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 600 

AXTELLWSC                      1550016   MCLENNAN                  NATL  900     2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

BAILEY                         0740038   FANNIN                    NATL  250     1.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSIH"! 250 

BALLDCER                       2000001   RUNNELS           Acid      ADJ   05/85  4206          0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSI15M 4206 

BALMDRHEA                       1950002   REEVES                    NATL  600     1.2 

TOTAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 600 

BAhMEL  UD                       1010365   HARRIS                    NATL  2058     0.8 

TOTAL  POPULmON  SERVED  BY  SOURCE  WAITER  SYS'IH«1 2058 

BARDWELL                         0700020   ELLIS                      NATL  500     6.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 500 

BARSTOW                        2380006   WARD                     NATL  625     3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 625 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

BARTLETT  2460006      WILLIAMSON  NAIL  1560  2.9 

TOEAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1560 

BARTCNVILLE  WSC  0610020      DENTON  NATL  3800  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTO^ 3800 

BAYQTY  1610001      MATAOMIA  Acid  ADJ      01/68  23000  0.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 23000 

BAYSHORE  MUD  1010055      HARRIS  NATL  3200  2.S 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHd 3200 

BAYTCWN  AREA  WA  10117A2      HARRIS  Acid  ADJ      09/84  56700  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 56700 

BEAIM)NT  1230001      JEFTERSON  NaSiF6  ADJ      07/71  123243  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 123243 

BECKVILLE  1830002      PANOLA  NATL  1140  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1140 

BEEVILLE  0130001       BEE  NATL  14780  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14780 

BELL  OXMY  WCID  #1  0140016  BELL                                NaSiF6  ADJ      06/63    41295                        0.8 

^39  WSC  0140076  BELL  CONS  1800 

BELTON  1430002  BELL  CONS  10660 

COPPERAS  OOVE  0500001  CORYELL  CONS  26000 

HARKER  imans  0140023  bell  cons  10400 

KILLEfM  0140006  BELL  CONS  46296 

TEMPLE  0190005  BELL  CONS  44100 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 180551 

BELL-MILAM  FALLS  WSC  1                                 0140007      BELL                                                     NATL  2300            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

BELLS                                                                 0910001      GRAYSON                                               NATL  1000            1.9 

TOTAL  POPUIATTON  SERVED  BY  SOURCE  WATER  SYSTEM 1000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS  - 

,    ,,,,,       ,  P^T COUNTY CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  UUUNIY  ^^^^    SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 u:>cu  ^^^^^     LEVEL 

NO — 

BELLVUE                          0390013   CLAY                      NATL  290     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1"ER  SYSTO^ 290 

BEriHANY  WSC                      1260016   JOHNSON                   NATL  2A66     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2466 

BEIHESDA  WSC                     1260017   JOHNSON                   NATL  15283     2.7 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15283 

BIG  LAKE                        1920001   REAGAN                    NATL  3100     2.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 3100 

BIRCME  WSC                      1090017   HILL                     NATL  1200     2.2 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH4 1200 

BISHOP                         1780002   NUECES                    NATL  AOOO     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

BLOOMING  GROVE                   1750001   NAVARRO                   NAIL  1200     5.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

BLUE  RIDGE                      0430002   OOLLIN                    NATL  590     0.8 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 590 

BOERNE                         1300001   KENDALL                   NATL  4185     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYS'l'EM 4185 

BOLD  SPRINGS  WSC                  1550017   MCLENNAN                  Na:IL  1100     0.7 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

BONHAM                         0740001   FANNIN            Acid      ADJ  8700          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^l 8700 

BOOKER  hWS                       1480001   LIPSOCMB                   NATL  1200     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

BOKGEK  hWS  1170001       HLTTCHINSON  UATl.  1800  1.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

BOVINA  MWS  1850001       PARMER  NATL  1499  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1499 

BOYCE  WSC  0700021      ELLIS  NATL  990  4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 99O 

BRADY  1540001      MCCULLOCH  NATL  6000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

BRANDON  IRENE  WSC  1090018      HILL  NATL  1320  1.7 

TOTAL  POaiLATION  SERVED  BY  SOURCE  WATER  SYSTEM 132O 

BRAZORIA  0200003      BRAZORIA  NATL  3400  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 340O 

BRAZORIA  00  WCID  8  0200045      BRAZORIA  NATL  2016  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2016 

BREMM)  1980001      ROBERTSON  Acid  ADJ       10/84  1080  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1080 

BRQJHAM  2390001      WASHINGTON  NaF  ADJ  /74  10%6  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10%6 

BROOKS  AIR  FmCE  BASE  0150112       BEXAR  Acid  ACU  /62  2746  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'ITR  SYSTEM 2746 

BROWNFTELD  2230001      TERRY  NATL  10456  2.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAITER  SYS'IDd 10456 

BRUCEVILLE-EDDY  WC  0002200      MCLENNAN  NATL  2200  2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS  

I   u-xx#-iw _ _ COUNTY CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNTY  o    c  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^^  ^^  LEVEL    LEVEL 

NO . 

BRYAN  0210001   BRAZOS  Acid      AIXJ   01/71  50000  0.8 

IDEAL  POPULATlOl  SERVED  BY  SOURCE  WATER  SYSTEM 50000 

BUFFALO  1450001   LEON  NaT      ADJ   09/83  1507  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1507 

BULLARD  2120006   SMTTO  NaF      ADJ   06/85  1143  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 11A3 

BUNKER  HILL  1010106   HARRIS  NATL  3800     0.7 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYST1EM 3800 

BURKE  WSC  0030018   ANGELINA  NATL  2400     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYSTEM 2400 

BURKHART  CLTi  0200104   BRAZORLA  NATL  33     0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 33 

BURNET  0270001   BURNEJT  Acid      ADJ   05/81  4100  0.8 

TOfTAL  POPUIAnOJ  SERVED  BY  SOURCE  WAIH^  SYSTH«1 4100 

BYERS  0390003   CLAY  NAIL         565     0.7 

TOTAL  POPULAITC*!  SERVED  BY  SOURCE  WA1ER  SYSI"EM 565 

CACTUS  WS  1710003   MOORE  NATL  2450     1.2 

TOTLAL  POPULATION  SERVED  BY  SOURCE  WAllR  SYS'IIM 2450 

CALDWELL  0260001   BURLESON  Acid      ADJ   06/84   3500  0.8 

TOrCAL  POPULATION  SWJED  BY  SOURCE  WATER  SYST^ 3500 

CAMERON  1660001   MILAM  Acid      ADJ   07/81   5800  0.8 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WA11ER  SYSTEM 5800 

CAMERON  00  FWSC  #1  0310005   CAMERON  NAIL        5000     1.0 

TOTAL  POPULAITON  SERVED  BY  SO^CE  WA'IH^  SYSTEM 5000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

GAMP  KARANKAWA  2050022       SAN  PATOJCIO  NATL  1500  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

CANADIAN  MWS  1060001      HEMPHILL  NATL  3500  1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSim 3500 

CAIflCW  0234001      YAN  ZANDT  NaF  ADJ       10/85      2845  0.8 

TOTAL  POPUUnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2845 

CANYCN  LAKE  FX»EST  0460062      OQMAL  NATL  849  0.7 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAIHl  SYSTEM 849 

CANYCN  MWS  1910001      RANDALL  NATL  12000  3.1 

TOEAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 12000 

CARLOS  WSC  0930003      GRIMES  NATL  900  0.8 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 900 

CARSWELL  AIR  FXHCE  BASE  2200082      TARRANI  NaSiF6  ADJ  /55  5628  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIEM 5628 

CBGO-DURANGO  WATER  SUPPLY  OORP  0730013      FALLS  NATL  600  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 600 

CELANESE  CHEM  00  1780030      NUECES  NAIL  1000  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS1"EM 1000 

GELINA  0430003       COLLIN  NATL  1500  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

CENTER  2100001       SHELBY  Acid  ADJ      05/82  6500  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

CHALK  BLUFF  WSC  1550020      MCLENNAN  NATL  15000  1.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIFER  SYSITM 15000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31  /85) 

TEXAS - 

I   L-XVr-iv^ ^ ^         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  UUUNIY  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 ^^                                 ^^j^  LEVEL    LEVEL 

NO . ■ ~ 

CHASEVILLE  MAS                   0130002   BEE                      NATL  2100     0.7 

TOfEAL  FOPULATION  SEKVED  BY  SOURCE  WATER  SYSTW 2100 

Qifj^  WSC                       1090020   HILL                     NATL  600     0.9 

■JDIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 600 

CHILDRESS                       0380001   CHILDRESS                  NATL  6000     0.8 

TDTTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

CHIUrON  Wnm  OO                  0730014   falls                     NATL  1000     2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

aUNA  SPRING  WC                   1550021   MCLEUNAN                  NATL  1100     1.2 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM UOO 

CLAUDE  hWS                      0060001   ARMSTRONG                  NATL  1112     1.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1112 

CLEVELAND                       1460001   UBERIY                   NATL  7500     1.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 7500 

CLLTIE                          0200004   BOSQUE                    NATL  19000     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB*! 19000 

OOLLEYVILLE                     2200043   TARRAhTT                   NATL  7450     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 7450 

C0U3NIAL  NUEVA  WS                 1080047   HIDAUX)                   t^TL  1440     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1440 

COLORADO  CITY                    1680001   MITCHELL                  NAIL  5600     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5600 

GCMBES                         0310021   CAMERON                   NATL  1500     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

SrElu'?rs?S?EMS  SERVED                                %'                     ^^^'                           CH|M         STATUS     FLUOR  ^^POP^    ^^^^ 'S7^' 
NO  DATE LEVEL     LEVEL 

0»JROE  1700001      MDNTOQMEKY  Acid  ADa       12/63     18034  0.8 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH*! 18034 

0°OPER  0600001      DELTA  NaSiF6  ADJ       12/80      2249  0  8 

O^ARLESTON  WSC  0600013      DELTA  qONS  1152 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3401 

°°°P^ISD  1520122      LUBBOCK  NAIL  1200  4.7 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSmi 1200 

'^R.^Sr'^L  MA.  ''^'      """^  ^^i^^         ^      12/53  250000  0.7 

CORPUS  CHRISn  NAS  1780017      NUECES  oJtiS  5500 

^^^^^"^  2050001  SAN  PAIRICIO  cONS  2800 

Of*W  2050004  SAN  PATRICIO  OONS  2513 

POf^^n^^  2050005  SAN  PAIRICIO  oONS  12000 

J^  2050007  SAN  PAIRICIO  qons  5600 

VIOLET  WSC  1780015  NUECES  GONS  1200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 279613 

«^IGANA                                                         1750002      NAVARRO                           Acid              ADa      08/85  3200                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 3200 

OORYELL  CITY  WSC                                            0500013      CORYELL                                               nATL  2665            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2665 

"^^^'^^^W"                                                    1090021      HILL                                                     NATL  550            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 550 

CRAFI-TORNEY  WSC                                            0370017      CHEROKEE                                             NATl.  3378            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^l 3378 

^^^^^WFX}RD                                                              1550011      MCLENNAN                                               fjAIL  900             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9OO 

(KEEDMDOR-MAHA  WSC                                        2270008      IRAVIS                                                 NATL  3800            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSITiM 3800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS ^ ^^^ STATUS     FLUOR  POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         ^                   ^^^^^^                            USED                           START   SERVED          NAT        OPT 
CONSECUTIVE  SYSTEMS  SERVED  ^D  ^ DATE LEVEL     LEVEL 

(MSIVJOODWC                                                    1580016      MARION                                                 NATL  540            0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 340 

CRIMS  CHAPEL  WSC                                            2010010      RUSK                                                     NATL  636            8.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 636 

CRDCKEn  00  WCID  1-OZONA                             0530012      C80CKEIT                                              NATL  3500            l.A 

TUEAL  POPULATION  SEP.VED  BY  SOURCE  WATER  SYSTH«1 3500 

(»3SBYMUD                                                        1010118      HARRIS                                                 MATL  3828            0.7 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATH<  SYSTEM 3828 

(RDSBYICN                                                         0540001      CROSBY                                                 NATL  2252             1.6 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2252 

CROSS  OOUNIRY  WSC                                          1550059      MCLENNAN                                              NATL  1500            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1"EM 1500 

O^OWELL                                                             0780001       PQARD                                                   NATL  1750            0.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAITER  SYS1B«1 1750 

CRYmLCm                                                    2540001      ZAVALA                            NaF               ALU       03/82  9000                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

CRYSTAL  SYST^  INC                                      2120015      SKLTO                                                   NATI.  3%3             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 3963 

CUHUD                                                                 0620001       DE  WITf                                                NATL  7600            0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 7600 

CYPRESS-KLEIN  UD                                            1010431      HARRIS                                                 NML  4425             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^ ^25 

CYPRESSWOOD  UD                                                1010432      HARRIS                                                 NAIL  4425            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEI^  SYSTE>1 ^25 


755 


POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

COnIeCu?iII'^SYS?eMS  served  ^  COUNTY  cHm         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

UUNbECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

^° DATE LEVEL     LEVEL 

•""^^  0560001      miM  ^T^  ^0  ^^3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SY?™ 6800 

^^^^^^^  0570004   IMLLAS  NaSiF6    Am   ni /aa  oift-i^n 

^ISON  0570031   DALLAS  ^c   ^^^  ^^«^^  ^'^ 

^"^"^  0570034    mu^  ^l  ^2 

CEDAR  HILL  0570036  DALUS  ^^s  uZ 

OOCKRELLHILL  0570038  DATTA^;  ^^^ 

mPPFiT  UD/uuja  DALLAS  OONS  3515 

0570030  DALU^  (^0  Z.^, 

•^ESOIO  0570006  DALI^  Zl  P^??^ 

'^U'^CANVILI^  0570007  DAU^  ^S  55^5? 

FARMERS  BRANCH  0570047  DALLAS  ^l  ^If, 

^«^^«^  0610023    mnw  Zl  IJZ 

C«^P«AIRIE  0570048      DAU^  ^S  J^ 

"UTCMNS                                                       0570012  nATlA9  ^^^^° 

TRUTxr'                                                           U3/UUi2  DALLAS  OONS  2500 

0570050  DALLAS  ar^o  wfccn 

LANCASTHl                                                           0570013  nATTA<?  ^^^^^^ 

qpArrn/TTTK-                                                    U3/uuiJ  DALLAS  OOns  19335 

SEAGCVIL[£                                                    0570016  MLUS  qoNS  7900 

TOEAL  POPUIATION  SERVED  BY  SOURCE  WOTR  SY^ITW 1351043 

DALLAS00WCID6  0570032       nATTA<? 

UD/UUJ^       DALLAS  MATL  16000  0.8 

TOIAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 16000 

DALLAS  MAS  0570150      hatiac 

UD/unu      DALLAS  NATL  850  1.6 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 850 

DAIiCRIlfflOON  GARDENS                                  2200047      TARRANT                                                 ^ATL  1350             I.3 

TOfEAL  POPUlAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 1350 

DEAF  SMIIH  FWSD  1                                            0590002       DEAF  SMIIH                                            ^AIL  600             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 600 

DEAN  DALE  WSC  03q00iq      hay 

ujyuuiy      CLAY  NATL  2950  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2950 

'^^'^                                                         1150001      HUDSPEIH                                             nAIL  800            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SY^TM 800 

^^^^                                                              0610002      DQTON                            NaSiF6          ADJ      04/64  48063                       Q.B 
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POPUU^TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS ^ -^^^ STATUS     FLUOR  POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         ^                   ^^^^^^                            USED                           START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  l^D  U^^U ^^ LEVEL     LEVEL 

OQRjNiH                                                         0610065      DENTON                                                 OONS  3500 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 51563 

DENTON  WEST  MHP                                              0610053      DENTON                                                 NATL  925            0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 925 

DENVER  CITY                                                     2510001      YQAKIM                                                 NATL  5500            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYST^ 5500 

DESERT  WSC                                                       0430032      OOLLIN                                                 NATL  800            1.3 

TOTAL  FOPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 800 

DETROIT                                                             1940003      RED  RIVER                                            NATL  870            3.6 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 870 

DiBOLL                                                               0030001      ANGELINA                         Acid              AOJ      06/85  5230                        0.8 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5230 

DICKENS                                                             0630001      DICKENS                                                NATL  409             1.0 

wm.  popuLAnoN  served  by  source  water  system ^9 

DIM^ITThWS                                                      0350001       CASTOO                                                 NATI.  4800            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM ^00 

DCXX)  CITY                                                         0740002      FANNIN                                                 NATL  350            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 350 

DODSON  WW                                                            0440002       OOLLINGSWORIH                                      NATL  185             0.7 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSIEM 185 

DOG  RIDGE  WSC                                                  0140044      BELL                                                     NATL  2250            6.0 

TDTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2250 

DONNA                                                                 1080002      HIDA1J30                                                NATL  9952            0.7 

TOOM.  POPULAnON  SERVED  BY  SOURCE  WATER  SYS'ITM 9952 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS ^^ 

COnIeS?ivI''s?S?EMS  served  ^  ^^^^^  ^^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

UUNbbUUllVt  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

-±12 DATE LEVEL     LEVEL 

DOUGLASSVILLE  03A001S       paqo 

UJ^UUn      CASS  tiNFL  240  1.0 

TOTAL  POPULATION  SEKVED  BY  SOURCE  ViATER  SYSTEM 240 

DOVE  MEADOWS  MUD                                            ioi0387      HARRIS                                                 mATL  479            0.7 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 479 

'^^WDELLPUD                                                     1010592      HARRIS                                                 ^^TL  1140            I.4 

■TOEAL  POPULAHON  SERVED  BY  SOURCE  WAKE  SYSTTM 1140 

DRIPPING  SPRINGS  WSC  10500n      HAYc; 

iUDUUij      HAYS  ^jATL  1800  2.5 

TDTEAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTEM igOO 

^SOOLL  1780012      NUECES  ^^TL  710  1.0 

TOTEAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTHvi j^^ 

DUCX  CREEK  WSC  2120011      SMITO  NATL  II55  1.0 

IDEAL  POPUL^mON  SERVED  BY  SOURCE  WATER  SYOTW II55 

»^^  1710001      MOORE  ^TL  12750  1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 12750 

DUVAL  00  OONS  &  RECLMM  DIST  0660001      DUVAL  ^ATL  1900  1.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1900 

DYESS  AIR  FIORCE  BASE  2210013      TAYinR  a     ,. 

^ziuuij       LAYLOR  Acid  ADJ  /60       6400  0.8 

TOTAL  POPUlvmON  SERVED  BY  SOURCE  WAFER  SYSlHvi ^^^^ 

^^^P^S  1620001      MAVERICK  ^j^TL  23660  0.7 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSTO-l 23660 

^™  1400002      I^  jj^  ^^g^  ^^Q 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WAITR  SYS-lH^l I497 

^^  BELL  WSC  0140118   BELL  ^^tl  2500     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATt  (AS  OF  12/31/85) 

TEXAS ^ ^ -^^;^ STATUS     FLUOR       POP       NATURAL  SYblbMb 

WATER  SYSTEM  and                                                         ^f^                     OUUNIY                                                                   ^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  I^D ^^ D^TE LEVEL     LEVEL 

EAST  CRAWTORD  WSC                                          1550023      MC1£NNAN                                              NAII.  675             1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 675 

EA^U^MARWSC                                                2100006      SHEI^Y                                                 NATL  720            1.1 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIER  SYSm«l 720 

BfjIOR                                                                 07AOOO7       FANNIN                                                 NATL  750            1.2 

TOTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYST^ 750 

EDQOUCH                                                             1080003      HIDAUX)                                               NATL  3200            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

^jMMjaOti                                                        0950015      HALE                                                     NATL  99            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 99 

Hj^                                                                   1200001      JACKSON                                               NATL  6000            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR  SYS-mi 6000 

ELINDIOWSC                                                    162000A      MAVERIOC                                              NATL  1830            0.7 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSl^ 1830 

ELJARDINWSC                                                  0310022      HARRIS                                                  NATL  4900             l.A 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

EL080WSC                                                        1280007      KARNES                                                 NATL  3100            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSlIiM ■--  3100 

EL  PASO  GO  WAIER  Aim                                   0710005      EL  PASO                                                NA'il-  3000            1.0 

TOT:AL  POPULATIOJ  served  by  source  water  SYSTEM 3000 

EL  PASO  WAiro  imL-PSB                                 0710002      EL  PASO                                                NATL  A75000            1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA'ilR  SYSTEM A75000 

EL  PASO  WCIEHJESimY                                      0710004       EL  PASO                                                  NATL  1800             1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  UATER  S^Sim 1800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

c5NrEcl\'rS?S?EMS  SERVED                                f                     ^^^'                           CH|M         STATUS     FLUOR  JOP^    NATUF^L  SVS^^^^^ 
NO  DATE LEVEL    LEVEL 

EL  RANCH)  CIMA  1050045      HAYS  natL  4000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 400O 

ELDORADO  2070001       SOiLEICHER  NAIL  2500  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 2500 

E^™  0110001       BASTOOP  NATL  4325  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4325 

ELK-OAK  LAKE  WSC  1550025      MCLENNAN  NATL  1360  1.8 

TOTAL  POPUIvmON  SERVED  BY  SOURCE  WATER  SYSTEM 1360 

ELM  CREEK  WSC  1550026      MCLEMNAN  NATL  1600  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  W.TER  SYSTEM 1600 

ELMEMDORF  0150048      BEXAR  NAIL  800  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 800 

ELNCMT-FARMINCTON  WSC  0910055      GRAYSON  NATL  475  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 475 

ELSA  1080005      hIDALOO  nATL  5200  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5200 

ENNIS  0700001       ELLIS  NaF  ADJ      06/67     12889  0.8 

EAST  GARRETT  WSC  0700024      ELLIS  CONS  750 

TCXEAL  POPULATION  SERVED  BY  SOURCE  WAIEL<  SYSTEM 13539 

EVAOTWSC                                                         0500015      CORYELL                                               NATL  475            I.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 475 

F.C.I.-  FT  WORTH                                            2200232      TARRANT                                               NATL  800            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 800 

FAIRFIELD                                                         0810001       FREESTONE                       Acid              ADJ      09/84  3505                        0.8 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 3505 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS ^ ^-^ STATUS     FLUOR  POP       NATURAL  SYblb Mb 

WATER  SYSTEM  and                                                         ^PA                     OUUNIY                                                                 ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^ ^^ LEVEL     LEVEL 

FALOCN  RURAL  WSC                                              21A0003       STARR                                                      NAl^L  2800             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIW  S\Smi 2800 

FALLS  ClTi                                                       1280004      KARNES                                                 NATL  580            0.9 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WA'IER  SYSTEM 580 

FARWELL  ("WS                                                      1850002      PARMER                                                 NATL  1400            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

FERRIS                                                               0700002      ELLIS                                                   NATL  2500            3.8 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

FILES  VALLEY  WSC                                            1090035      HILL                                                     NATL  1600            1.1 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 

FIVE  WAY  WSC                                                    2100008      SHELBY                                                 NATL  1149            2.2 

TOrCAL  POPULAIIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 11A9 

PLDWSC                                                               1450015      I£ON                                 NaF                ADJ      02/85  1375                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1375 

FlOREMCE                                                           2460005      WILLLAMSON                                          NATL  1350            1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYS'l'EM 1350 

flORESVILLE                                                     2470001      WILSON                             NaF                ADJ       05/82  4684                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'HiR  SYSIIiM 4fa84 

FLOYDADA                                                              0770001       FLOYD                                                      NATL  4600             2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYS'l'EM 4600 

mUCTT  hWS                                                       1480003      UPSOQMB                                              NATL  470            1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAI-EH  SYSTEM 470 

FORSAN                                                                 1140011      HOWARD                                                 NAIL  679            1.0 

TCTTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 679 
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COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED 

START   SERVED          NAT        OPT 
DATE                            LEVEL     LEVEL 

POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA 

CONSECUTIVE  SYSTEMS  SERVED  ID 

NO 

PORT  DAVIS  WSC                                                  1220001       JEFF  DAVIS                                            NATL  1000             2.5 

TOfEAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSlTiW 1000 

^LS  2200012      TARRAt;r  Acid  ADJ       12/65  446500  0.8 

^^S^                                                       2200029      TARRAWr                                               OONS  14600 

^^                                                       1260002      TMRMT                                              ojtiS  11950 

O^CWLEY                                                            0200034      TARRA^f^                                                 rms  f,9Sn 

EDGEOJFF  VIUAa:                                      0200048      T^^RAMT                                               qons  3000 

^^^,,                                                  2200010      mRAMT                                               cONS  6000 

^^°f^^^HILL                                                    2200011       TARRANF                                                 qONS  HQSO 

H^^  CITY  (PART)                                     2200014      IMRA^                                               OONS  S 

HURST                                                             2200054      TMRANT                                               qONS  37650 

S^T,,                                                    ^^^^      ^^^^^                                               OO^S  8200 

1^^W°R™                                                      2200060      TARRANI                                                 qONS  45Sn 

NDRIH  RKHLAND  HILLS                                 2200063      TARRANT                                               oOtiS  56100 

RICM^  HILLS                                            2200022      mRAWT                                               qons  9100 

^0^                                                   22(X)069      mRAMT                                               oONS  fZ 

SANG™AW                                                       2200023      TARRANT                                               qons  hSOO 

WESTOVEH  HILLS                                            2200078      TMRMT                                              ^5  780 

WmiE  SETTLEMENT                                        2200081      mRANT                                               qOns  13850 

IDEAL  POPUUnON  SERVED  BY  SOURCE  WATER  SYSTEM 674630 

f^ANKSTON                                                         0010002      ANDERSON                         NaF               ADJ      09/84  1788                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSIH^ 1788 

'^^^^^^^                                                0860001      GILI^PIE                       Acid              ADJ      08/83  10950                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM IO950 

^^^^  WCID                                                       0660002      DUVAL                                                   MATL  3270            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYS-IB^ 3270 

FRIEM)SW30D                                                        0840002       GALVESTON                                              NATL  2,3000             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH<  SYSTW 23000 

f^ONANWS                                                        1850003      PARMER                                                 NATL  3809            2.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYS^TEM 3809 

roOGNOTWSC                                                     0430035      COLLIN                                                 naTL  800            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS  - 

I   t^^r^^ COUNTY ThEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  UUUNIY  o  ^^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 ^^                                 ^^^^  LEVEL    LEVEL 

NO . . — — — ^— — — — ^— 

FROffT                                                                 1750004      NAVARRO                                               NATL  700            4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  W3m  SYSTEM 700 

FT  BLISS  BIGGS  ARMY  AIRFIELD                     0710078      EL  PASO                                               NATL  2830            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 2830 

FT  CLARK  SPGS  MUD                                          1360003      KINNEY                                                 NATL  1550            0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTO^ 1550 

FT  GATES  WSC                                                    0500017      OQRYELL                                               NAIL  1750            1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITfR  SYSTEM 1750 

FT  HANOOOC  WQD                                              1150005      HUDSPETH                                              NATL  900            2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIYM 900 

FT  SAM  HOUSTON                                                0150116      BEXAR                              Acid              ALU          /60  18000                        0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

FT  SIOaCTON                                                      1860001      PEOOS                                                   NATL  8950            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8950 

GALVESTON  GO  WCID  1                                        08A0001       GALVESTON                                              NATL  19500             0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19500 

GALVESTON  00  WQD  12                                     08A0031      GALVESTON                                            NATL  4000            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH^  SYSTEM 4000 

GALVESTON  00  WCID  19                                     0840028      GALVESTON                                            NATL  657             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSID-I 657 

GALVESTON  GOUNIY  WA                                      0840069      GALVESTON                       NaF                ADJ       06/83  7500                        0.7 

BAYOIFF  MUD                                                0840011      GALVESTON                                            OONS  4000 

BAYVIEW  MUD                                                  0840010      GALVESTON                                            OONS           •  1400 

LAMARQUE                                                       0840006      GALVESTON                                            OONS  15372 

TEXAS  CITY                                                   0840008      GALVESTON                                            OONS  41000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 69272 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GANADO  1200002   JACKSON  MAIL        1740     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM 1740 

GARRISON  1740002   NAOOGDOCHES  NATL        1650     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1650 

GBRA-LULING  0280018   CALDWELL  Acid      ADJ   06/85   5039  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5039 

GBRA-PORT  LAVACA  0290005   CALHOUN  Acid      ADJ   04/83  16070  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTO^l 16070 

GEORGE  WEST  1490001   LIVE  OAK  NATI.  3500     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

ODLSON  WSC  1550028   MCLENNAN  NATL  1400     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

GIDDINGS  0144001   LEE  NATL  5500     0.7 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 5500 

GILL  WSC  1020021   HARRISON  NATL  1800     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

GLEIJN  HEIGHTS  0570085   DALLAS  NATL  3500     1.7 

TOnAL  POPULAITON  SERVED  BY  SOURCE  WAfER  SYS'Jl^ 3500 

OOBER  WSC  0740024   FANNIN  NAIL  85     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 85 

OOLDEM  WSC  1  2500006   WOOD  NAIL  2061     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IB^ 2061 

GOLDSMITH  0680012   ECTOR  NAIL         409     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS-I-EM 409 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS ^ 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED  NAT        OPT 

|njO  DATE LEVEL     LEVEL 

QOLCraWAI'IE  1670001      MILLS  NATL  1800  0.7 

TUEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

COUAD  0880001      GOLIAD  NATL  1990  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1990 

OOEALES  0890001      GONZALES  NaF  ADJ       12/54       7350  0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATEK  SYSTEM 7350 

OOODFELLOW  AFB  2260027      TOM  (3(EEN  Acid  ADJ  /60      2300  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

O0RFOR3H  WSC  1050019      HAYS  NATL  3500  2.8 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTH^ 3500 

GRAND  SALINE  23A0003      VAN  ZANDT  NATL  4224  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4224 

GRANDFALLS  2380003      WARD  NATL  650  1.9 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WAIER  SYSTB«1 650 

GRANGER  2460002      WILLIAMSCW  NATL  1500  2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS'IB^ 1500 

GREEWBELT  MIWA  0650013      DONLEY  NAIL  16000  0.8 

TOTAL  POPUL^TIOJ  SERVED  BY  SOURCE  WATER  SYSl^ 16000 

GRDCM  b47S  0330001      CARSON  NATi.  870  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 870 

GROVES  1230012      JEFFERSON  Acid  ADJ  /79  17421  0.7 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WATER  SYSTEM 17421 

GRUVER  hWS  0980004      HANSFORD  NATL  1216  1.6 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 1216 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

GUADALUPE  HIS  IHTL  00                                   1330009      KERR                                                     NATL  750            0.9 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

GUNKR                                                               0910012      GRAYSON                                               NATL  8A9            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 849 

GWTER  WSC                                                       0910081      GRAYSON                                               NATL  2325            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM -  2325 

H  &  H  WSC                                                          1550029      MCLENNAN                                             NATL  900            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

HALE  CSmm                                                    0950002      HALE                                                     NATL  2297            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm>l 2297 

HALTQM  CITY  (PART)                                        220001A      JOHNSON                                               NAIL  30500            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30500 

HAPPY  NWS                                                         2190001       SWISHER                                               NATL  772            3.0 

TOTAL  POPUIAnai  SERVED  BY  SOURCE  WATER  SYSTEM 772 

HA^S  00.  UD  5  1010348  HARRIS  Acid  ADJ      07/80     17765  0.7 

HARRIS  GO.  MUD  145  1010907  HARRIS  OONS  6126 

HARRIS  00.  MUD  8  1010712  HARRIS  OONS  15% 

HARRIS  00.  UD  1  1010723  HARRIS  OONS  3771 

HARRIS  00.  UD  2  1010724  HARRIS  OONS  4692 

HARRIS  GO.  UD  3  1010424  HARRIS  OONS  45% 

HARRIS  00.  UD  4  1010725  HARRIS  OONS  3162 

HARRIS  00.  UD  8  1010726  HARRIS  OONS  5322 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYS-lliM 47030 

HART  hWS                                                           0350002      CASIRO                                                 NATL  970            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 970 

HOO  EVBD  lA                                                     1010082      HARRIS                                                 NAIL  2550            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItK  SYSITM 2550 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
^ NO DATE LEVEL  LEVEL 

HOO  FVSD  IB  HIQiLANDS               1010590   HARRIS                     NATL  606     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST™ 606 

HOO  FWSD  27                      1010261   HARRIS                    NATL  1353     0.8 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 1353 

HOO  FWSD  47  SHADOW  GLEN            1010260   HARRIS                    NATL  A194     1.1 

"njTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 4194 

HOO  FVISD  51                      1010238   HARRIS                    NATL  18000     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 18000 

HOO  MUD  13  WOOD  MEADOW             1010418   HARRIS                    NAIL  6327     1.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SY'STH*! 6327 

HOO  MUD  24                      1010572   HARRIS                    NATL  4428     0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4428 

HGO  MUD  44                      1010718   HARRIS                    NAIL  2205     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2205 

HOO  MUD  53                      1010720   HARRIS                    NATL  7710     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7710 

HOO  MUD  55                      1010678   HARRIS                    NATL  3850     0.7 

TOTAL  P0PULA3T0N  SERVED  BY  SOURCE  WA1E!<  SYS*n!M 3850 

HOO  MJD  58                       1011704   HARRIS                     NATL  1662     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIT'R  SYS'lD-l 1662 

HOO  MUD  82                      1010630   HARRIS                    NA'TL  4275     0.8 

TCTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4275 

HOO  WCID  #1  HIGHLANDS              1010159   HARRIS                    NAI'L  5700     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1H4 5700 
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WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                            LE\'EL     LEVEL 

POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

VATER  SYSTEM 
CONSECUTIVE  ! 

HOO  WCID  108                     1010258   HARRIS                    NATL  3048     0.7 

■KXEAL  POPULAHON  SERVED  BY  SOURCE  WMER  SYSTEM 3048 

HOO  WCID  110                     1010482   HARRIS                    NA3L  4260     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 4260 

HOO  WCID  132                     1010413   HARRIS                    NATL  3102     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3102 

HOO  WCID  133                     1010210   HARRIS                    NATL  5259     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5259 

HCO  WCID  21                      1010769   HARRIS                    NATL  10740     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 10740 

HOO  WCID  36                      1010239   HARRIS                    NATL  12630     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTO^ 12630 

HOO  WCID  50                      1010241   HARRIS                    NATL  3600     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 3600 

HOO  WCID  84  CHANNELVIEW  BEAR         1010113   HARRIS                    NATL  2619     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 2619 

HOO  WCID  91                      1010063   HARRIS                    NATL  2700     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IEM 2700 

HEMPHILL                         2020001   SABINE            NaF       ADJ   12/84  1908          0. 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WATER  SYSTEM 1908 

HE^^EFiORD  hWS                     0590001   DEAF  SMI'IH                 NATL  15853     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTEM 15853 

HEWITT  WC                       1550031   MCLENNAN                  NAIL  9900     1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9900 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

HICJDRY  CREEX  WSC  1160062      HUNT  NATL  1990  3.3 

lUEAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1990 

HIGHLAND  VILLAGE  0610080      DENTON  NATL  4900  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4900 

HILLCREST  VILLAGE  0200028      BRAZORIA  NATL  630  1.1 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYSTO>1 630 

HILLSBORD  1090001      HILL  NATL  8500  1.8 

IDEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8500 

HILLTOP  WSC  1550032      MCLEMNAN  NATL  700  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 700 

HITCHOOCK  0840004      GALVES'ION  NATL  6800  0.7 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WAIHl  SYSTEM 6800 

HOLLAND  0140003      BELL  NATL  953  3.2 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 953 

HONEY  GROVE  0740003      FANNIN  NATL  2400  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 2400 

HOUSTON  1010013  HARRIS  Acid              ADJ  02/821702135                        0.7 

BELLAIRE  1010004  HARRIS  OONS                  14936 

CLEAR  LAKE  1010056  GALVESIW  OONS                       755 

DEER  PARK  1010007  HARRIS  OONS                   26000 

GALVESTON  0840003  GALVESTON  OONS                  61902 

PASADOIA  1010293  HARRIS  OONS                150000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1955728 

HCWE  0910013      GRAYSON  NATL  2400  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAJTR  SYSTEM. 2400 

HUDSPEM  00  WCID  1  1150007      HUDSPEHl  NATL  750  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATOk  SYSIH^ 750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

HUNTSVILLE  2360001      WALKER  Acid  ADJ       10/80  30000  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

HUTID  2460007      WILLIAMSON  NATL  750  4.1 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WATER  SYSTO^ 750 

IDALOU  1520001       LUBBOCK  NATL  2360  3.4 

TOT^L  POPULATION  SERVED  BY  SOURCE  WATER  SYSID^ 2360 

IMPALA  W30DS  WC  1870094      POLK  NATL  1035  0.7 

TOriAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 1035 

IMPERIAL  WC  1860003      PECOS  NATL  600  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

INDIAN  LAKE  0310008      CAMERON  NATL  600  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

™GRAM  WSC  1330011      KERR  NATL  3000  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

INVERNESS  EX}REST  ID  1010172      HARRIS  NAIL  1491  0.7 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1491 

IRAAN  1860002      PECOS  NATL  1200  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 1200 

I'EALY  0700028       ELLIS  NATL  1900  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1900 

II^ASCA  1090003      HILL  NATL  1700  0.8 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTB^ 1700 

J  &  R  Wnm  SUPPLY  0140067      BELL  NATL  860  5.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 860 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                          USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

JACINIDPORT                     1010068   HARRIS                    MAIL  2500     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 2500 

JAOQON  WSC                     2120016  SMlTti                                                  NATL  1707     0.9 

Wm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1707 

JACOBS  WSC                      2010017   RUSK                     NATL  1215     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1215 

JARVIS  CHRISTIAN  COLLEGE            2500011   WOOD                     NATL  600     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

JEFFEKSCN                       1580001   MARION            NaF      ADJ   09/84  3300          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 3300 

JIM  HOGG  00  WCID  2                1240001   JIM  HOGG                  NATL  4200     2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IB^ 4200 

-*ONAH  WSC                       2460022   WILLIAMSON                 NATL  4500     3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 4500 

JONESTOJNWSC                    0227011   TRAVIS            NaF      ADJ   12/85  2220          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 2220 

•BARNES  aiY                      1280001   KARNES                    NATL  3250     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA:ITR  SYSltM 3250 

•^^EQffi                          1260008   jawsON                   NAIL  4300     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS"IB«1 4300 

KELLY  AIR  FORCE  BASE               0150113   BEXAR            NaF      ADJ    /58  26000          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 26000 

KELLYVILLE-BERE  WSC               1580003   MARION                    NAIL  720     1.3 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAlItR  SYS-IH-I 720 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

KEMMX  OXJMIY  WCID  1  1300002      KEJJDALL  NATL  1660  1.6 

TOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1660 

KENEDY  1280002      KARNES  NATL  4356  1.0 

TOLAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM A356 

KEUNARD  WSC  1130011      HOUSTON  NATL  510  3.1 

TOfEAL  POPULAnON  SERVED  BY  SOURCE  WATEl^  SYSTO»1 510 

KE2JNEDALE  2200017      TARRANT  NATL  3650  1.6 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 3650 

KENUXXYTCWN  WSC  0910060      GRAYSON  NATL  1450  1.0 

IDTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1450 

KEKMIT  2480001      WINKLER  NATL  8017  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8017 

KERRVILLE  SOJm  UYIL  1330041      KERR  NATL  2800  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  Wiim  SYSTEM 2800 

KILODRE  0920003      GREGG  Acid  ADJ      09/84  14559  0.8 

TOTEAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTB1 14559 

KnJG  RANCH-SANTA  GERT.  DIV  1370012       KLEBERG  NATI.  550  0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 550 

KIRBYVILLE  1210002      JASPER  Acid  ADJ      ul/85  2634  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2634 

KIRKMDNT  MUD  1010439      HARRIS  NATL  2292  0.8 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 2292 

KRESS  hWS  2190002      SWISHER  NATL  783  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 783 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

KYLE  1050002      HAYS  NAIL  3100  3.3 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3100 

LA  POKIE  1010018      HARRIS  NATL  2A150  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24150 

LA  VILLA  1080023      HIDALOO  NATL  1800  0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTO^ 1800 

LACEY-LAKEVIEW  1550033      MCLEMNAN  NATL  4875  1.3 

TOTAL  P0PULATI»1  SERVED  BY  SOURCE  WATER  SYSIH^ 4875 

LACKLAND  AFB  ANNEX  0150275      BEXAR  NaF  ADJ  /58  3200  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

LACKLAND  AIR  FCRCE  BASE  0150114      BEXAR  NaF  ADJ  /58  30000  0.8 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTEM 30000 

LADCNIA  0740004      FANNIN  NATL  900  2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

LAKE  CITIES  MUA  0610029      DEMON  NATL  7950  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 7950 

LAKE  JACXSCN  0200006      BRA2XMA  NaF  ADJ       03/61  22000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22000 

^^^  LBJ  MUD  1500015      LLANO  Acid  ADJ      02/85  3500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3500 

LAKE  VISTA  UnL  00  1490017       LIVE  OAK  NATL  1100  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1100 

ljy<ESHORE  SYST^  1090008      HILL  NATL  1300  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI^  SYSTEM 1300 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

LAKESIDE  ClTi  0050015      ARCHER  NATL  550  1.3 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAHR  SYSTO^ 550 

LAMESA  0580001      DAWSOi  NATL  11790  0.8 

TOIAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTDd 11790 

LAMPLIGHT  VILLAGE  WS  2270082      TOAVIS  NATL  1560  1.1 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIHl  SYSTEM 1560 

LAREDO  VWS  2A00001      WEBB  NATL  91A49  0.8 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 91449 

LAUGHLIN  AIR  FmCE  BASE  2330006      VAL  VERDE  Acid  ADJ  /59      4500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

LEBANON  WSC  0430038      OOLLIN  NATL  750  1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 750 

LEJCNARD  0740005      FANNIN  NATL  1400  1.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

LEROY-TOURS-GERALD  WSC  1550027      MCLENNAN  NATL  1244  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITM 1244 

LEVELLAND  1100002      HOCKLEY  NATL  13885  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 13885 

LEVI  WSC  1550035      MCLENNAN  ^JA■]L  1020  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IHl  SYST1EM 1020 

LEWISVILLE  0610004      DEMION  Acid  ADJ       10/84  30600  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30600 

UBERTY  HILL  WSC  2460013      WILLIAMSON  NATL  1023  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1023 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ULLY  (Sim  WSC  174001A      NAOXIDOCHES  MIL  1740  0.7 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAIER  SYS1"EM 1740 

LINDEU  0340004      CASS  NATL  3276  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3276 

Linu:  ELM  EAST  0610035      DENTON  Natl  1000  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1000 

LITHE  ELM  VAIiEY  WSC  0140025      BELL  NATL  900  1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

LITIliFIELD  1400003      Um  NATL  7409  1.8 

TUm.  POPULATION  SERVED  BY  SOURCE  WAnR  SYSTEM 74O9 

LIVINGSTCW  REE  WS  (TRA)  1870129      POIX  Acid  ADJ      03/84  5000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«I 5000 

IJ^^  1500001       LLANO  Acid  ADJ       05/81  3071  0.8 

TOTAL  POPUIAllON  SERVED  BY  SOURCE  WAITER  SYSTEM 3071 

LU^CSANDEMHP  1080034      HIDALGO  NATL  1400  1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS-IB-l 1400 

^^^°^^^"*^  2440008      WILBARGER  NATL  800  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEK  SYS-ItM 800 

^^xamr  0280001     caldwell  uaF  aju     u'j/77     8000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8000 

I^^IETA  1410002   UMPASAS  NATL         633     1.4 

TOTAL  P0PUL\1T0N  SERVED  BY  SOURCE  WATER  SYSTEM 633 

UM:  STAR  STEEL-MAIN  PUNT  1720002   M3RRIS  NATL  10000     0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAm<  SYS-lIiM 10000 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

cSisECuflVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 

1^0  DATE LbVcL     LcVcL 

LONGVIEW                        0920004   GRECG            Acid      ADJ   04/70  64203          0.8 

TCXEAL  POPUMnON  SERVED  BY  SOURCE  WATER  SYSTEM 64203 

LOOP  WSC  (FHA)                   0830011   GAINES                    NATL  500     5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSim 500 

LDRAINE                         1680002   MITCHELL                  NAIl.  950     1.8 

TOTAL  POPULA.TION  SERVED  BY  SOURCE  WAIER  SYSTEM 950 

LCKENA  WC                       1550036   MCLENNAN                  NATL  1800     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1800 

LORENZO                        0540002   CROSBY                    NATL  1396     2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13% 

LOTT                           0730001   FALLS                    NATL  1050     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

liJBBOCK                        1520002   LUBBOCK                   NATL  75290     0.8 

YELUDWHOUSE  CANYON  WCID           1520017   LUBBOCK                   CCMS  600 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 75890 

LUBBOCX  CHRISTIAN  UNIVERSITY         1520017   LUBBOCK                   NATL  1000     4.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

LUBBOCK  00  WCID  1                 1520006   LUBBOCK                   NAIL  860     2.5 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIER  SYSFEM 860 

LUELLA  WSC                      0910032   GRAYSOJ                   NAIL  1650     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIHH 1650 

LUFKIN                         0030004   ANGELINA          Acid      ADJ    /73  34500          0.8 

TOTAL  POPULAITOl  SERVED  BY  SOURCE  WATER  SYSTEM 34500 

LUNAR  LAKE  WS                    2200208   TARRANI                   NAIL  625     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 625 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

LYTORE)  2A50003      WILLACY  NAIL  1900  0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1900 

^"^^^  0070004      AIASOOSA  NATL  2216  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2216 

"^^^^^  "^  2340012      VAN  ZANDI  Acid  AOJ       10/82  3609  0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  W/^ER  SYSTEM 3609 

MAN3R  2270002      TOAVIS  NATL  1400  2.1 

TOEAL  POPULATION  SERVED  BY  SOURCE  WOm  SYSTEM lAOO 

MANVILLEWSC  2270033      TOAVIS  NATL  7220  1.1 

TDTEAL  POPULAnON  SERVED  BY  SOURCE  WMER  SYSTEM 7220 

^^APLE  WSC  0090011       BAILEY  NATL  250  2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 250 

^^^^^^^^  0270026      BURNET  Acid  ADJ  /81  5034  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5034 

MARFA  1890001       PRESIDIO  NATL  2850  2.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2850 

MARQUEZ  1450009      UCN  NATL  400  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  400 

MARS"^  1020002      HARRISON  Acid  MU       0^/46     25947  0.8 

^^^  WSC  1020022      HARRISON  am  2856 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSEEM 28803 

MATADOR                                                             1730001      mjelEY                                                 NATL  1024            1.4 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WAIH<  SYSTEM 1024 

MAIACJORDA  00  WCID  6-VAN  VLECK                    1610007       MATAGORDA                                              NATL  1140             0.7 

TOTAL  P0PULA3T0N  SERVED  BY  SOURCE  WA'ITiR  SYSTEM 1140 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


TEXAS 


WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPy 

NO  DATE LEVEL     LEVEL 

MATAOORDA  WSC                                                    1610013      MATAOORM                                             NATL  900             1.4 

f»                          "lOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

MAYPEARL                                                           0700004      ELLIS                                                   NATL  626            2.1 

■RXEAL  POPULATION  SERVED  BY  SOURCE  WA3M  SYSTEM 626 

MCALLEN                                                             1080006      tUDALGO                                               NATL  68000            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 68000 

MCCAMEY                                                             2310001      UPTON                                                   NATL  2436            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2436 

MCCOY  WSC                                                         0070023      ATASCOSA                                             NATL  2490            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2490 

MEADOW                                                               2230002      TERRY                                                   NAIL  574            4.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 574 

MEDINA  WSC                                                       0100013      BANDERA                                               NAIL  400            2.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATEf<  SYSTEM 400 

MELISSA                                                             0430040      COLLIN                                                 NATL  604            1.5 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WATER  SYSIH^ 604. 

MEMORIAL  POINT  UD                                          1870030      POLK                                                     NATL  750            0.7 

TCITAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 750 

MEMORLAL  VILLAGES  WA                                      1010148      HARRIS                                                    N.ML  12000             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH^ 12000 

MERCEMS                                                            1080007      HIDALOO                                               NATL  11800            1.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 11800 

MIDLAND  REGIONAL  AIR  TERMINAL                    1650002       MIDLAND                                                 NATL  3400             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 3400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

MIDLaiHLAN  0700005      ELLIS  NAIT.  4000  1.3 

TOEAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYST™ 4000 

MILANO  WSC  1660009      KILAM  NATL  1800  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1800 

MILES  2000002      RUNNELS  NATL  800  1.9 

TOOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 800 

MILPORD  0700006      ELLIS  NATL  900  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

MIUTARY  HIGHWAY  WSC  1080067      HIDAIiD  NATL  16180  0.9 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16180 

MILLER  G8DVE  WSC  1120016      HOPKINS  NATL  1113  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1113 

KQLLERSVIEW-DOOLE  WSC  0480015      OONCHO  NATl.  3000  2.0 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WAITER  SYSfEM 3000 

ASSIGN  1080008      HIDALSO  NATL  24500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 24500 

MITCHELL  00  UHL  00  1680004      MITCHELL  NATL  1680  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSltM 1680 

^C-WSC  1390010   LAMAR  NATL         642     3.5 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 642 

MOFFAT  WSC  0140028      BELL  NATL  2256  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-fEM 2256 

MDNAHANS  2380001      WARD  NATl.  8416  2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlliR  SYSltM 8416 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED  NAT        OPT 

NO DATE LEVEL     LEVEL 

hCNT  BELVIEU  0360017      CHAMBERS  NATL  1833  2.1 

■KXCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1833 

MONIE  ALTO  W&S  1080069      HIDAIJ30  NATL  1000  0.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 1000 

MDNTOCMERY  00  MUD  36  1700139      MDWraOMERY  NATL  3924  0.7 

TOTLAL  P0PULA3TCW  SERVED  BY  SOURCE  WATER  SYSTEM 3924 

MDNTQCMEIIY  00  MUD  6  1700090      M3NT0CMERY  NATL  3705  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3705 

MDNTOOMERY  00  MUD  7  1700169      MONTOQMERY  NAIL  3438  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSIH^ 3438 

M3RTCIN  RJS  0400001      OOQIRAN  NATL  2950  4.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 2950 

MDUNTAIN  PEAK  WSC  0700042      ELLIS  NATL  3200  1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3200 

MDUWEAIN  WSC  0500020      OORYELL  NATL  1075  1.6 

TDGCAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1075 

NADOGEOCHES  1740003      NADOGDOCHES  Acid  ADJ      05/84  27531  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  27531 

NASH  FX)RRESTON  WSC  0700025       ELLIS  NAIL  1300  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

NAVASOTA  0930001      OOMES  NATL  6006  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6006 

NEDERLAND  1230006      JEFFERSON  Acid  ADJ      01/67  19878  0.7 

TOTAL  P0PULA3T0N  SERVED  BY  SOURCE  WATER  SYSTEM 19878 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO __^ DATE LEVEL  LEVEL 

NEW  BRAUNFELS  UHL                0A60001   OOMAL            Acid      ADJ   02/83  30000          0.7 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

NEW  DEAL                        1520015   LUBBOCK                   NATL  730     2. A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 730 

NEW  SlhMEItflELD  WSC               0370028   QIEKOKEE                  NATL  582     1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 582 

NEWTON                         1760001   NEIWON            Acid      ADJ   05/85  2325          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 2325 

bDRTH  CENIHAL  TEXAS  hWA             1380009   KNQJC             Aci^i      ADJ   01/81  540          0.8 

HASKELL                       1040001   HASKELL                   COtiS  3782 

KNQK  CITY                      1380002   KNOX                     CONS  1620 

TOTAL  POPULATION  SEEVED  BY  SOURCE  WATER  SYSTEM 5942 

MDRIH  HUMP  WSC                   1160039   HUbfT                     NATL  1950     2.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1950 

NORTH  MILAM  WSC                   1660011   MILAM                     NATL  1400     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

NORTH  PARK  PROPERTIES              1460092   HARRIS                    NATL  675     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 675 

NDRTH  TEXAS  NWD                  0430044   OOLLIN            Acid      AIXI   05/82  1098          0.8 

ALLEJJ                        0430025   OOLLIN                    CONS  12750 

BECKER-JIBA  WSC                  1290011   KAUFMAN                    CONS  1800 

BHP  WSC                       1160015   HUMI                     CONS  1800 

BLACKLAND  WSC                   1990004   ROCKWALL                  CONS  1950 

OOPEVILLE  WSC                  0430029   OOLLIN                    CONS  1600 

CRANDALL                      1290007   KAUFMAN                   CONS  1800 

CULLBOKA  WSC                   0430030   OOLLIN                    CONS  3200 

DAINGERFTELD                   1720001   MORRIS                    CONS  3300 

DALLAS  00  FWSD  #15               0570033   DALLAS                    CONS  159 

DANVILLE  WSC                   0430031   OOLLIN                    CONS  2100 

EAST  F10RK  WSC                  0430033   OOLLIN                    CONS  2100 

FAIRVIEW                      0430034   OOLLIN                    CONS  2600 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


TEXAS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 

COUNTY 

ID 

NO 

0430004 

COLLIN 

1990006 

ROCKWALL 

1290002 

KAUFMAN 

0570010 

DALLAS 

1290015 

KAUFMAN 

1290016 

KAUFMAN 

1160029 

HUNT 

1290003 

KAUFMAN 

1290027 

KAUFMAN 

0430037 

OOLLIN 

0430054 

OOLLIN 

1290019 

KAUFMAN 

0430039 

OOLLIN 

0570014 

DALLAS 

0430041 

OOLLIN 

1990010 

ROCKWALL 

0430042 

OOLLIN 

0430053 

OOLLIN 

0430055 

OOLLIN 

0430043 

OOLLIN 

1270021 

KAUFMAN 

0430007 

OOLLIN 

0430008 

OOLLIN 

0430009 

OOLLIN 

0570015 

DALLAS 

1990001 

ROCKWALL 

0570056 

DALLAS 

1990002 

OOLLIN  /  ROCKWALL 

0570057 

DALLAS 

0430057 

OOLLIN 

0570059 

DALLAS 

1290025 

KAUFMAN 

0430011 

COLLINS 

0430051 

COLLINS 

CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
USED  START   SERVED  NAT        OPT 

DATE  LEVEL     LEVEL 


FARMERSVILLE 

FAIE 

FTORNEY 

GARLAND 

GASTCMA-SCURRY  WSC 

HIGHPOINT  WSC 

HOPEWELL  WSC 

KAUFMAN 

KINGS  CREEK  WSC 

LAVW  WSC 

LUCAS  WSC 

MARMDUr  WSC 

MCKINNEY 

ME9QUITE 

MILLIGAN  WSC 

MT  ZION  M5C 

MURHiY 

NEVADA  WSC 

NORTH  OOLLIN  WSC 

NORTH  FARMERSVILLE  WSC 

NORTH  KAUFMAN  WSC 

PLANO 

PRINCEiaJ 

PROSPER 

RICHARDSOJ 

ROCKWALL 

ROWLEIT 

RDYSE  CITY 

SACHSE 

SEIS  LAGOS  MUD 

SUNNYVALE 

TALTY  WSC 

WYLIE 

WYLIE  NE 


CONS 
OONS 
OONS 
OONS 
OONS 
OONS 
OONS 
CONS 
OONS 
OCWS 
OONS 
OONS 
OONS 
COtiS 
CONS 
OONS 
0»JS 
COJS 
OONS 
0»1S 
OONS 
OONS 
OONS 
OONS 
OONS 
OONS 
OC»JS 
OONS 
OONS 
OCWS 
OCWS 
OMJS 
OONS 
OONS 


2360 

700 
4000 
171500 
2800 
1980 
4500 
6000 

600 
1075 
2000 

800 

19050 

93000 

1400 

1500 

1530 

700 
3300 

245 

600 

110450 

3408 

1000 

77800 

5939 

15200 

1900 

3600 

280 
1800 

480 
6500 
2900 


NORTHAMPTWJ  MUD 


NORTHEAST  TEXAS  NWD 


NORTHWEST  WS 


TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD«1 587154 

1010337   HARRIS                    NATL  2790 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«1 2790 

1580065   MORRIS            Acid      ADJ   01/85  4232 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 4232 

1010213   HARRIS            Acid      ADJ   07/82  1103 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 1103 


1.5 


0.8 


0.7 
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P0PUU\TI0N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

^CKI1MSTWS                                                    1700013      HARRIS                             Acid              ADJ      07/82  1104                        0.7 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1104 

NOKHMSTWS                                                    1700031      HARRIS                             Acid              ADJ      07/82  1104                        0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 1104 

*CRmWESTWS                                                    1700036      HARRIS                             Acid              ADJ       07/82  1104                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1104 

NUEOS  00  WQD  #3                                          1780005      NUECES                             Acid              ADJ       10/82  21000                        0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 21000 

ttJECES  00  WCID  5                                             1780010      NUECES                                                  NATL  650            1.0 

IXTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 650 

O'Wim                                                            1040005      HASKELL                                               NATL  280            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 280 

O'DONNELL                                                          1530001       LYNN                                                     NATL  1215            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 1215 

OAK  VILLAGE  NDRIH                                          0460037      OQMAL                                                   NATL  540            1.1 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO-l 540 

(XXSSA                                                              0680002      ECTOR                                                   NATL  15108            1.3 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSI^EM 15108 

OGLESBY                                                             0500003      OORYELL                                                NATL  450            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSITiM 450 

OLTON                                                                 1400004      LAMB                                                     NATL  2281            2.3 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIER  SYSHM 2281 

ONALASKAWSC                                                    1870009      POLK                                                     NATL  2664            0.8 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIER  SYSTEM 2664 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OVILLA                         0700067   ELLIS                     NATL  lAOO     3.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 1400 

OVILLA  OCMIUNITY  SYSTEM             0700050   ELLIS                     NATL  500      1.3 

TOEAL  POPULATIC*)  SERVED  BY  SOURCE  WATER  SYSTB^ 500 

PADRE  ISLAND  NATL  SEASHORE           1370002   KLEBERG                    NATL  1000     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

PALACIOS                        1610004   MATAGORDA                 NATL  6042     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6042 

PALM  PARK  WC                     0150082   BEXAR                    NATL  800     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 

PALMER                         0700007   EUJS                     NATL  1650     4.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

PAMPA  MWS                       0900003   GRAY                     NATL  22000     0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSlTiM 22000 

PANIBGO                        2200066   TARRAOT                   NATL  2650     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2650  - 

PARIS  1390002   LAMAR  NaF      ADJ   10/52  28977  0.8 

LAMAR  OOUNIY  WSC  1390015   LAMAR  CONS       13704 

TOEAL  POPULATTOJ  SERVED  BY  SOURCE  WA'IER  SYSTEM 42681 

PARK  TEN  MUD                     1010749   HARRIS                    NATL  2238     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 2238 

PAXTON  WSC                      2100012   SHELBY                    NATL  750     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

PEARLAND                        0200008   BRAZORIA                  NATL  19000     1.9 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 19000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

PEXDS                                                                 1950001      REEVES                                                 NATL  12000            2.0 

TOTAL  POPUUmON  SEKVED  BY  SOURCE  WATER  SYSTEM 12000 

PELICAN  BAY  UYIL  00                                      2200164      TARRANT                                               NATL  1250            1.3 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1250 

PEM)LETON  WSC                                                  0140033      BELL                                                     NATL  1650            1.5 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

PENINSULA                                                         0040020      ARANSAS                                                NATL  620            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 620 

PEPPER  CREEK  WSC  1                                        0140034      BELL                                                     NA:rL  2500            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

PERRIN  VW                                                          1190005      JACK                                                     NATL  525            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 525 

PERRY  WATHl  SUPPLY  OORP                               0730016      FALLS                                                   NATL  500            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

PERRYTCN  hWS                                                    1790001      OCHILTREE                                            NATL  8500            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

PETERSBURG                                                       0950003      HALE                                                     NATI.  1641            3.2 

TXJIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM 1641 

PFLUGERVILLE                                                    2270014      TRAVIS                                                  NATL  3575            0.8 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 3575 

PHARR                                                                 1080009      HIDALCO                                                NATL  21900            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 21900 

PHELPS  WSC                                                       2360009      WALKER                                                 NATL  1500            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATf-R  SYSTliM 1500 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY          CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

PtniUPS  PCT-PANIEX  WS             1170005   HimMNSON                 NATL  1500     1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

PINE  HARBOR  SUBDIV                1580023   MARION                    NATL  912     0.9 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 912 

PINK  HILL  WSC                    0910034   GRAYSON                   NATL  1278     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 1278 

PLAINS                         2510002   YQAKIW                    NATL  1A05     3.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1405 

PLAINVIEW                       0950004   HALE                     NATL  25000     1.6 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WA3H(  SYSItM 25000 

POINT                          1900004   RAINS                     NAIL  1170     0.7 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAlffi  SYSTO^ 1170 

PORT  ARTHUR                      1230009   JEFFERSON         NaSiF6    ADJ   08/53  69089          0.7 

LAKEVIEW  WSC                   0%0094   HALL                     OONS  200 

TOTAL  POPULA"nON  SERVED  BY  SOURCE  WAIER  SYSTEM 69289 

PORTNEOES                      1230010   JEFFERSON         Acid      ADJ   01/66  15858          0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 15858 

POST                           0850001   GARZA                    NATL  3970     1.6 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIER  SYSllM 3970 

POra                           2470002   WILSON                    NATL  1455     0.7 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIER  SYSIEM 1455 

POTTSSORO                       0910004   GRAYSON           Acid      ADJ   06/85  1000          0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 1000 

PRAIRIE  HILL  WSC                  1470001   LIMESIDNE                 NAl'L  2000     1.8 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WATER  SYSIEM 2000 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS , 

Water  system  and e?^  ^^^^  chem      status   fluor  pop     natural  systems 

CONSECUTIVE  SYSTEMS  SERVED  l^D  ^SED DATE  LEVEL  LEVEL 

PREMDNT  1250003   JIM  WELLS  NAIL  3282     0.7 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3282 

PRESIDIO  WSC  1890002   HIESIDIO  NATL  2200     0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2200 

PRESTONWOOD  FOREST-iniLHY  1010467   HARRIS  NATL  3105     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3105 

PRICE  WSC  2010031   RUSK  NATL  654     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 654 

QUIT/^^UE  MJS  0230002   BRISOOE  NATL  601     3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 601 

RALLS  0540003   CROSBY  NAIL  2422     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2422 

RANDOLPH  AIR  FX»CE  BASE  0150115   BEXAR  NaF      ADJ    /55  10501  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10501 

RAMON  2310002   UPTON  NATL  1000     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 1000 

RAYBURN  VILLAGE  UHL  00  1210014   JASPER  NATL  1407     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'lTM 1407 

RAYMDNDVILLE  2450001   WILLACY  NATL  9348     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9348 

RED  C^  0700031   ELLIS  NATL  1990     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAItR  SYS^fEM 1990 

REESE  AFB  1520020   LUBBOCK  Acid      ADJ    /62  3500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 


787 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


TEXAS 


WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

1960001      REnJGIO                                               naTL  3500            1.5 

TOfEAL  POPULATION  SEKVED  BY  SOURCE  WATffi  SYSTEM 3500 

1%0004      REFUGIO                                               NATL  800            2.4 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYQi 800 

1830012      PANOI^                                                 NATL  786            4.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 786 

2200068      TARRANT                                               NATL  2435             1.2 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM . 2435 

1390013      LAMAR                                                   NATL  1350            3.5 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTEM 1350 

2060002      SAN  SABA                                             NATL  450            0.8 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WWR  SYSTEM 450 

0200035      BRAZORIA                                             NATL  3000            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3000 

0200053      BRAZORIA                                             NATL  1000            0.7 

TOTAL  POPULA-nON  SERVED  BY  SOURCE  WAIER  SYSTEM 1000 

1550040      MCLENNAN                                             NATL  800            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl'EM 800 

1690005      MONTAGUE                                             NATI.  500            3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 500 

0310006      CAMERON                                               NATL  1674            1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAT-ER  SYSTEM 1674 

1780013      NUECES                                                 NATL  1500            0.7 

TOTAL  POPULATIOa  SERVED  BY  SOURCE  WATER  SYSTEM 1500 


REFUGIO 


REFUGIO  00  WCID  1 


REMOBEJIH  WSC 


REMX^J 


RENO 


RICHLAND  SHIINGS 


RICHMOND 


RICHWDOD 


RIESEL 


RINGGOLD  WSC 


RIO  HOJDO 


RIVER  ACRES  WSC 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  iPA  COU^^T^^  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SJ^A^R^T    SERVED        ^NAT^     ^UP^^ 

fUVHRSIDE  WSC  2360010      WALKER  NATL  2100  0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSIH^ 2100 

ROANOKE  0610008      DENTOti  NATL  1450  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1450 

RDBERT  LEE  0410002      COKE  NaSiF6  ADJ      08/85  1650  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

ROBINSON  1550010      MCLENNAN  NATL  6100  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6100 

RDOCETr  WSC  0700033      ELLIS  NAIL  5900  1.8 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 5900 

RDGESS  0140004      BELL  NATL  1261  2.7 

TDTTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1261 

RDLLINGWOOD  2270016      TOAVIS  NATL  905  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSna«l 905 

RCMA  2140007       STARR  NATL  5800  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 5800 

ROOSEVELT  ISD  1520123      LUBBOCK  NAIL  1189  2.6 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 1189 

RDSOOE  1770001      NOLAN  NAIL  1450  1.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1450 

ROSS  WSC  1550042      MCLENNAN  NATL  1350  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 1350 

RRA-HOWARDWICK  0650004      D(M^  NATL  720  1.4 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYS'ltM 720 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

RUSK  0370003      RUSK  Acid  ADJ      09/82  4800  0.8 

TOTAL  P0PULA3-10N  SERVED  BY  SOURCE  WATER  SYSTO-l 4800 

SAFARI  MH  OOMd  0840020      GALVESTON  NATL  535  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKK  SYSTEM 535 

SAGEMEADOW  MUD  1010386      HARRIS  NAIL  5763  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5753 

SAGINAW  PK  iniL  2200023      mRAWT  NATL  6500  1.0 

TOTAL  POPUMTION  SERVED  BY  SOURCE  WATER  SYSTOvl 6500 

SALADOWSC  0140035      BELL  NAIL  2400  0.7 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 2400 

SAN  LE]CN  MUD  0840063      GALVESTON  NAIL  4500  1.5 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45OO 

SAN  PATRICIO  hWD  2050011  SAN  PAIRICIO  Acid              ADJ  05/81       5040                       0  7 

ARANSAS  PASS  2050015  SAN  PMKICIO  OONS                    8150 

™^^^^IDE  2050002  SAN  PAIRICIO  oONS                    5320 

R^^^^^PORT  0040002  SAN  PAIRICIO  oONS                    5500 

TOTAL  POPUIA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 24010 

SAND  FLAT  WSC  2120020      SMITO  Acid  ADJ      08/83  2500  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEI{  SYSItM 2500 

SAND  HILLS  WSC  2100013       SHELBY  NATL  750  1.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAI^  SYSIIiM 75O 

SARDIS  UM:  ELM  WSC  0700034      ELLIS  NATL  4800  1.6 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WATER  SYSTEM 4800 

SAVOY  0740006      FANNIN  NATL  825  1.1 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'ItR  SYSTH*1 825 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

CYCTEM  and EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONrEc'u?,lf SYSTEMS  SERVED                                   .D                                                                 USED                           SJ^ART  SERVED        ^NAT^     ^OPT^ 

SEABROOK                                                           1010062      HARRIS                                                 NATL  5352             1.1 

TOEAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTO«1 5352 

SEADRIFT                                                              0290004       CALHOUN                                                  NATL  1285             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1285 

SEA£»AVES                                                         0830001      GAINES                                                  NATL  2443            4.9 

TOflAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 2443 

SEMINOLE                                                           0830012      GAINES                                                  NATL  6100            4.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6100 

SECfjm                                                              0940002      GUADALUPE                       Acid              ADJ           /74  18000                        0.8 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM 18000 

SEYMXJR                                                             0120001      BAYLOR                                                 NATL  3754            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3754 

SHALLOWATHl                                                      1520003      LUBBOCK                                                NATL  2100            5.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYS1H>1 2100 

SHELBYVILLE  WSC                                              2100014      SHELBY                                                  NATL  639            0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTH^ 639 

SHEPPARD  AIR  FORCE  BASE                               2430007      WICHITA                                               ADJ  13500                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l^EM 13500 

SHERMAN                                                             0910006      GRAYSON                                                NATL  31114            0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSIB^ 31114 

SHERWOOD  SHORES                                              0910040      (SAYSON                                                NATL  750            1.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'l'ER  SYSTEM 750 

aUNER                                                               1430003      LAVACA                                                 NAIL  2244            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATI-R  SYSTEM 2244 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

SIESTA  PLAZA  MHP                                            1910003      RANDALL                                               NATL  600            2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 600 

SIESTA  SHORES  WAITOMDRKS                             2530804      ZAPATA                                                 NATL  650            0.7 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 650 

SILVERTON  I-WS                                                  0230001       BRISOOE                                               NATL  850            3.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 850 

SINTCN                                                               2050006      SAN  PA3RICI0                                      NATL  6500            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6500 

SLATON                                                               1520004      UUBBOa<                                               NATL  6804            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6804 

SLDOM  WSC                                                       0010028      ANDERSON                         NaF               ADJ       10/84  1360                        0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1360 

SOMERVILLE                                                       0260002      BROOKS                                                 NATL  2190            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2190 

SOUm  ELLIS  00  WSC                                        0700043      ELLIS                                                   NATL  750            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 750 

SOIHH  GRAYSON  WSC                                          0910064      GRAYSON                                               NATL  2810            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2810 

SOUIH  RUSK  00  WSC                                          2010039      RUSK                                                     NATL  750            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WKTm  SYSTEM 750 

SOJIH  TAWAKDNI  WSC                                        2340019      VAN  ZAND!                       Acid              ADJ      03/81  3600                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3600 

SOUm  TEXAS  NUCLEAR  PROJECT                        1610051       MATAGORDA                                             NATL  1000             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

SOUIHLAKE  2200075      TARRAtiT  NATL  4600  1.0 

TCXEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4600 

SOmWAYD  0910045      GRAYSOJ  NATL  230  0.7 

TOTAL  POPULATICW  SEKVED  BY  SOURCE  WATER  SYSTEM 230 

SOmMST  FANNIN  WSC  0740031       FANNIN  NATL  1900  1.3 

TDIAL  POPULAn»J  SERVED  BY  SOURCE  WATER  SYSIB*! 1900 

SPEARMAN  hWS  0980001      HANSFORD  NATL  3418  1.6 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3418 

SPRING  CHEEK  UD  1700133      hCMTGOMERY  NAIL  1500  0.8 

WTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

SPRING  VALLEY  WSC  1550044      MCLENNAN  NATL  700  2.2 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IEM 700 

SPRINCnOWJ  1840003      PARKER  NATL  2150  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2150 

SPUR  0630012      DICKENS  NATL  1690  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1690 

STAMFORD  1270003      JONES  NaSiF6  ADJ      01/84  6000  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 6000 

STANTON  1590001       MARTIN  NATL  2322  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTR  SYSTEM 2322 

STARR  00  WCID  2  2140028      STARR  NATL  6000  0.8 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYS'IEM 6000 

STARR  WSC  0910046      GRAYSON  NATL  1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST"EM 1500 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

STERLING  2160001       STERLING  NATL  1000  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAFER  SYSTEM 1000 

STINNETT  hWS  1170003      HUTCHINSON  NATL  2000  1.5 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

STRATPORD  2110001       SHERMAN  NATL  1800  1.4 

TOTAL  POPUMnON  SERVED  BY  SOURCE  WAIER  SYSTEM 1800 

SUDAN  1400005      LAMB  NATL  1184  1.1 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1184 

SULPHUR  SPRINGS  1120002      HOPKINS  Acid  ADJ      01/67  17028  0.8 

BRASHER  WSC  1120010      HOPKINS  OONS  762 

BRINKER  1120011      HOPKINS  OONS  1524 

GAFFIORD  CHAPEL  WSC  1120014      HOPKINS  OONS  990 

MARTIN  SPRINGS  WSC  1120015       HOPKINS  OONS  2220 

NORTH  HOPKINS  WSC  1120017      HOPKINS  OONS  4080 

SHADY  GROVE  2  WSC  1120020      HOPKINS  OONS  465 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTO«1 27069 

SUNDCWN  1100003      HOCKLEY  NATL  1800  2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTOd 1800 

SUNRAY  VMS  1710002      MOORE  NATL  1%2  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSTEM 1962 

SWEEIWATER  1770002      NOLAN  NaSiF6  Aai       10/51  11500  0.8 

BITItRCREEK  WSC  1770004      NOLAN  OONS  3300 

RDBY  0760001       FISHER  OONS  814 

SYLVESTER-MOCAULEY  WSC  0760012       FISHER  OONS  800 

■n®/r  2210009      TAYIDR  OONS  400 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 16814 

T  D  C  REIREIVE  UNIT  0200046       BRAZORLA  NATL  1050  0.7 

TOTAL  POPULATI»l  SERVED  BY  SOURCE  WATER  SYS-l^ 1050 

TAHOKA  1530002      LYNN  NATL  3265  0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAITR  SYSl^EM 3265 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


TEXAS 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


TA3\H  2010034 

TOTEAL  POPULAnON  SERVED 
TAYLOR  2460004 

TOTAL  POPULATION  SERVED 
TAYLOR  00  FSWD  1  "mSOOLA  2210010 

TOTAL  POPULATION  SERVED 
TAYLOR'S  VALLEY  WSC  0140036 

TOTAL  POPULATICW  SERVED 
TOH-OCMPORT  STATICW-I-IO  1330040 

TOTAL  POPULATION  SEHVED 


TtNAHA 

2100002 

TOTAL  POPULATION  SERVED 

'IVRRKIJ. 

1290006 

ABLE  SPRINGS  WSC 

1290010 

OOLLBGE  MOUND 

1290012 

LAl«QJCE 

1290018 

POeiRY 

1290022 

ROSE  HILL 

1290023 

TEXLINE 


TIMPSOJ 


TIMPSON  RURAL  WSC 


TOM  BEAN 


TOTAL  POPULATION  SERVED 

0560002 
TOTAL  POPULATION  SERVED 

2100003 
TOTAL  POPULATION  SERVED 

2100015 
TOTAL  POPUUmog  SERVED 

0910008 
TOTAL  POPULATION  SERVED 


COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START  SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

RUSK                                                     NATL  1500            1.5 

BY  SOURCE  WATER  SYSTEM 1500 

WILLIAMSOJ                                          NATL  12000            3.0 

BY  SOURCE  WATER  SYSTEM 12000 

TAYLDR                                                 NATL  800            0.7 

BY  SOURCE  WAIER  SYSTEM 800 

BELL                                                     NATL  550            2.1 

BY  SOURCE  WATER  SYSTEM 550 

KERR                                                     NATL  800            1.3 

BY  SOURCE  WAIER  SYSTH*! 800 

SHELBY                                                    NATL  1500             1.5 

BY  SOURCE  WATER  SYSTO^ 1500 

KAUFMAN                           NaSiF6          MX]       12/58  22000                        0.8 

KAUFMAN                                                  0»1S  1800 

KAUFMAN                                                 CatiS  4500 

KAUFMAN                                                OOJS  400 

KAUFMAN                                                OONS  1800 

KAUFMAN                                                  OONS  2100 

BY  SOURCE  WAIER  SYSTEM 32600 

DALIAM                                                    NATL  470             1.0 

BY  SOURCE  WATER  SYSTEM 470 

SHELBY                                                  NAIL  1605             1.1 

BY  SOURCE  WATER  SYSITM 1605 

SHELBY                                                    NATL  1557             1.1 

BY  SOURCE  WAIER  SYSim 1557 

GRAYSON                                                  NAIL  1000             1.6 

BY  SOURCE  WATER  SYSIB^ 1000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START  SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

TCM  GREEM  00  FVISD  1                                      2260003      TOM  GREEN                                            NATL  850            0.8 

TOTAL  P0PULATI(»1  SERVED  BY  SOURCE  WATER  SYSTEM 850 

TOYAH                                                                 1950004      REEVES                                                 NATL  220            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtK  SYSTEM 220 

TRAIL  DUST  CITY                                              0610055      DENIDN                                                 NATL  800            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 800 

TRAVIS  00  WQD  17                                          2270027      TRAVIS                            Acid              ADJ      03/85  2500                       0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB>1 2500 

TREMTCW                                                             0700009      FANNIN                                                 NATL  800            1.4 

TOTAL  POPULATI(*l  SERVED  BY  SOURCE  WATER  SYSTB^ 800 

TRI  CITY  WC                                                        1170012       HUTCHINSON                                            NATL  4000             1.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 4000 

TRI  OOUbOY  WSC                                                0730004      FALLS                                                   NATL  3600            3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYS'IB^ 3600 

TROUP                                                                 2120003      SMITH                                                   NATL  1900            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 1900 

TROY                                                                   0140037      BELL                                                     NATL  1500            1.0 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

TUCKER  WSC                                                          0010029      ANDERSON                                               NATL  1038             1.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1038 

TULIA  MWS                                                         2190003      SWISHER                                               NATL  4452            1.7 

TOTAL  POPULmON  SERVED  BY  SOURCE  WATER  SYSTEM 4452 

TURKEY  NWS                                                       0%0003      HALL                                                     NATL  600            1.5 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 600 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NIG DATE LEVEL     LEVEL 

T{im                                                                2120004      SMITH                               Acid              ADJ      01/52  81243                        0.8 

lOEAL  POPULATiaJ  SESVED  BY  SOURCE  WAIHl  SYSTHd 81243 

IXSA-KEKRVILLE                                                1330108      KEER                                Acid              ADJ      06/82  15030                        0.8 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 15030 

UNION  CARBIDE  CORP                                        0840043      GALVESTON                                            NATL  2500            0.7 

TUEAL  POPULATI»l  SERVED  BY  SOURCE  WJm  SYSTEM 2500 

UNICN  WSC                                                         2140004      STARR                                                   NATL  2500            0.7 

IDEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

UNICN-ETilVANNA  WSC                                          2080002       SCURRY                                                    NATL  730             1.0 

lOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 730 

USD  OF  JUSTICE  FCl  LATUNA                           0710076      EL  PASO                                               NATL  1000            1.3 

lOmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 1000 

UnL.DEVEL.  &  RESEARCH, INC                         1370007      KLEBERG                                                NATL  800            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 

VALLEY  MILLS                                                    0180003      BOSQUE                                                 NATL  1600            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 

VAN  ALSTWIE                                                     0910009      GRAYSON                                               NATL  2185             1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2185 

VAN  HORN                                                           5500001       CULBERSON                                            NATL  3600            2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3600 

VERONA  WSC                                                       0400048      COLLIN                                                 NATL  1200            0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

VICTORIA                                                           2350002      VICTORIA                         Acid              ADJ       05/85  58100                        0.8 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 58100 
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P0PUU\TI0N  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

WADO                           1550008   MOENNAN          NaSiF6    ADJ   10/72  116914          0.8 

TOEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 116914 

WALNUT  CREEK  WSC                  1840008   PARKER                    NATL  4500     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

WALSTOJ  SPRINGS  WSC               0010030   ANDERSOJ          NaF      ADJ   08/85  2694          0.8 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WAITER  SYSTB>1 2694 

WAXAHACHIE                      0700008   ELLIS            Acid      ADJ   03/84  14900          0.8 

TOa:AL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14900 

WEAIHERFXM)                     1840005   PARKER            Acid      ADJ   03/75  13400          0.8 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 13400 

WEINERT                        1040004   HASKELL                   NATL  253     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 253 

WELLS                          0370004   CHEROKEE                  NATL  1112     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1112 

WEST                           1550009   MCLEMNAN                  NATL  2630     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2630 

WEST  BRAZOS  WSC                  0730021   FALLS                    NATL  1000     1.4 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

WEST  MLTA  WSC                    0600017   DELTA                     NATL  11040     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYS'l'EM 11040 

WEST  GREGG  WSC                   0920022   GRBOG                    NATL  2988     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS1Q1 2988 

WEST  JACKSONVILLE  WSC               0370036   CHEROKEE                   NAIL  1011     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1011 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

WEST  LEONARD  WSC  07A003A      FANNIN  NATL  700  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 700 

WESTERN  HILLS  WS  1550072      MCLEMNAN  NATL  1125  1.7 

TOIAL  POPULWIOJ  SERVED  BY  SOURCE  WATER  SYSTH"! 1125 

VWISKERS  RETREAT  1160065      HUNT  NATL  700  1.3 

Wm.  POPULATION  SERVED  BY  SOURCE  WATER  SYSTW 700 

WHITE  DEER  hWS  0330003      CARSON  NATL  1201  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 1201 

WHITE  FACE  0400002      OOCHRAN  NATL  450  3.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 450 

WHITE  RIVES  MUD  0540015      CROSBY  NATL  735  2.2 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 735 

WUTE  SHED  WSC  0740035      FANNIN  NATL  1450  1.4 

TOTAL  POPULATTOl  SERVED  BY  SOURCE  WAITIR  SYSTEM 1450 

WHITOJRIGHr  0910011      GRAYSON  NAIL  2100  1.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

WICHITA  FALLS  2430001  WICHITA  Acid              ADJ  07/73     88000                        0.8 

ARCHER  00  MUD  1  0050014  AROIER  CONS                      660 

BURKBURNCrr  2430005  WIQIITA  CONS                  12900 

HOLLIDAY  0050002  ARCHER  GONS                    1450 

SCOTLAND  0050003  AROIER  CONS                      650 

WINEflHORST  0050013  ARCHER  OONS                      865 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATH<  SYSTEM 104525 

WICKETT  2380002      WARD  NATI.  800  1.7 

lOTAL  POPULATION  SERVED  BY  SOURCE  WA:TER  SYSTEM 800 

WILLS  POINT  2340005      VAN  ZANDT  Acid  ADJ      08/80      2636  0.8 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2636 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


TEXAS 


WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED             ID                         USED SJ^ART  SERVED   ^NAT^  ^OPT^ 

0570018   DALLAS                    NATL  3500     2.3 

TOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

1530003   LYNN                     NATL  580     A.l 

WTPL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 580 

1050018   HAYS                     NATL  3150     0.7 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3150 

0740008   FANNIN                    NATL  325     1.5 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 325 

2A80002   WINKLER                   NATL  1100     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1100 

0210005   BRAZOS                    NATL  36A0     2.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 3640 

1520005   UUBBOCK                   NATL  1701     5.6 

TOTAL  POPULATIOl  SERVED  BY  SOIRCE  WAIER  SYSTEM 1701 

0030029   ANGELINA                  NATL  1348     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1348 

1960003   REFUGIO                   NATL  2000     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2000 

1550048   MCLENNAN                  NATL  7091     1.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7091 

2500010   WOO)                     NATL  555     3.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 555 

1870017   POLK                     NAIL  1137     0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1137 


WILMER 


WILSOJ 


WIMBERLY 


WINDCM 


WINK 


WIXSOJ  WSC 


WDLFPORIH 


WOC»LAWN  WSC 


WOMDSBCM) 


WDODWAY 


YAwns 


YAUPON  OOVE  WS 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

TEXAS 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ZAPAIA  00  WAITOJDRKS                                      2530002       ZAPATA                                                    NATL  6000             0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

ZAPAIA  WQD-SAN  YGNACIO                                2530003       ZAPATA                                                    NATL  900             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTEM 900 

ZAVALLA  WCID                                                    0030030      ANGELINA                                              NAIL  1053            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1053 

ZEPHYR  BAPTIST  EIJGAMP                                   1490008      LIVE  OAK                                              NATL  8000            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8000 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

— Fpa COUNTY  CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and  EPA  COUNIY  L.n|M         o  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED                                   I^D                                        ^5ED DATE  LEVEL    LEVEL 

ANEiHCNim)                                                    ^900220      SAN  JUAN                         Acid              AOJ       11/81  280                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 280 

AXIELL  CC>W  SERV  DIST                                  A906009      SANPEIE                                               NATL  120            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSmi 120 

gOj^^^                                                             A900098      UINTAH                                                 NAIL  35            1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTOi 35 

BRIGHAMCIIY                                                   ^900103      BOX  ELDER                       NaSiF6          AOJ       11/66     15596  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 1^596 

OORNISH                                                             ^^0      mm                                                  NAIL  250            0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYS^M 250 

COVE  SPECIAL  SERVICE  DISTRICT                   A907021      SEVIER                                                 NATL  100            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB4 100 

DAGGETT  COUNTY  WAHR  &  SEWER                      4900274      DAGGETT                                                 NATL  125             2.0 

TOTAL  TOPULAnON  SERVED  BY  SOURCE  WAIER  SYSI^ 125 

EL  PASO  NAimAL  GAS  OCMPANY                        4900082       SAN  JUAN                                               NATL  200             1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMffi  SYS-I^ 200 

amvM^                                                      .9001«)      KANE                                                «Am.  290           1.0 

TOTAL  FOPUl^mON  SERVED  BY  SOURCE  WAIER  SYSIB«1 290 

HELPER                                                               4900206      CARBON                            Acid              AllJ      08/56  2724                        1-0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  wnm  SYSTEM 2724 

/onn'ii-^      rnvT*;                             NaF               ADJ      09/58  4281                       LO 
HILL  AIR  EORCE  BASE                                        4900513       DAVIS                                «ar 

TXJTAL  roPULAnON  SERVED  BY  SOURCE  WATER  SYS™ ^281 

_                                                  AQo^on                                             NaF               ADJ  64                        1-0 
HOLLY  VILLAGE                                                    A90i02U 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI^ ^ 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

UTAH 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

JOHNSCN  WS                                                       A9003.16      UINTAH                                                 NATL  1480            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 1A80 

MANILA                                                               4900275      DAGGETT                                               NATL  272             1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 272 

MARYSVILLE                                                       4900280      PIUTE                                                   NATL  359            1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 359 

MEXICAN  HAT                                                     4903032                                              NaF               ADJ  340                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 340 

MILPORD                                                             4900288      BEAVER                                                 NATL  1350            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1350 

MINERSVILLE                                                     4900290      BEAVER                                                 NATL  600            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 600 

MODENA                                                               4902106      IRON                                                     NATL  25            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

MCNTEZUMA  CREEK                                              4903018      SAN  JUAN                                              NAIL  270            1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 270 

hCWIEZlJMA  TRAILER  PARK                                4902226      SAN  JUAN                                              NAIL  100            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

MDNIMNT  VALLEY  MISSION                               4900222                                              NaF                ADJ  175                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

0UA3O                                                               4900224      SAN  JUAN                                              NATL  130            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 130 

SANTA  CLARA                                                     4900399      WASHINGTON                                          NAIL  297             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 297 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

— ,    ,,,       , F^I COUNTY CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         tPA                     uuuinit                                                                 START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ ^^ LEVEL    LEVEL 

StomUE  ^900406      BQXEU)ER  NAl'L  237  0.8 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WAIER  SYSl-EM 237 

Aqn^7n  MaF  ADJ  1^5  LO 

TODAHAIDEXANI  49030 /U 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYS^M 1^5 

,m.  TOTRAT  UQ  A92A007  UINTAH  NaF  ACU  /74      2617  1.0 

UTE  TRIBAL  WS  -*j^~t\^i  ^^ 

RATIARD  ^900379  UIMMi  OONS  90U 

^^^  Aqn9^9ft  UNITAH  OO^S  160 

CURRAY  PARK  490232a  UNiLAM 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 3677 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VERMONT 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


ALBLRG 


BARRE 


BELLOWS  FALLS 


BCOQN 


BRAEH3RD 


BURLINGIDN 


CHAMPLAIN  WD 
COLCHESTER  FD//! 
OOLCHESTHl  FD#3 
ESSEX 

ESSEX  JUNCnOJ 
aiELBlME 
SOLTIH  BURLINGT»I 
WILLI STCW 
WIN30SKI 


(HARLDTIE 


CHELSEA 


DANBY 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0005136   O^AND  ISLE                 ADJ  400          1.2 

"TOEAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 400 

0005254   WASHINCTTON         NaT      ADJ   07/67  10500          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10500 

0005298   WINDHAM           NaF      ADJ   07/67  4000          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4000 

CHITIIQffiEN         NaF      ADJ   01/75  34          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSKM 34 

0005170   ORANGE            NaF      ADJ   11/71  831          1.2 

TOTAL  POPULAHOJ  SERVED  BY  SOURCE  WATER  SYSTEM 831 

0005053   CHITmiDEN         NaSiF6    ADJ   07/52  50000          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^fEM 50000 

0005092   CHITTENDEN         Acid      ADJ   03/73  42000          1.2 

0005058   CHITTENDEN                 CONS  3500 

0005060   CHITIENDEM                 OONS  1800 

0005065  CHITTEMDEN                 OONS  3200 

0005066  CHITTENDEN  GC»JS  7600 
0005087  CHITTEMei  OONS  4000 
0005091  CHITTENDEN  OONS  9400 
0005098  CHITrEM)EN  OOJS  1300 
0005102   CHTTTOJDEN                 CONS  6000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTm 78800 

CHITTENDEN         NaF      AUJ   09/77  469          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 469 

ORANGE            NaF      ADJ   11/73  119          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 119 

BEMNINGTDN         NaF      ADJ   05/80  181          5.4 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 181 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

V£HIVlUN     _ comry c^^      status  fluor     pop     natural  systems 

WATER  SYSTEM  and  EPA  uuunit  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  D  "  ^^^^  LEVEL    LEVEL 

NO ——^-^—^—^~-~~—^~ 

DERBY  Lr^JE  (nmKNATIONAL  WC)  00051%      ORUIANS  NaF  AOJ      07/58  AOOO  1.2 

■lOEAL  EOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM ■^►000 

ENOSBURG  FAIi^  0005116      FRANKLIN  NaF  AOJ      09/76  1207  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMHl  SYSTEM 1207 

FRANKLIN  NaF  ADJ      05/73        260  5.4 

FAIRFAX  bKANioj-N  iw 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSmi 260 

FMRFIEIi)  f^ANKLIN  NaF  AOJ      03/76        275  5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 275 

_  ORANGE  NaF  ADJ      03/73  70  5.4 

FAIRLEE  UKATAJL  1*^ 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAITO  SYSTEM 70 

FRAMiaTN  NaF  ADJ       10/77         115  5.4 

FRANKLIN  fi:WiNiuJ.N  »^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 115 

^^gQP^  FRANKLIN  NaF  AOJ      08/77        415  5.4 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYS^l ^15 

HRAND  ISLE  NaF  ADJ       11/73        185  5.4 

GRAND  ISLE  ^^^^^  ^^^ 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 185 

GRAND  ISLE  0005141      GRAND  ISLE  NaF  AW      05/74  185  1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 185 

GRAND  ISI£  FIRE  DI^  y^  0005139      GRAND  I SU:  NaF  AUJ      08/73  300  1.2 

TOTAL  FOPULAnON  SERVED  BY  SOURCE  WAIH<  SYS^l 300 

HINESBURG  ail™>^  ^  ^       •^^'''^         '°'  '*' 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 502 

rHTTTFMlEN  NaF  ADJ       01/74  89  5.4 

HUMTINCTION  QUilliNUtN  ^*'^ 

TOTAL  FOPUIATION  SERVED  BY  SOURCE  WATER  SYSTEM 89 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VERMONT 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS    FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL     LEVEL 

ISLE  LA  MJITC 


JHIICHO 


MIDMZBURY 


MILTOJ 


MCNTPELIEIl 


MDRRISVILLE 


NEWPORT 


NDEOH  BEMmcraJ 


N0R3H  HEBD 


NDKIHFIELD 


NORWICH 


ORLEANS 


TOTAL  POPULATIOJ  SERVED 
0005077 

TUEAL  POPULATION  SERVED 
0005004 

TOTAL  POPULATIOJ  SERVED 

IDEAL  POPULATim  SERVED 
0005272 

TOTAL  POPULATION  SERVED 
0005160 

TOTAL  POPULATIOJ  SERVED 
0005202 

TOTAL  POPULATION  SERVED 

TOTAL  POPULATION  SERVED 

TOTAL  POPULATIOJ  SERVED 
0005275 

TOTAL  POPULATIOJ  SERVED 
0005326 

TOTAL  POPULATIOJ  SERVED 
0005190 

TOfTAL  POPULATION  SERVED 


OlAND  ISLE         NaF      ADJ   03/75  50          5.4 

BY  SOURCE  WATER  SYSTEM 50 

CHITIQJDEN         NaF      ADJ   07/73  1340          1.2 

BY  SOURCE  WATER  SYSTEM 1340 

ATOISON           Acid      ADJ   01/69  6000          1.2 

BY  SOURCE  WATER  SYSTEM 6000 

CHUTENDEN         NaF      ADJ   05/77  475          5.A 

BY  SOURCE  WATER  SYSTEM 475 

WASHINGICN         Acid      ADJ   11/67  8241          1.2 

BY  SOURCE  WATER  SYSTEM 8241 

LAMOILLE          NaF      ADJ   09/70  2074          1.2 

BY  SOURCE  WATER  SYSTEM 2074 

ORLEANS           NaF      ADJ   01/69  4756          1.2 

BY  SOURCE  WATER  SYSTEM 4756 

BEMNINCTKIN         NaF      ADJ   10/77  179          5.4 

BY  SOURCE  WATER  SYSITiM 179 

GRAND  ISLE         NaF      ADJ   06/74  150          5.4 

BY  SOURCE  WATER  SYSITM 150 

WASIUNGTON         NaF      ADJ   08/76  4000          1.2 

BY  SOURCE  WATER  SYSTEM 4000 

WINDSOR           NaF      ADJ   11/71  2275          1.2 

BY  SOURCE  WA1"ER  SYSIH«1 2275 

ORLEANS           NaF      ADJ   01/69  983          1.2 

BY  SOURCE  WATER  SYSTEM 983 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VERMONT 

WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


PANIDN 


PIATNFIELD 


POULTNEY 


PCWNAL 


PROCIOR 


RIOMM) 


RUTLAND 


SHARON 


SOUIH  HERD 


SHIINGFIEUD 


ST  ALBANS 


ST  ALBANS  TOWN 


FPA        COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

10                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

0005010   ADDISON           NaF      ADJ   12/73  200          1.2 

TOOAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 200 

0005277   WASHnOON         NaF      ADJ   04/80  1050          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1050 

0005227  RUTLAND           Acid      ADJ   06/84  2000          1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^ 2000 

BElMINCTroN         NaF      ADJ   11/78  416          5.4 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A16 

0005228  RUTLAND           NaF      ADJ   01/63  2100          1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2100 

0005084   CHITTE1©EN         NaF      ADJ   11/72  900          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA^R  SYSKM 900 

0005229  RUTLAND           Acid      ADJ    /83  20000          1.2 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOd 20000 

WINDSOR           NaF      ADJ   03/76  65          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 65 

GRAND  ISLE         NaF      ADJ   03/74  175          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 175 

0005333   WINDSOR           NaF      ADJ   04/75  6500          1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 6500 

0005130   FRANKLIN          Acid      ADJ   06/84  8500          1.2 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 8500 

raANKLIN          NaF      ADJ   08/74  548          5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 548 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VERMONT 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

ST  JOHNSBURY                                                    0005045      GALE3XMA                       Acid              ADJ       01/69  7960                        1.2 

"lOrAL  POPULATION  SERVED  BY  SOURCE  WATHk  SYSTEM 7%0 

SUNDEKLAND                                                                          BEMJINCTIDN                     NaF                ADJ      08/79  120                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

SWANTON                                                             0005132      FRANKLIN                         Acid              ADJ      08/50  2600                        1.2 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2600 

TUNBRIDGE                                                                            ORANGE                            NaF                ADJ       11/73  95                        5.4 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 95 

UNDESHILL                                                         00050%      CHITTENDEN                     NaF>              ADJ       11/81  800                        1.2 

TOrCAL  POPULATIOJ  SERVED  BY  SOURCE  ViKTER  SYSTEM 800 

UNDEKHILL  CENIEU                                                               OUTTENDEN                     NaF                ADJ      01/73  125                        5.4 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 125 

VEKGENNES                                                          0005010      ADDISON                           NaF               ADJ       12/73  2500                        1.2 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

VERSHIRE                                                                              ORANGE                             NaF                ADJ      03/74  44                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 44 

WASHINCTION                                                                          ORANGE                             NaF                ADJ      06/73  135                        5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 135 

WATERBURY                                                         0005284      WASHINGTON                     NaF"               ADJ       11/68  4500                        1.2 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

WEST  FAIRLEE                                                                          ORANGE                              NaF                ADJ       11/73  60                         5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSYQi 60 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

ABEL  LAKE                       6179775   STAFFXM)          Acid      ADJ    /83  12500          0.9 

TXJTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 12500 

ALTAVISTA                       5031050   CAMPBELL          Acid      ADJ    /82  3900          0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3900 

APPCMATTOX  RIVEK  AUIH  (ARWA)         4041035   OESTEIIFIELD       Acid      AOa   11/68  100000  0.9 

DDWiroiE  3053280   DINWIEOIE  COtiS  1600 

FT  LEE  3149247   PRINCE  GEORGE  GOB        2000 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 103600 

PCfJlA                                                                6179100   STAFFORD          Acid      ADJ   10/81  10000          0.9 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

ARBC»  MEADOWS                    3800010   SUFTOLK                   NATL  272     4.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 272 

ASHLAND                        4085840   HANOVER           Acid      ADJ   04/85  6000          0.9 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

AUGUSTA  00  SYS  AUIH               2015575   AUGUSTA           Acid      ADJ   09/82  16000          0.9 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSIH^ 16000 

BAILY  TIR  PK                     3181100   SURRY                    NATL  48     3.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIM  SYSTEM 48 

BALL  POINT                      4103100   LANCASTER                  NATL  60     3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

BARNHARD  DUCKFARM                  4119200   MIDDLESEX                  NAIL  160     2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH«1 160 

BATIHIY  PARK                     3093050   ISLE  OF  WIGHT               NAIL  280     4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATT31  SYSTEM 280 

BAY  QUARTER  WAMl  00               4133040   NORTHIMBERLAND              NATL  264     1.1 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYST^l 264 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VIRGINIA 


WATER  SYSTEM  and 

EPA 

COUNTY 

CHEM 

STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED 

ID 
NO 

USED 

START   SERVED          NAT        OPT 
DATE                          LEVEL     LEVEL 

BEALE'S  CDRNER 


BEXX'S  SUED 


BEDFORD 


BELL  ACRES 


BEIJN'S  CHURCH 


BEUNEIT'S  UASSOR 


BERKLEY  BEACH-EBB  HDE 


BEERYVILLE 


BERWYN  WAY  SUBD 


BEOTEL  HGTS 


BIG  STCNE  GAP 


BLAOC  SUMP 


3800030      SUFTOLK 
TOfEAL  POPULATION  SERVED  BY  SOURCE  WATEK 

3800040      SUFTOLK 
TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

5515050      BEDFXDRD 
TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIffi 

A159100      RICHMOND 
TOrrAL  POPULATKSJ  SERVED  BY  SOURCE  WATER 

3093100      ISLE  OF  WIGHT 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

3800050      SUFTOLK 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

4193120      WESTMORELAND 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

2043125      CLARK 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

3800060      SUFTOLK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IHl 

3093111     ISLE  OF  wian 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1195100   WISE 
TOTAL  PCffULATION  SERVED  BY  SOURCE  WATTO 

4103130   LANCASTER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 


NATL  104     6.0 

SYSTEM 104 

NATL  240     5.3 

SYSTH^ 240 

Acid      ADJ   07/58  8000          0.9 

SYSTEM 8000 

NATL  64     2.3 

SYSTEM 64 

NATL  1%     4.3 

SYSTEM 1% 

NAIL  464     4.9 

SYSTEM 464 

NATL  684     2.1 

SYSTEM 684 

NaT      ADJ   06/84  2977          0.9 

SYSTEM 2977 

NATL  80     4.6 

SYSTEM 80 

NATL  88     3.3 

SYSTEM 88 

NaSiF6    ADJ   02/67  9000          0.9 

SYSTEM 9000 

NATL  63     3.7 

SYSTEM 63 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

SreS^rsSEMS  SERVED  ^  ^^^'  CH|M         STATUS     FLUOR  JOP^    NATURAL  SV^^^^^^^ 

— ^ DATE LEVEL    LEVEL 

BLUEFIELD                                                         1185061      TAZEWELL                         NaSiF6          ADa      03/64  7450                       0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 7450 

BKANCHVILLE                                                     3175130      SOmiHAMPIDN                                      natL  1000            5.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM lOQO 

BRIDGEWAKR                                                     2165045      ROCXINGHAM                     Acid              ADJ       11/66  3828                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH<  SYSTEM 3828 

BRIOnWAISlS                                                    4103150      LANCASTER                                            NATL  32            0.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 32 

'^S^L                                                             1520070      WASHINGTON                     NaSiF6          ADJ      05/54  20000                        0.9 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20000 

^^^^^^^"^                                                          2165060      ROCKINGHAM                     NaT               ADJ      02/74  887                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYSTH^ 887 

BRDOKSIDE  TRL  CI                                              3175140       SOUIHAMPION                                          NATL  75             1.0 

TOTAL  POPULAnai  SERVED  BY  SOURCE  WATER  SYSTEM 75 

BRCWN'S  STORE                                                  4133110      NORIHIMBERLAND                                  NATL  1048            1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1048 

^^Jf^^™^^"^  00                                                  5029085      BUCKINGHAM                     NaF               ADJ          /84  1100                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  Vikim  SYSTEM HQO 

^^^^^^                                                     2530125      ROCKBRIDGE                     NaF                ADJ          /81  6000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

BUFFAIX)  SPRING                                                  5117147      MECKLEMBURG                                          NATL  35             I.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 35 

B^JL^^^  T^  PK                                                3800130      SUFFDLK                                               NATL  48            5.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 48 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VIRGINIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                             START   SERVED           NAT        OPT 
DATE LEVEL     LEVEL 

NATL  144            2.8 

SYSTO^ 1A4 

NATL  14A            5.7 

SYSTH>1 lAA 

NATL  32            1.8 

SYSTEM 32 

NATL  120            3.9 

SYSm^ 120 

NATL  248            4.5 

SYSTO^ 248 

NATL  80            5.0 

SYSTO^ 80 

NATL  42            4.7 

SYSTEM 42 

NATL  480            5.0 

SYSTEM 480 

NATL  268            3.0 

SYSTe«1 268 

NATl.  325            4.6 

SYSTEM 325 

NaSiF6          ADJ          /54  45000                        0.9 

SYSTEM 45000 

Acid             ADJ      04/55  2500                       0.9 

SYSTEM 2500 


BURGESS 


BYRDKWN  (RCCGEES) 


CABIN  POINT 


cmvoti  wAnuwoRKs 


CARISBROOK 


CARRCaiTON 


GARRDLLTDN  COURT 


CARRSVILLE  W  C 


CAVER  GARDE2JS 


CEDAR  POIWI 


CHARLOriESVILLE 


CHATHAM 


4133120   NORTHUMBERLAND 
TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER 

3800080   SUFFDLK 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl 

4193240   WESTMORELAND 
lOEAL  POPULATION  SERVED  BY  SOURCE  WATER 

3001080   ACOOMACK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3093120   ISLE  OF  WIOH' 
TOTAL  POPULATICN  SERVED  BY  SOURCE  WATER 

3093150   ISLE  C*"  WIGHl" 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

3093155   ISLE  OF  WICHT 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3093170   ISLE  OF  WIOTr 
TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER 

3199200   YORK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3800100   SUFFOLK 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

2540500   ALBEMARLE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

5143114   PITTSYLVANIA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

COnIeS?ivI^SYS?EMS  SERVFn  ^  ^^^^^  ^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

OUNbbOUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

^ . DATE LEVEL    LEVEL 

CHEERY  GROVE  ACKES  W  C  3093180      ISLE  OF  WlOfl'  NAIL  200  A.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHvl 200 

™SAPEAKE                                                       3550051      CHESAPEAKE                     Acid              ADJ      09/83  100000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM looooQ 

CHESAPEAKE  BAY  ESTS                                        4133200      NORTHIMBEHI^M)                                    NATL  400             2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 400 

^^^^^                                                          1173090      SMYIH                              NaF                ADJ      02/87  3600                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36OO 

CHRISTOIURCH  SCHX)L                                      4119400      MIDDLESEX                                            NATL  252            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 252 

CHUCKAIUX                                                       3800120      SUFFOLK                                               NATL  291            5.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 291 

CHJROFIELDS                                                      4103200      IV^NCASTER                                              NATL  44             3.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 44 

CITIZENS  WATER  LEAGUE                                   3800780      SUFFX)IJ<                                               nAIT.  164            4.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA'IER  SYSTEM 154 

^^^^'^^^                                                     5117310      ME(3<mjBURG                   Acid              ADJ       11/75  1650                       0.9 

TOTAL  POPULAIION  SERVED  BY  SOURCE  WATER  SYSTEM 1650 

CLYDES  DALE  MHP                                                309319O       ISLE  OF  WIOfF                                      NAIL  75             2.3 

TOrmL  POPULAIION  SERVED  BY  SOURCE  WAIER  SYS1"EM 75 

OOBBSCMEK                                                     4115435      mATIHEWS                         NaF               ADJ          /80  100                       4.5 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSIH^ 100 

OOEBURN                                                             1195170      wiSE                                Acid              ADU      03/72  2500                       0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIH^  SYSTEM 2500 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM          STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

COLONIAL  BEACH  4193280      WESTM3RELAND  NATL  AOOO  1.5 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM AOOO 

aXONIAL  NATIONAL  HIST  PARK  3095100      JAMES  CITY  NATL  1000  3.9 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATEl^  SYSTEM 1000 

COWtN  MANOR  3550200      CHESAPEAKE  NATL  180  3.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 180 

OOBRDTOMAN  BY  THE  BAY  4103230       LANCASTER  NATL  200  2.0 

TDfEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 200 

OOURTLAND  3175220      SOUIHAMPTCW  NATL  1300  4.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1300 

OOVE  COLONY  4103250      LANCASTER  NAIL  124  1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 124 

CCVDOON  2580100      ALLEGHANY  Acid  ADJ      05/67  10200  0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 10200 

CRANEY  ISLAND  4085170      HANOVER  NATL  268  1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTTiM 268 

CREWE  5135160      NOTTOWAY  NaF  ADJ      06/81  2400  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 2400 

CRITTEMDEU  3800140      SUFEDLK  fJATL  200  4.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^TEM 200 

C80ZET  2003050      ALBEMARLE  NaF  ADJ      01/83  3000  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 3000 

CULPEPER  6047500      CULPEPER  Acid  ADJ       10/65  6800  0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

cSnSECu?ivI''sys?EMS  served                                ^                     ^^^^^                           ^^^         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
UUNbhOUTiVE  SYSTEMS  SERVED                                     ID                                                                     USED                            START   SERVED           NAT        OPT 

tiS. .^ DATE LEVEL    LEVEL 

OMBEKLAND  ELEW                                              5049090      OMBEKMND                     NaF               ADJ          /80  990                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 99O 

OMBERLAND  HIGH                                              5049100      CUMBERLAND                     NaF               ADJ          /82  990                       4.5 

TOflAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSIH^ 99O 

OWBERLAND  HOSPITAL                                        4127141       NEW  KENT                                               NATL  lOQ             2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 100 

CYPRESS  OOVE  GARDENS                                     3175260      SOl/mAMPIDN                                        NATL  80            4.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD>1 80 

I^AINGERFIEU)                                                   4057250      ESSEX                                                   nATL  40            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm  SYSTEM 40 

^JiLcpnAn                                              ^^^^^      PITISLYVANIA                 NaSiF6          ADJ       10/53  45700                       0.9 

^SS.                                                     ^^""^^^      PinSYLVANIA                                      OONS  780 

^"^^f^^*^                                                     51433%      PIITSYLVANIA                                      oONS  1752 

SHERWDOD  ACRES                                              5143741       PITISYLVANIA                                        QONS  400 

WESTOVER  HILLS                                            5143910      PITTSYLVANIA                                      cONS  2000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50632 

^^^^^^^i^ES                                                     3800190      SUFPOIJ<                                               naTL  68            4.9 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTH«1 68 

DAYS  POINT                                                       3093200      ISU:  OF  WIGHP                                    NATL  276            4.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 276 

■^™^                                                               2165210      ROGKDCHAM                     Acid              ADJ       11/82  978                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 978 

•^^f^ELDSUBD                                                3800180      SUFFDU<                                               nATL  492            4.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 492 

DRIETWOOD  BEACH                                                419336O      WE^IMDREUND                                        NATL  196             1.8 

TCXEAL  POPULATION  SERVED  BY  SOURCE  WAim  SYSTH^ 196 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  ^  USED  START   SERVED  NAT        OPT 

MO  DATE LEVEL     LEVEL 

DUCX  TRL  CI                                                     3093220      ISLE  OF  WIGHT                                    NAIL  138            2.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTH^ 138 

EASTHttlSHORE  WILMJFE                                   3131122      NCHTWAMPTC^J                                        NATL  25            0.8 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 

ECLIPSE                                                             3800210      SUFEDLK                                               NATL  120            A. 4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTO^ 120 

ECLIPSE  WA  INC                                                3800200      SUFFDLK                                               NATL  360            4.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 360 

EDGEHILL                                                           3175340      SOLTIHAMPTON                                        NATL  332            2.4 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 332 

EDWARD'S  TRL  PK                                              3093225      ISLE  CF  WIGHT                                    NATI.  72            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 72 

EMPORIA                                                             3595250      GREENSVILLE                   Acid              ADJ       10/78  8000                        0.9 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WAIER  SYSTEM 8000 

FAIRFAX  00  WATER  AUIH-OCOOQUAN  6059500      FAIRFAX  Acid  ADJ      06/53  450000  0.9 

FALLS  CHURCH  (PART)  6610100      FAIRFAX  OONS  72000 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 522000 

FAIRFAX  00  warn  AinH-POIQMAC                   6059501      FAIRFAX                           Acid              ADJ      06/53  150000                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATE[<  SYSTEM 150000 

FAIRFAX,  CITY                                                  6600100      FAIRFAX                           Acid              ADU       Ofa/53  115000                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ 115000 

FARMVILLE                                                         5147170      PRINCE  EDWARD               Acid              ADJ       04/54  6250                        0.9 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 6250 

FED  CORRECT  INS                                              3149240      PETERSBURG                                          NATL  750            0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSl^EM 750 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

VIRGINIA 

SrEli?rs?S?EMSSEHVEO  ^  ^^^'  CH|.         STATUS     PLUOB  ^^POP^   ---^  ^S7^^ 

— . DATE LEVEL    LEVEL 

FIRST  COUm  3095240      JAMES  CITY  natl  7%  4.6 

IDEAL  POPUDmON  SERVED  BY  SOURCE  WAIER  SYSIH^ 795 

f^^^^^TON  4133280      NORTHi^ESLAND  nail  40  2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHt  SYSTO^l 40 

FXMST  GLEN -raERACE  3800240      SUFFOLK  nATL  BQ  5.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  VIAim  SYSTEM 80 

^^^'^^^^  4103350      LANCASTER  natl  300  3.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 300 

f^^ANKLIN  3620350      FRANKLIN  nATL  %00  3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSIH^ 9600 

f^EDERICKSBURG  6630050      SPOTSYLVANIA  NaSiF6  ADJ      02/53    20000  0.9 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSFEW 2OOOO 

™^  107220        GRAYSON  NaF  ADJ      06/52       1300  0.9 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER  SYSTEM I300 

^"SISh  c^HHPP.  ^'^'"^      """^^  ^^^6  ^       12/63     11500  0.9 

SH^^J'^^'K^  SHORES  2187812      WARREU  OONS  233 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 11733 

f^AI^  1640243      GRAYSON  NaSiF6  ADJ      09/67      6700  0.9 

TOTAL  POPUUnON  SERVED  BY  SOURCE  WARIER  SYSTEM 6700 

"^""^r^r.  c^n^nrv  ^^^^^      '°^  "^''^         ^      ^2/70      2618  0.9 

EOGNCMICAL  SUBDIV  1169300      SOOTF  CJONS  73 

TOTAL  POPUI^TION  SERVED  BY  SOURCE  WAHR  SYSTEM 2691 

°^^SOCW  2163225      ROCKBRIDGE  NaF  ADJ      06/84  1000  0.9 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'TER  SYSITM 1000 

^^^^^  ^™^  4133320      NGRraiJMBERLAND  NATL  112  1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 112 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA     

WATER  SYSTEM  and      ~  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cSnSECU?'vE  SYSTEMS  SERVED  .D  USED SJART   SERVED        ^NAT^    ^OPT^ 

GLEIWDOD                                                           514319A      PITTSYLVANIA                                      NATL  900            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 900 

GLDUCESTHl  00  SAN  DIST                                AO73320      GLOUCESTER                                          NATl.  1330            2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  VJATER  SYSTEM 1330 

GLOUCESTHl  POINT  SD  2                                   A073320      GLOUCESTER                                          NATL  3350            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-^M 3350 

OORDONSVILLE                                                    6137A00      ORANGE                            Acid              ADJ       12/70  lAOO                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1400 

GREEU  SPRINGS  MHP                                          3095320      JAMES  CITY                                          NATL  258            2.2 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 258 

GREDIA                                                               5143210      PITTSY-LVANIA                 NaF                ADJ       07/83  1300                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHI  SYSTEM 1300 

GWYNFTELD  SUBD                                                4057400      ESSEX                                                   NATL  400            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

H  0  CARTHl  SUBD                                              3800088      SUFFOLK                                               NATL  64            0.7 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSIB^ 64 

HARBOR  VIEW  COLONY                                        4193520      WESTMORELAND                                      NAIL  228            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITiM 228 

HARRISONBURG                                                    2660345      RDOCINGHAM                     NaF                ADJ       09/55  30000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30000 

HAYNESVILLE  OORRECnONAL                             4159200      RICHMOND                                              NATL  120            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

HEATHSVILLE                                                     4133360      NORIHLMBERLAND                                  NATl.  368            1.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 368 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

?SirES?rsSEMSSEnVEO  f  ^^^  CHEM         STATUS     PLUOR  ^^POP^    ..TU^^^ 

-^ DATE LEVEL    LEVEL 

HmV  00  SERV  Aimi                                        5089487      HEMY                              NaF                ADJ      06/82  3770                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WKTER  SYSTO«1 377O 

HERITAGE  POINT                                                4103500      U^NGASIER                                            natl  1264            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST™ 1264 

^U^U£                                                       1035295      CARROLL                          NaF                ADJ      03/81  2800                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSIH^ 2800 

H0B90N  ARTESIAN  WELL                                    3800290      SUFFDIX                                               ^^TL  180            5.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ I80 

HOBSCN  CIVIC                                                    3800300      SUETOLK                                               nATL  148            4.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 148 

HOUJM)  WAIffi  00                                            3800310      SUETOLK                                               naTL  400            5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

HOLLYWOOD                                                         3800320      SUETOLK                                               NaTL  56            6.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSim 56 

"°^*^'S  BEACH                                                4193560      WESTMORELAND                                      NATL  184            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM I84 

HORSESHOE  MANOR                                              6099285      KING  GEORGE                                        natl  44            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IIW 44 

^^^^                                                                 5143246      PITTSYLVANIA                                      NATL  1500            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ I5O0 

IDI^WOOD                                                           3800330      SUFTOUC                                               jjATL  156            6.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 156 

INDIAN  CREEK  ESTS                                          4133400      NORTHUMBERLAND                                  NATL  216            3.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 216 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA . 

WATER  SYSTEM  and ^^  COU^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED             ^D                          ^^ED DATE  LEVEL  LEVEL 

INDIAN  FIELD  SUB                  A159300   EQCHMDND                  NATL  130     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 130 

INDIOO  PARK                     3095400   JAMES  ClTi                                         NATL  880     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiW 880 

IRVINCTTON                       4103550   LANCASTER                  NAIT.  567     3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOI 567 

ISLAND  CREEK                     5117944   MECKLEIMJRG                NATL  50     1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

ISLE  OF  WlOn-  M3BILE  VILLACE         3093316   ISLE  OF  WIGKI'               NATL  267     4.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 267 

ITI  GWALTNEY                     3093300   ISLE  OF  WIOTI               NATL  1500     3.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

JAMES  TERRACE                    3095440   JAMES  CITY                 NATL  3040     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3040 

JETTY  REACH  SUB                  4133415   NORTHUMBERLAND              NATL  40     2.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WSm   SYSIEM 40 

JCHN  FLANNIGAN  WAKR  AUIH           1051377   DICKENSON         Acid      ADd   01/82  5000          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

KENIWOOD  MHP                     4127425   NEW  KEWl"                  NATL  108     1.1 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 108 

KEYSVILLE                       5037300   CHARLOTIE         Acid      ADJ   05/79  900          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIEM 900 

KILBY  SHORES                     3800370   SUFFOLK                   NATL  532     5.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 532 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

VIRGINIA 

^S^NrEcl\^rsSEMSSEBVEO  f  ^^^  CH|M         ^^S     PLUOR  ^^POP^    ..TUBAL  SV^^^^^^^ 

■ ^ . DATE LEVEL    LEVEL 

KILMARNOCK                                                       A103600      LANCASTER                                            naTL  1800            3.3 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTHI 1800 

KINCSDALE  (MOSLEY)                                          3175461       SOUIHAMPTON                                          NATL  192             Q.Q 

TOTAL  POPUIvmON  SEHVED  BY  SOURCE  WAIER  SYSTB1 192 

•^^f^SLAND                                                         4103630      LANCASTER                                            naTL  100            3.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHU  SYSTEM 100 

UKE  FiOREST  SUED                                            3800400      SUFTOLK                                               nATL  192            5.2 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 192 

^^^^'^^'^                                                       3800420      SUFTOLK                                               NATL  36            5.4 

TOIAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYSTH^ 36 

LAKE  PRINCE  MEADOW                                        3800425      SUFFOLK                                               fj^TL  28            5.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  VINTER  SYOTW 28 

I^  SPEIOrr  00U3NY                                      3800440      SUFTOUC                                               naTL  288            5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITW 288 

I^^'^ESHAWNEE                                                     4145510      roWHAIAN                                             nATL  428            1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTHvi 423 

^^^^CP^S^Cim                                             4103680      D^NCASTER                                            nATL  140            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATliR  SYSTEM 140 

^^^^f^Oti^                                                 3550750      CHESAPEAKE                                          naTL  150            4.2 

TOTAL  POPUMnON  SERVED  BY  SOURCE  WATER  SYSTEM 150 

^^^^^^^                                                  4103750      U^NCASIER                                            naiL  68            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtR  SYSIH^ 68 

^^^^*^^^*^^                                                  5025450      BRUNSWIOC                       Acid              ADJ      03/82  3050                       0.9 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WATER  SYSTH>1 3050 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VIRGINIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


LEE  JACKSON 


LEE-DAL£  SHORES 


LEESBURG 


LTTTLE  BAY  OChW 


LIVELY 


LOCKSLEY  HALL 


LOUISA 


LUOHAM  PT  SUB 


UJnRELLVILLE 


LYNQffiUKG 


MAQCLIA 


MAGRUDER  IRL  PK 


■ c^^  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

ID                                                                     USED                             START   SERVED  NAT        OPT 

^Q DATE LEVEL     LEVEL 

4115600      MATIHEWS                         NaF                AIXJ          /80  480                        A. 5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIBI A80 

41334A0      NCRTHIMBERLAND                                  NAIL  84            2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 84 

6107300      UMXXJN                           Acid              ADJ       12/78  10000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10000 

4103780      NCRIHUMBERLAND                                  NATL  32            3.3 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIHl  SYSTEM 32 

4103800      LUICASTER                                            NATL  500            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQI 500 

4133520      NORTHIWBERLAND                                  NATL  144            2.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1A4 

2019510      LOUISA                            NaF                ADJ      06/85  920                        0.9 

TOTAL  POPULATION  SEIl\'ED  BY  SOURCE  WATER  SYSTEM 920 

4133600      NORTHIWBERLAND                                  NATL  72            2.0 

TOTAL  POPULATTOg  SERVED  BY  SOURCE  WATER  SYSTEM 72 

4159500      RIOMM)                                              NATL  284            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSlTiM 284 

5680200      CAMPBELL                         NaSiF6          .^U       (rj/51  67000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 67000 

3800500      SUFTOLK                                               NATL  140            6.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTQ1 lAO 

3199400      YORK                                                     NATL  155            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEI^  SYSIEM 155 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

^5irEcl\7vfsVS?EMSSERVEO  ^        ^^^  CH|M    STATUS  PLUOR  ^^POP^  NATUP.^ 

tiO . DATE LEVEL  LEVEL 

^^'^^^                        6685100   PRINCE  WILLIAM      NaSiF6    AHJ   05/74  22000          0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSTEW 22000 

^^'^P^WILL                      3800510   SUFFOLK                   natl  300     5. A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

^^^                                                              1173481   SMYIH            NaF      ADJ   03/76  12500          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl  SYSTEM 1250O 

MARTINSVILLE                     5690400   MARTINSVILIil       Acid      ADJ   06/66  21000          0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2IOOO 

MAIHEWS  HOTRMEDIATE               4115646   MATIHEWS          NaF      ADJ    /80  460          4.5 

TOEAL  POPUIAnON  SERVED  BY  SOURCE  WATHl  SYSTEM 460 

MAURY  SERVICE  AUIH                2163550   ROCKBRIDGE         Acid      ADJ   02/74  8175          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8175 

MILTEERACEES                    3800530   SUFFOIi<                   naTL  400     4.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*! 400 

MIZIPAH  NURSING  HOME               4119535   MIDDLESEX                 NATL  89     2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 89 

^*^^^^™^                     116%50   SOOrr            Acid      ADJ   03/72  5400          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTM 5400 

^<^J^™Y'S  ™^  f^                  3093330   ISU:  OF  WIGHT              naTL  99     4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 99 

NANSEMDND  OORRECncmL             3093450   ISLE  OF  WIGHI'               naIL  100     3.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

NANSEMM)  GARDENS                 3800580   SUFFDIi<                   natl  660     6.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 660 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and EP^  SoUTm^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^ED date  L^EL     LEVEL 

NANSEMM)  aiORES  3800620      SUFTOLK  NATL  1000  3.0 

TDTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1000 

NARROWS  1071565      GILES  NaF  ADJ      06/82  3000  0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 3000 

NAYLQR'S  BEACH  A15%10      RIOMM)  NATL  28  2.6 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WATER  SYSTEM 28 

NEW  KENT  4127430      NEW  KENT  NATL  40  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 40 

NEWPORT  NEWS  3700510  NEWPORT  NEWS  NaSiF6          ADJ  01/53  300000                        0.9 

FT  EUSnS-US  ARMY  TRANS  CIR  3700100  NEWPORT  NEWS  OONS                  12538 

FT  MDNRCC  3650150  NEWPORT  NEWS  OONS                    2803 

JAMES  RIVER  RESERVE  FLEET  3700400  NEWPORT  NEWS  OONS                        98 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 315439 

NEWSCME  MHP  3093340      ISLE  OF  WiafT  NATL  45  4.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 

NI  RIVER,  SPOTSYLVANIA  00  6177300      SPOTSYLVANIA  NaF  ADJ      07/81     20300  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 20300 

NORFOLK  3710100      NORFOLK  Acid  ADJ      08/52  531000  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  531000 

^am^  EM)  WATHM3RKS  3001570     acoqmack  natl  120         2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 120 

NORTH  WEEMS  4103830   LANCASTER  NATL        1384     3.4 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1384 

NORTON  1720076   WISE  NaSiF6    ADJ   08/52   4500  0.9 

WISE  PSA-NDRTON  1195550   WISE  OONS         464 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4964 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

SrElu?,rSYS?EMS  SERVED  %'  ^^^'  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

..^                                                                    uocu                             blAHI    bERVED  NAT        OPT 
■ ^ DATE LEVEL     LEVEL 

^*°™WAY  SHORES                                              3175530      SCUIHAMPTON                                        mTL  104             1.2 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATOl  SYSHM 104 

^*^^™^Y  m  PK                                              3i755z^      SOJIHAMPTON                                        NAIL  64            5.9 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 54 

^^^^^                                                         3800640      SUFTOLK                                               nATL  900            5.6 

TOflAL  POPULATION  SERVED  BY  SOURCE  miER  SYSTEM 900 

Q'^KLAND                                                             3800660      SUFFt)U<                                               nAIL  400            5.5 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIliM 4OO 

OAKS  TtRRACE  PARK                                          3093347      ISU!  OF  WIOfT                                    natL  30            2.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHR  SYSTEM 3O 

°^^  ^^^                                                      3093350      ISI^  OF  WIGHT                                    NATL  160            4.6 

TOa:AL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 160 

°^*^                                                               6137500      ORANGE                            Acid              ADJ       12/70  4200                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIB^ 4200 

Ol^n^'TOLCT                                                  3800670      SUFFDIX                                               natl  75            4.8 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

CWENS  SUBDmSICN                                            309338O       ISll!  OF  WIGOT                                      NATL  160             3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'lH-l 160 

^^^^^^                                                       1071660      GII£S                               Acid              AIXJ       05/82  6000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

PEKRSBURG  3730750      PETERSBURG  NaF  ADJ       11/68    41500  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3TR  SYSltM 41500 

PINE  ST  ASSN                                                   3183820      SUSSEX                                                 NATL  40            4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'TER  SYSTEM 40 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATFR  <?YSTEM  and  EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START  SERVED    NAT   OPT 

fsjO  DATE LEVEL  LEVEL 

PINECHEST  'niL  FK  3093381   ISLE  OF  WIQfT  NATL         60     4.6 

IDEAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 60 

PORTSMDimi  37A0600   PORTSKXflH  NATL       100000     3.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 100000 

POUND  1195650   WISE  NaSiF6    ADJ   03/68   5A00  0.9 

TOTAL  POPULAnCN  SERVED  BY  SOURCE  WAIER  SYSTEM 5400 

PUDDLE  DOCK  3149700   PRINCE  GEORGE  NATL         160     1.5 

lOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 160 

PULASKI  1755635   PULASKI  NaSiF6    ADJ   03/57  13300  0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WAIHl  SYSIB^ 13300 

PULASKI  00  SVC  ALrm  1155641   PULASKI  NaSiF6    ADJ   04/79  20000  0.9 

LAKELAND  1155441   PULASKI  OONS         120 

TOTAL  POPULAllON  SERVED  BY  SOURCE  WAIER  SYSTEM 20120 

QUANnOO  6153675   PRINCE  WILLIAM      NaF      ADJ    /78  16500  0.9 

TOTAL  POPULATI(»J  SERVED  BY  SOURCE  WAIER  SYSIEM 16500 

RADPORD  1750100   RADFXM)  NaSiF6    ADJ   06/59  13000  0.9 

TOTAL  POPULAIK^  SERVED  BY  SOURCE  WATER  SYSTEM 13000 

RAPPAHANNDCX  WESIMIN  CmVER  4103870   LANCASTER  NAII.         100     2.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 100 

REEDVILLE  4133720   NCEIHLMBERLAND  NAIL         520      2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 520 

RESCUE  WAIHWDRKS  3093400   ISLE  OF  WIQIT  NATL         332     4.8 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 332 

RICHLANDS  1185695   TAZEWELL  NaF      ADJ   02/84   6000  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA    

COnIeIu^IV^sSeMS  served  ^  ^^^^^^  ^^^^         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

UUNbbOUriVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

L^O DATE LEVEL    LEVEL 

RIC^JM^  4760100      RICHMOND  NaF  ADJ       11/52  400000  0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WAITO  SYSTEM 400000 

RIVm  BEM)  ESTAIES  4133760      NORIWMBERLAND  NATL  40  1. 9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 40 

RIVERCLIFF  3800700      SUFFOLK  NATL  48  5.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSmi 48 

RIVEKDALE  SUBDIVISION  4057680      ESSEX  NAIL  181  1.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR  SYSTEM 181 

RIVERVIEW  IMPRCVEWENT  00  3093430      ISU:  OF  WIGHT  NATL  160  4.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 160 

^^^^!?i^2'^  WA  2770650      ROANOKE  NaSiF6  ADJ       12/55  171000  0  9 

PINEHREE  VILLAGE  2161680      ROANOKE"  qons  210 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOv] 171210 

^^^^^^^^^                                                     5067840      FRANKLIN                         Acid              ADJ      09/54  5000                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^I 5000 

ROSEWOOD  WSm  SUPPLY                                   3800720      SUFFOLK                                               NATL  120            5.4 

TOTAL  POPUMTION  SERVED  BY  SOURCE  WADER  SYSTEM 120 

KOJNDrmEE  TRL  PK                                            38OOOO6      SUFFOLK                                               NATL  48            5.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 48 

•'^^^^                                                  1197700      WYIHE                              NaF                .JXJ      04/82  1500                       0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1500 

^S"^^ERE                                                           3093470      ISLE  OF  WIGHT                                    NATL  320            3.3 

TOTAL  POPUDmON  SERVED  BY  SOURCE  WAKR  SYSTEM 320 

RUSHMERE  SHORES                                              3093480      ISLE  OF  WIGHT                                    NATL  200            3.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA ^ 

WATER  SYSTEM  and EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

c5nIeCU?'vI  SYSTEMS  SERVED  ID  USED SJ^ART   SERVED        ^NAT^    ^OPT^ 

S  L  MINES                                                          3800760      SUFFDLK                                               NATL  320            5.3 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 320 

SALEM                                                                 2775300      RDa<BRIDGE                     Acid              ADJ      09/68  22500                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22500 

SALTVILLE                                                          1173723      SMYTH                              NaF                ADJ           /84  3350                        0.9 

TOTAL  POPULATIC*!  SERVED  BY  SOURCE  WATER  SYS!™ 3350 

SALUDA                                                               411%00      MICCLESEX                                            NATL  A56            2.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM A56 

SANDY  MDUNT  MANOR                                          3093500      ISLE  OF  WIQfT                                    NATL  260            4.3 

TOTAL  POPULATIC*)  SERVED  BY  SOURCE  WATER  SYSTEM 260 

SAUNDERS  TP                                                      3095770      JAMES  CITY                                          NATL  30            1.2 

TOTAL  POPULATTCN  SERVED  BY  SOURCE  WATER  SYSTEM 30 

SCOTLAND  HEIGHTS                                            3181700      SURRY                                                   NATL  168            2.3 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 168 

SCOTLAND  WHARF                                                3181750      SURRY                                                   NATL  108            2.3 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 108 

SOOrrSVILLE                                                      2003051      ALBERMARLE                     NaF                ADJ          /83  800                        0.9 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 800 

SOOTTSWOOD  SUB                                                3175650      SOinHAMPTON                                        NATL  400            3.2 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 400 

SHELLBANK  WOODS                                              3095778      JAMES  CITY                                          NATL  480            4.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 480 

SHEHANDQAH  00  SANITATION    AUTH                  2171725       SHENANDOAH                      Acid              ADJ       04/79  4000                         0.9 

TOTAL  POPUIAITON  SERVED  BY  SOURCE  WATER  SYSTEM 4000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

VIRGINIA   

cSNlECU?ivfsYS?EMS  SERVED             ^^                     ^^^^^                           ^         STATUS  FLUOR  POP   NATURAL  SYSTEMS 
OUNbtCUTIVE  SYSTEMS  SERVED              ID                           USED           START  SERVED    NAT   OPT 

■ l12 DATE LEVEL  LEVEL 

SLEEPY  LAKE                     3800790   SUFFOLK                   NATL  309     5.0 

lOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 309 

SMira  VILLAGE                    1121709   MDWroOMERY                 natL  399     1.2 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSm«l 399 

SMiraFIELD                      3093640   ISLE  OF  WIGHT              NATL  4200     3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIH«1 4200 

SMUHFIELD  APT  CORP               3093540   ISLE  OF  WIGHT               NATL  180     3.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 180 

SMITHFIELD  HGTS                  3093580   ISLE  OF  WIGKT               NATL  200     4.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WiTER   SYSTEM 200 

SMT-fflFIELD  MHP                   3093306   ISLE  OF  WIGffT               NATL  150     3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM I5O 

SOUIH  BOSTON                     5780600   HALIFAX           Acid      ADJ   02/58  8300          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8300 

SOmi  EM)  (BLACKDYE)  VITR  WDRKS        3001800   ACOCMACK                   NATI.  160     2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 160 

S«™  HILL                      5117797   MECKLE^JBURG        Acid      ADJ   03/66  4600          0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 4600 

Sam  HILL  BANKS                  4057750   ESSEX                    NATL  92     1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IB^ 92 

S«™  WEEMS                     4103970   LANCASTER                 NATL  336     3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 336 

SPRINGFIELD  TERRACE               3199750   YORK                     NATL  260     2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 260 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and                                                            EPA                      COUNTY                            CHEM          STATUS     FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL     LEVEL 

ST  GEORGE'S  HUNDRED                                      3095800      JAMES  CITY                                          NATL  184            0.0 

TUTAL  POPULATICW  SEKVED  BY  SOURCE  WATEl^  SYSTEM 184 

STAUMTCN                                                           2820775       STAUNTON                         Acid              ADJ      03/58  21857                        0.9 

TOTAL  POPULATICW  SEKVED  BY  SOURCE  WAIH<  SYSTEM 21857 

STOASBURG                                                         2171750      SHENANDOAH                     NaF                ADJ       10/83  2431                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2431 

SISA3TORD  HARBOUR                                          4193920      WESTMORELAND                                      NATL  360            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 360 

STOAIFORD  TERRACE  SUBD                                 3800800      SUFFDLK                                                NATL  110            5.3 

TCTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110 

STRAITORD  VILLAGE                                          4087835      HEMRIGO                                               NATL  380            2.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 380 

STUART                                                               5141640      PATRICK                           Acid              ADJ          /82  900                        0.9 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 900 

SUFTOLK                                                             3800805      SUFFOLK                                                NATL  25500            2.5 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25500 

SUFFOLK  TRL  PK                                                3800072      SUFFOLK                                               NATL  96            5.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  UAMi  SYSl^EM 96 

SUNRAY  ARTESIAN  WC                                          3550775       CHESAPEAKE                                            NAIL  100             4.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'I'EM 100 

SIWRAY  WC  INC                                                  3550800      CHESAPEAKE                                          NATL  100            4.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 100 

SWIFT  CREEK                                                     4041845      CHESTERFIELD                 NaF                ADJ      06/68  150000                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

cSNrES?rsyS?EMS  SERVED  %'  ^^^'  CH|M         STATUS     PLUOR  JOP^    NATURAL  SYS^^^^^^ 

^ __^ DATE LEVEL    LEVEL 

TAPPAHANNOCK                                                   A057800      ESSEX                                                   NAIL  1111            I.4 

■KTEAL  POPULATION  SESVED  BY  SOURCE  WAIER  SYSTEM 1111 

"EAZEWELL                                                           1185761      TAZEWELL                         Acid              ADJ      05/67  5987                        0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSIH^ 5987 

IHE  aOTEAGES  AT  GOLDEM  EAGLE                     4103245      L^NCASTEK                                           NATL  104            4.4 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 104 

™E  CSEEN                                                        4103400      LANCASim                                            NATL  72            3.3 

TXmL  POPULATION  SERVED  BY  SOURCE  WATEE  SYSTEM 72 

raOMAS  PARK  O0M«nTY                                   3093650      ISLE  OF  Wiafl                                    NATL  150            3.2 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

THREE  SISTERS  IRL  PK                                    3181860      SURRY                                                   NATL  54            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 54 

TIMBERVILLE                                                      2165720      ROCKINGHAM                     NaF               ADJ          /84  955                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSItM 955 

TORMEWTOR  CREEK  ESTS                                     3093665      ISLE  OF  WIGHT                                    NATL  88            3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 88 

■nJRNER                                                               3093700      ISLE  OF  WIGffl'                                    NATL  80            2.3 

TOTAL  POPUUTION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

UPPER  SMITH  RIVER  WA                                    5089852      HENRY                              NaF               ADJ      08/85  8200                        0.9 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSIEM 8200 

URBANNA                                                             4119800      MIDDLESEX                                            NATL  4375            2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4375 

VA  AMERICAN  WAIHMDRKS  3670800      PRINCE  GEORGE  NaF  ADJ      06/68     28500  0.9 

ALEXANDRIA  6510010      FAIRFAX  OONS  115000 

BIRCHETT  ESTATES  3149150      PRINCE  GEORGE  OONS  588 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 144088 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

VENTOR  HEIGHTS                                                4101800      KING  WILLIAM                                      NATL  44            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAKR  SYSTO^ 44 

VINT  HILL  FARM  STATION                                 6061595      FAQUIEK                           Acid              ADJ      05/62  2080                        0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2080 

VPI  SERVICE  AlHH                                            1121057      hOWCXMRY                     Acid              ADJ       12/57  48000                        0.9 

TOTAL  POPULATICN  SERVED  BY  SOURCE  WAIER  SYSTO^ 48000 

W  N  BUNCH  SYSTD^                                            3800075      SUFFOLK                                                NATL  80            5.7 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 80 

WARMHEARm                                                        1121845      MDNTOOMERY                                          NATL  300            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 300 

WARRENTON                                                         6061600      FAUQUIES                         Acid              ADJ      01/64  4500                        0.9 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4500 

WARSAW                                                               4159900      RICHMOND                                              NATT.  2520            2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2520 

WAaHNCTION  PCpr-COSFS  ENG,  DC  OOOOOOl      DISTRICT  OF  COLUMBIA  Acid  ADJ      06/52  0  1.0 

ARLINGrrON  00  W&SD  6013010      ARLINCTON  0»JS  180000 

FALLS  CHUROl  (PART)  6610100      FAIRFAX  (XMS  36000 

TOnAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 216000 

WASHINGTON  00  SVC  AUIH                                 1191883      WASHINGTON                     NaSiF6          ADJ       12/75  39010                        0.9 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 39010 

WAVERLY  SUBD                                                    4103950      LANCASTER                                            NATL  112            3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 112 

WAYNESBC«D                                                       2820775      AUGUSTA                           NaF                ADJ      02/57  17500                        0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTH>1 17500 

WEST  POINT                                                       4101900      KING  WILLIAM                                      NATL  3350            2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3350 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

VIRGINIA 

CONfES?'v™sSEMS  SERVED  %'  ^^^  CHEM         STATUS    FLUOR  JOP^   NATURAL  S^EMS 

— ^ DATE LEVEL    LEVEL 

WEST  RIDGE  WAKKWORKS  3001900      AlOTCMACK  NATL  120  2.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO-l 120 

WESIHAVEN  LAKES  3800860      SUFFDLK  NATL  128  6.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 128 

WESTMORELAND  SUB  4097850      KING  AND  QUEEN  NATL  116  1.2 

TOrmL  POPULATION  SERVED  BY  SOURCE  WAItR  SYSTEM 116 

WESTOVERMHP  5143%0      PITTSYLVANIA  NATL  75  l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

WESTWOQDMHP  SUFTOIX  NATL  60  5.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

WHALEYVILLE  3800880      SUFFOLK  NAIL  400  4.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 400 

WHEATLEY  WAIERWDRKS  3001%0      ACOCMACK  NATL  120  3.2 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

WHITE  SAND' HARBOR  4133890      NORTWJMBERI^M)  NATL  190  1.6 

TOTAL  POPUUTIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 190 

WHITE  STCNE  4103980      LANCASTER  NATL  800  2.9 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WATER  SYST^EM 800 

WHITFIELD  TLR  PK  3093847       ISL£  OF  WJOfT  tJAlL  60  3.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 60 

WIOCMGO  (HJRCH  4133900      NORTHU^ERLAND  NATL  120  3.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

WICCMIOO  RIDGE  4133920      NORTHLMBERLAND  NATL  40  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 
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POPUUMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


VIRGINIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

Acid              AUJ       07/66  17500                        0.9 

SYSTEM 17500 

NATL  120            4.6 

SYSTD"! 120 

NaSiF6    ADJ   12/57  26220          0.9 

CrWS  5900 

SYSTEM 32120 

NATL  900     3.3 

SYSTEM 900 

NATL  112     0.9 

SYSTEM 112 

NaSiF6    ADJ   09/65  50A4          0.9 

CONS  28 

SYS-ra^ 5072 

NATL  1001     1.0 

SYSim 1001 

NaSiF6    ADJ   12/63  7300          0.9 

SYSTD«1 7300 

NATl,  400     1.6 

SYS'IB^ 400 

NATL  128     1.0 

SYSTEM 128 

NATL  100     2.3 

SYSTEM 100 


WIIJ.TAMSBURG 

3830850   JAMES  CITY 

TDflAL  POPULATION  SERVED  BY  SOURCE  WAllR 

WITJ.TNG  WORKERS 

3093850   ISLE  OF  WIGHT 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIBR 

WINCHES-llK 

2840500   FREDERICK 

reEDERICK  00  SANITATiai  AUIH       5069250   FREDERICK 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlEk 

WINDSOR 

3093900   ISLE  OF  WIGHT 

■iUlAL  POPULATION  SERVED  BY  SOURCE  WATER 

WINDSOR  PARK  SUB 

4127895   NEW  KENl' 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA:JER 

WISE  TCWN 

1195950   WISE 

WISE  PSA-STEPHBNS 

1195920   WISE 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WAIER 

WOODHAVEU  SCRES 

4127925   NEW  KENT 

■lULAL  POPULATION  SERVED  BY  SOURCE  WATER 

WTW/IUF. 

1197810   WYTHE 

TUllAL  POPULATION  SERVED  BY  SOURCE  WATER 

YORK  RIVER  STAIE  PARK 

3095921   JAMES  CITY 

lUIAL  POPULATION  SERVED  BY  SOURCE  WA1"ER 

YORKTUWN  PLANTATION 

3095940   JAMES  CITY 

TOTAL  POPULA-nON  SERVED  BY  SOURCE  WAITER 

ZLNI 

3093950   ISLE  OF  WIGHI' 

"lUllAL  POPUL/mON  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WASHINGTON 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

ANAOORTES  5302200   SKAGIT  NaSiF6    AIXI   04/63   9825  1.0 

SHEL-Hm  BAY  5378155   SKAGIT  CONS         700 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10525 

ANNAPOLIS  WD                     5302600   KITSAP            NaF      ADJ   06/71  10200          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTB^ 10200 

BATTLE  GROUND  WD                  5304700   CLARK            NaF      ADJ   02/63  3257          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3257 

BU0M5A  WD                       5309100   THURSTC*!          NaF      ADJ   06/67  560          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 560 

BURBANK  IRRIG  DIST  #4              5309300   WALLA  WALLA                NATL  748     1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 748 

CAMAS  MUN  WATER  &  SEWER            5310800   CLARK            NaSiF6    ADJ   08/66  7655          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7655 

CATHLAMET  WD  5311850   WAHKIAKIM         NaSiF6    ADJ   10/57   1000  1.0 

PUGET  ISLAND  5369760   WAHKIAKIM  OONS         990 

TOTAL  POPULATTC*^  SERVED  BY  SOURCE  WATER  SYSTEM 1990 

CENIRALIAWD  5312200   LEWIS  NaSiF6    ADJ   07/59  12350  1.0 

HILL  WATER  COMPANY  5333100   LEWIS  OONS         126 

SEMINARY  HILL  5377590   LEWIS  OONS         174 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTB^ 12650 

CHEHALIS  WD  5312250   LEWIS  NaSiF6    ADJ   05/67   7000  1.0 

NEWANKLM  HILL  5301428   LEWIS  OONS         543 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7543 

CHENEY  5312400   SPOKANE  NaF      ADJ   06/74  7540  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7540 

CLARKSTON  5393343   ASOTIN  NATL  14000     0.8 

TOTAL  POPUUTTON  SERVED  BY  SOURCE  WATER  SYSTEM 14000 


836 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WASHINGTON 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

COULEE  DAM  EAST                  5315AOO   OKANOGAN          NaF      ADJ   03/56  1046          1.0 

TUrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1046 

COULEE  DAM  WEST                  5315350   DOUGLAS           NaF      ADJ   03/56  225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHl  SYSTEM 225 

DAVENPORT                       5318100   LINCOLN                   NATL  1610     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1610 

ELECmiC  CLT{                                                 5322850   GRAhTT                    NATL  1200     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1200 

FAIRCHILD  AFB                    5324350   SPOKANE           NaF      ADJ   06/58  7709          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSITM 7709 

FIRCREST                        5325150   PIERCE            NaF      ADJ   10/58  5477          1.0 

lOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5477 

PCKKS  M©                       5326000   CLALLAM           NaSiF6    ADJ   03/56  5000          1.0 

TCfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

PORT  LEWIS                      5326050   PIERCE            NaSiF6    ADJ   10/56  40000          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40000 

KALAMA                         5337550   COWLITZ           NaF      ADJ   05/64  1920          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1920 

KELSO                          5338000   COWLITZ           NaSiF6    AIXJ   05/58  11024          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYSTEM 11024 

KENT  WD                        5338150   KING             Acid      ADJ   11/64  27050          1.0 

KING  00  WD  #111                 5341900   KING                     CONS  8400 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 35450 

LIND                           5347350   ADAMS                     NATL  651     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 651 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WASHINGTON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

5348100      OOWLITZ                           NaSiF6          ADJ      08/56  34900                        1.0 

5315650      OOWUTZ                                               OONS  7342 

TOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH4 42242 

5349150      WHATOGM                           NaSiF6          ADJ      03/65  4430                        1.0 

TCTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTOd 4430 

534%50      YAKIMA                                                 NATL  1247            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 1247 

5350700      KITSAP                             NaF               ADJ      05/71  5502                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTO^ 5502 

5352200      PIERCE                            NaF               ADJ      04/61  3500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3500 

5356000      GRAYS  HARBOR                 NaF               ADJ       11/61  3260                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSl'EM 3260 

5356300      GRANT                                                   NAll.  15500            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO«1 15500 

5357250      SNOHOMISH                       Acid              ADJ       12/68  15900                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 15900 

5357300      YAKIMA                                                 NATI.  840            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSn3«l 840 

5359700      YAKIMA                                                 NAll.  14633            1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WA'IER  SYS'IB>1 14633 

5362650      ISLAND                            NaF               ADJ       11/55  8600                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 8600 

5363050      LINCOLN                                               NAll.  1100            1.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA-TEl^  SYSTEM 1100 


LOCVIEW 

OOWLITZ  00  PUD 


LYNMM  WD 


MABTCN 


MANCHESTER  WD 


MCCHC»D  AFB 


MDNIESANO 


MOSES  LAKE 


MDUNTLAKE  TERRACE 


MQXEE  CTTY 


NOB  HILL  WATER  ASSOC 


OAK  HARBOR 


ODESSA 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WASHINGTON 

WATER  SYSTEM  and ^Ta  CoUFItT  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED ^ USED SJ^AR^T   SERVED        ^NAT^    ^OPT^ 

anEUDWD  536A850      ADAMS  NATL  4570  2.7 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4570 

PA3HIS0N  5366479      BENTOJ  NATL  90  2.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 90 

PLYMXriH  5368045       BENTON  NATL  190  2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WMER  SYSTEM 190 

FORT  ORCHARD  WD  5368900      KITSAP  NaF  ADJ      01/71  4910  1.0 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 4910 

KXJLSBO  5369150      KITSAP  NaF  ADJ       07/59  2745  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2745 

PULLMAN  WD  5369150      WHITMAN  NaSiF6  ADJ      02/56  14594  1.0 

TOML  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14594 

RAYMM)  WD  5371500      PACIFIC  Acid  ADJ       03/63  3000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTD^ 3000 

RELMDNDWS  5371650      KING  NaF  ADJ      01/76     27600  1.0 

UNION  HILL  WA  5390260      KINC  OONS  1843 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'lEM 29443 

RENION  5371850      KING  NaF  ADJ       02/70  34030  1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIbM 34030 

RITZVILLE  5372700      ADAMS  NATL  1850  0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1850 

SEATTLE  WD  5377050  KING  Acid              ADJ  02/70  541000                        1.0 

BELLEVUE  5305575  KING  OONS                100000 

BOIHELL  5307900  KING  OONS                    5256 

CEDAR  RIVER  WAIER  &  SEWER  5341800  KING  OONS                  11800 

DUVALL  5320750  KING  OONS                    1200 

ECMDNDS  5322500  KING  OONS                  24200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WASHINGTON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED  START  SERVED    NAT   OPT 

DATE  LEVEL  LEVEL 


HIGHLANDS 

5332900 

KING 

KING  00  WD  #107 

5341750 

KING 

KING  00  WD  #119 

5341985 

KING 

KING  00  WD  #125 

5341998 

KING 

KING  00  WD  #14 

5338800 

KING 

KING  00  WD  #17 

5338850 

KING 

KING  00  WD  #20 

5338950 

KING 

KING  00  WD  #24 

5339100 

KING 

KING  00  WD  #25 

5339150 

KING 

KING  00  WD  #42 

533%00 

KING 

KING  00  WD  #45 

5339700 

KING 

KING  00  WD  #49 

5339800 

KING 

KING  00  WD  #57 

5340050 

KING 

KING  00  WD  #58 

5340100 

KING 

KING  00  WD  #63 

5340250 

KING 

KING  00  WD  #75 

5340650 

KING 

KING  00  WD  #85 

5341000 

KING 

KING  00  WD  #90 

5341150 

KING 

KIRKLAND 

5342250 

KING 

MERChK  ISLAND 

5353640 

KING 

NE  LK  WA  SEWER  &  WATER 

5340800 

KING 

NORMANDY  PARK 

5359900 

KING 

OLYMPIC  VIEW  WD 

5363600 

KING 

ROSE  HILL  WAIBR  &  SEWER 

5340850 

KING 

SATJAL  VmVR  ASSOC 

5375560 

KING 

SHOREWOOD  APTS 

5378795 

KING 

SKYWAY  WAltK  &  SEWER 

5315788 

KING 

STOANDRIK 

5384580 

KING 

TUKWILLA 

5389500 

KING 

WILDERNESS  RIM 

5396878 

KING 

WOODINVILTK  WD 

5341600 

KING 

CONS 

421 

OONS 

15684 

CONS 

.  ■' 

OONS 

12192 

OONS 

3560 

OONS 

350 

OONS 

25000 

CONS 

900 

CONS 

1200 

OONS 

25000 

OONS 

3831 

CONS 

14000 

OONS 

210 

OONS 

31185 

OONS 

2000 

OONS 

41680 

OONS 

1536 

OONS 

11094 

OONS 

19000 

OONS 

21700 

OONS 

53750 

OONS 

1985 

OONS 

13100 

OONS 

12000 

OONS 

1958 

OONS 

1600 

OONS 

4500 

OONS 

100 

OONS 

3860 

OONS 

2063 

OONS 

20440 

TOPPENISH 


VANCOUVER 


WARDEN 


WINLOCK 


lOIAL  POPULATICN  SERVED  BY  SOURCE  WATER  SYSTEM 1031205 

5388850   YAKIMA           NaF      ADJ   05/82  6570 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSTEM 6570 

5391200   CLARK            NaSiF6    ADJ   07/63  105000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 105000 

5392850   GRANT                    NATL  1620 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1620 

5397500   LEWIS            NaF      ADJ   08/66  1500 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 


1.0 


1.0 


0.7 


1.0 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WASHINGTON 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WOODLAND 


EPA 
ID 
NO 


COUNTY 


CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

USED  START   SERVED  NAT        OPT 

DATE  LEVEL    LEVEL 


5398200      OOWLITZ 


Acid 


ADJ       12/56      2550 


1.0 


■TOTAL  EOPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 


2550 


I 

I 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ALDERSON                                                           3301315      MONRDE                            NaF               ADJ      09/81  1980                        1.0 

TOEAL  POPULATJOJ  SERVED  BY  SOURCE  WSm  SYSTEM 1980 

AfflENS                                                               3302801      MEKCES                            NaF               ADJ      06/71  A500                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTH^ A500 

BECKLEY                                                             3304104      RALEIGH                           NaSiF6          ADJ      03/63  57750                        1.0 

TOrEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 57750 

BELUCTON                                                         3300101      BARBOUR                          NaF               ADJ      09/83  2300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

BELMarr                                                             3303701       PLEASANIS                       NaF               ADJ       10/82  1530                        1.0 

TOGlAL  POPUMnON  SERVED  BY  SOURCE  WATER  SYSTEM 1530 

BERKELEY  00  PSD                                              3300202      BERKELEY                         NaF               ADJ      05/84  8400                        1.0 

TOTAL  P0PULAnC»4  SERVED  BY  SOURCE  WATER  SYSTEM 8400 

BEVERLY                                                             3304202      RANDOLPH                         NaF               ADJ      01/84  900                        1.0 

TOTAL  POPULAnCW  SERVED  BY  SOURCE  WATER  SYSTEM 900 

BIG  BEND  PSD                                                   3304507      SUMMERS                           NaF               ADJ      06/84  1000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1000 

BLUEWELL  PSD                                                   3302804      MERCER                            NaF               ADJ      02/67  6300                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6300 

BRIDGEPOEO"                                                       3301703      HARRISON                         NaSiF6          ADJ      01/54  9076                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9076 

BUCKHANNON                                                       3304901      UPSHUR                            NaSiF6          ADJ      02/65  11550                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11550 

BUFFALO                                                             3304002      PUINAM                            NaF               ADJ      01/85  1400                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 1400 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and ~  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

cSnIeIut'ivI  SYSTEMS  SERVED  ID  USED STA^   SERVED        ^NAT^     ^OPT^ 

BUFFALO  CREEX  PSD  33023A7       DXAN  NaF  ADJ       08/84  4000  1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATEH  SYSTEM AOOO 

BURNSVILLE  3300408      BRAXTON  NaF  ADJ       02/80        588  1.0 

■TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 588 

CAMERON  3302603      MARSHALL  NaF  ADJ       10/85  1500  1.0 

-TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

CEDftR  Cj^OVE  3302009      KANAWHA  NaF  AEU       11/81  5000  1.0 

■TOTAL  POPULA-nON  SERVED  BY  SOURCE  WA1ER  SYSTEM 5000 

CEREDO  3305001      WAYNE  NaF  AEU      04/72       3150  1.0 

1DTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3150 

CHAPMANVILLE  3302317      LOGAN  NaF  ADJ       11/71       2593  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WA3ER  SYSTEM 2593 

CHARLES  TOWN  3301905      JEFFERSON  NaF  ADJ      01/83      9000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9000 

CHEAT  NECK  PSD  3303105      MC»«NGALIA  NaF  ADJ       12/83       1700  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAItR  SYSTH^ 1700 

QiESYER  3301504      HANCOCK  NaSiF6  ADJ      08/58      4638  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl^EM A638 

CLARKSBURG  3301705      HARRISON  NaSiF6  AlU       01/54  30100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30100 

CLAYWOOD  PARK  PSD  3305402      WOOD  Acid  ADJ      08/81       4737  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATTiR  SYSTEM 4737 

CLENDENIN  3302010      KANAWHA  NaF  ADJ      01/60       2000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2000 


843 


POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

OOLIN  ANDERSOl  3303702   PLEASANTS  NaF       ALU   09/61    950  1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 950 

OOWEN  PSD  3305103   WEBSTER  NaF      ADJ   09/82  2397  1.0 

TOTAL  POPULATION  SffiVED  BY  SOURCE  WATER  SYSTEM 2397 

CRAIGSVILLE  3303A02   NICHOLAS  NaF      ADJ   01/83  3879  1.0 

TOTAL  POPULATI(»l  SERVED  BY  SOURCE  WATER  SYSTEM 3879 

ELIZABEriH  3305302   WIRT  NaF      ADJ   07/8A   1482  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 1A82 

ELKINS  3304203   RANDOLPH  NaSiF6    ADJ   03/59  11000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 11000 

FAIRMan-  3302502   MARION  NaSiF6    ADJ   10/53  40000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40000 

FAYETTEVILLE  3301010   FAYETTE  NaF      ADJ   08/62  4597  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 4597 

FLA3VIDC»)S  CANOE  RUN  PSD  3300402   BRAXT»J  NaF      ADJ   04/74   1269  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1269 

GLEN  DALE  3302605   MARSHALL  NaF      ADJ   09/84   2964  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYS'KM 2964 

GLENVILLE  3301104   GILMER  NaF      AIXI   09/58   2500  1.0 

TOTAL  POPULATIOSI  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

GLENWO(X)-GREEM  VALUEY  PSD  3302813   MERCER  Acid      ADJ   08/64   4000  1.0 

TOTAL  POPULATKXJ  SERVED  BY  SOURCE  WAIER  SYSTQi 4000 

GRAFTOJ  3304601   TAYLOR  Acid      ADJ   06/59  10000  1.0 

TOTAL  POPULATlOl  SERVED  BY  SOURCE  WATER  SYSTEM 10000 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
cSnSeS?'vE^SYSTEMS  SERVED  ID  USED STAR^   SERVED        ^NAT^     ^OPT^ 

GRANISVILLE  3300701      CALHOUN  NaF  AIXJ      01/58  1500  1.0 

•JUTAL  FOPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 1500 

O^EEMBRIEU  PSD  3301302      GREEMBRIER  NaF  ALU      08/83  l%8  1.0 

larAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19A8 

HARRISVILLE  3304303      RITCHIE  NaF  AIXI      01/74  2793  1.0 

TCJIAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 2793 

HEDGESVILLE  3300225      BERKELEY  NaF  ADJ      05/83  1600  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1600 

HDOVERSON  HTS  PSD  3300512      BROOKE  NaF  ALU      03/66  5482  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5482 

HUNTOCTON  3300608      CABELL  Acid  ADJ      03/53  110000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 110000 

HURRICANE  3304005      PUINAM  NaF  ADJ       11/57       7000  1.0 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATHl  SYSTEM 7000 

JANE  LEW  3302102      LEWIS  NaF  ADJ       10/62       1109  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 1109 

KANAWHA  FALLS  PSD  3301037      FAYETTE  NaF  AOJ       12/82       3873  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IB^ 3873 

KEi«^T  3303003      MINOO  NaF  ADJ       11/80       1500  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

KEYSER  3302915      MINERAL  Acid  ADJ      09/84      9000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 9000 

KINGWOC©  3303908      PRESTON  NaF  ADJ       05/67       3645  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOd 3645 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA  

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR  POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

LASHMEET  PSD  3302817      MERCER  NaF  ADJ      06/71  19A1  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1941 

LEWISBURG  3301307      C51EENERIER  NaF  ADJ       11/65  7798  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7798 

LOGAN  3302331      LOGAN  NaSiF6  ADJ      05/53  9000  1.0 

WmL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTOd 9000 

LUBECK  PSD  3305404      WDCD  NaF  ADJ      03/63  7374  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7374 

MAN  3302336      LOGAN  NaF  ADJ      09/59  1650  1.0 

TOTAL  POPULATIC*!  SEKVED  BY  SOURCE  WATER  SYSTEM 1650 

MANNINGTON  3302513      MARION  NaF  ADJ      04/84  4550  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSIEM 4550 

MARLIWIDN  3303803      POCAHONTAS  NaF  ADJ      05/84  1800  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTH^ 1800 

MARTINSBURG  3300212      BERKELEY  Acid  ADJ      02/54  15675  1.0 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WATER  SYSTm 15675 

MASON  3302708      MASON  NaF  ADJ  /83  2660  1.0 

TOTAL  POPUUmON  SERVED  BY  SOURCE  WATER  SYSTEM 2660 

MASONTOWN  3303909      PRESTON  NaF  ADJ      02/82  1200  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1200 

MAIEWAN  3303005      MINGO  NaF  ADJ      02/53  2275  1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSIH4 2275 

MIDDLEBOURNE  3304802      TYLER  NaF  ADJ      08/80  1410  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1410 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA . 

WATER  SYSTEM  and §PA  COUi^^^^  CHEM         STATUS     FLUOR       pop       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  I^D  USED DATE  LEVEL     LEVEL 

MILLCSEEX  3304209      RANDOLPH  NaF  ALU      04/79  1505  1.0 

TOTAL  FOPUUnON  SERVED  BY  SOURCE  WATER  SYSTEM 1505 

^LTON  3300609      CABELL  NaF  ALU       04/62  5250  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5250 

^CNCNGAH  3302515       FAIRNONT  NaF  AOJ       11/84  6400  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 6400 

ifjSmmMi  5303112      MDNONGALIA  Acid  AOJ      02/61  60000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAHR  SYST^ 60000 

M3UNDSVILLE  3302611      MARSHALL  Acid  AW       05/84  17000  1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSID«1 17000 

MULUNs  3305514      WYOMING  NaF  AEU      06/85       2852  1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 2852 

NEWOWBERI^  3301515      HANOOCK  NaF  AIXJ      03/83       1800  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHt  SYSTEM 1800 

NQj  HAVEN  3302709      MASON  NaF  ADJ       03/84      2300  1.0 

TOfTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

NORTHFORK  3302413      MCDOWELL  NaF  ADJ       05/55       1498  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAfER  SYSTEM 1^98 

NOKTON-JIhfroWN-HARDING  PSD  3304213      RANDOLPH  NaF  ACU       ii/80        823  1.0 

TOUAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 823 

OCEANA  3305516      WYOMING  NaF  ADJ      06/71       2647  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSTEM 2647 

OPEIQUON  PSD  3300218      BERKELEY  Acid  ADJ       12/73       5157  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 5157 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

PAGEHONCAID  PSD                                            3301036      FAYETEE                           NaF               AIXJ       11/81  2000                        1.0 

TOrmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 2000 

PARKEHSBURG                                                      3305A07      WDC»                                NaSiF6          ADJ      01/57  59500                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO^ 59500 

PENNSBCM)                                                         3304306      RITCHIE                          NaF               ADJ      05/84  2432                        1.0 

imAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2432 

PEItKSBURG                                                       3301204      GRANT                              NaF               ADJ      03/68  3075                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTO>f 3075 

PHILIPPI                                                            3300104      BARBOUR                          NaF               ADJ      05/64  7438                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 7438 

PINCH  PSD                                                         3302023      KANAWHA                          NaF               ADJ      02/63  3115                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3115 

POINT  PLEASANT                                                3302710      MASON                              NaF               ADJ       12/62  %12                        1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAlffi  SYSTEM %12 

PRATT                                                                 3302024      KANAWHA                          NaF               ADJ      02/83  1536                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1536 

RALEIGH  00  PSD-STOGO                                    3304123      RALEIGH                           NaF               ADJ      06/85  1806                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1806 

RAVENSWOOD                                                       3301810      WYOMING                          NaF               ADJ       11/80  5280                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 5280 

RED  SULPHUR  PSD                                              3303206      MDNROE                            NaF               ADJ      09/65  3150                        1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 3150 

RICHWOOD                                                           3303401      NICHOLAS                         NaF               ADJ      02/76  5118                        1.0 

TOTAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 5118 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA ^ 

^ATER  SYSTEM  and "  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

SnIeCuIiVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

[vjQ  DATE LbVfcL     LbVhL 

RIPLEY  3301811      JAOGON  NaF  ADJ       03/51  57A8  1.0 

TOrAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 5748 

RCMNEY  3301405      HAMPSHIRE  NaF  ADJ      02/71  3325  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 3325 

RQjCEVESIE  3301310      OlEENBRIER  NaF  ADJ       12/67  2859  1.0 

TOflAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2859 

SALEM  3301720      HARRISON  NaF  ADJ      09/84  2500  1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2500 

SALEM-GA3EW0OD  PSD  3301027      FAYETTE  NaF  ADJ      06/84  2300  1.0 

■TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2300 

SALT  RDCX  PSD  3300611      CABELL  NaF  AIXJ      07/71  6470  1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6470 

SHEPHERDSIOWN  3301933      JEFFERSON  Acid  ACU      05/74  2500  1.0 

TUEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 2500 

SHINNSION  3301721      HARRISON  NaF  ADJ      04/82  6000  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 6000 

SIS90NVILLE  PSD  3302030      KANAWHA  NaF  AEU      06/63  5250  1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS^IEM 5250 

SISTERSVILLE  3304803      TAYLOR  NaSiF6  AaJ       Ob/53  3150  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3150 

SPEIKER  3304405      ROANE  NaF  ADJ       03/82  5000  1.0 

TOTEAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

ST  ALBANS  3302031      KANAWHA  NaSiF6  ADJ      02/66  18102  1.0 

TOTAL  POPUL\TI0N  SERVED  BY  SOURCE  WATER  SYSTEM 18102 
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/ft^ 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WEST  VIRGINIA 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NaF      ADJ   10/66  3325          1.0 

SYSTEM 3325 

NaF      ADJ   04/68  665          1.0 

SYSIH*! 665 

NaF      ADJ   10/62  3500         1.0 

SYSTEM 3500 

NaF      ADJ   04/70  1000          1.0 

SYSTEM 1000 

Acid      ADJ   12/82  1400          1.0 

SYSTEM 1400 

NaF      ADJ   05/81  4A50          1.0 

SYSTEM 4450 

NaF      ADJ   05/82  1800          1.0 

SYSTO^ 1800 

NaF      ADJ   03/61  13839          1.0 

SYSTEM 13839 

NaF      ADJ   11/81  420          1.0 

SYSTEM 420 

NaF       AlU   U9/83  4110          1.0 

SYSTEM 4110 

NaF      ADJ   04/57  3602          1.0 

SYSTEM 3602 

Acid      ADJ   04/51  2%65          1.0 

SYSTEM 2%65 


ST  MARYS 


SUGAR  CREEK  PSD 


SUhflERSVILLE 


UNICN 


UNICN  DISTRICT  PSD 


UNIOJ  WILLIAMS  PSD 


VALLEY  WAIER  00 


VIENNA 


WALTON  PSD 


WASHINCTnON  PSD 


WAYNE 


WETRTOJ 


3303704   PLEASANl-S 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

3300404   BRAXTON 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3303404   NICHOLAS 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl 

3303207   MMJROE 
TOTAL  POPUIATIOJ  SEKVED  BY  SOURCE  WATER 

3303118   MCNOCALIA 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

3305410  WOOD 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

3304211   RANDOLPH 
TOTAL  POPUIATIOI  SERVED  BY  SOURCE  WAIER 

3305411  WOOD 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlTiR 

3304407   ROANE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WAIEK 

3302035   KANAWHA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

3305007   WAYNE 
TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER 

3300516   BROOKE 
TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

COnIeCUt'ivI  SYSTEMS  SERVED  ID USED  STA^RT  SERVED   ^NAT^  ^OPT^ 

WEIjCH  3302A21   MCDOWELL  NaSiF6    ADJ   05/5A  4458  1.0 

lOIAL  POPULAnOJ  SEEVED  BY  SOURCE  WATffi  SYSTEM 4458 

WEU^BURG  3300517   BROOKE  Acid      ADJ   12/58  4839  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4839 

WEST  HAMLIN  3302203   UNOOLN  NaF      ADJ   06/71  1536  1.0 

TOTAL  POPULATIW  SERVED  BY  SOURCE  WATEK  SYSIB^ 1536 

WEST  UNION  3300901   DCMRIDGE         NaF      ADJ   10/67  1635  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1635 

VAffiELING  3303516   OHIO  NaSiF6    ADJ   09/50  50828  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50828 

WILDERNESS  PSD  3303405   NICHOLAS  NaF      ADJ   03/82  2170  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIffi  SYSTEM 2170 

WILLIAMSON  3303009   KINGO  Acid      ADJ   04/53  7100  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7100 

WILLIAMSTOWN  3305412   WOOD  NaF      ACU   07/52  3474  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3474 

WINFIELD  3304012   PIHNAM  NaF      ADJ   12/85  1000  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1H<  SYS'I'EM 1000 

WV  WATER  OO-BUUEFIELD  3302835   MERCER  NaSiF6    ADJ   07/53  17334  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 17334 

WV  WAIER  a>-GASSAWAY  3300406   BRAXTON  Acid      ADJ   12/79   2135  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2135 

WV  WAIER  OO-HAMLIN  3302204   UNOOLN  Acid      ADJ   04/80   2471  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2471 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WEST  VIRGINIA 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

WV  WAItR  OCHCANAWHA                                      3302016      KANAWHA                          Acid              ADJ      OA/54  186000                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 186000 

WV  warn  CD-WDISOti                                      3300313      BOOJE                              Acid              ADJ       12/77  4851                        1.0 

TOfEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4851 

WV  WATER  OO-MDWroCMERY                                 3301029      FAYETTTE                           NaSiF6          ADJ      02/61  5000                        1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5000 

WV  Wnm  OO-QAK  hill                                    3301030      PAYCrrE                           Acid              ADJ       11/61  16244                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  -"^ 16244 

WV  WATER  OO-HUNCEriDN                                  3302839      MERCER                            NaSiF6          ADJ      01/54  18746                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 18746 

WV  WAIER  OO-SUnCN                                        3300407      BRAXTON                           Acid              ADJ       11/79  1700                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO*! 1700 

WV  WAItR/WEBSTER                                            3305104      WEBSTER                           Acid              ADJ      01/84  1922                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTD^ 1922 

WV  WAIER/WESTOJ                                              3302104      LEWIS                              Acid              ADJ       12/82  7800                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 7800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATFR  ^^Y^TEM  and EPA         COUNTY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

cSNSElu?,vf SYSTEMS  SERVED  ID  USED  SJ^ARJ  SERVED   ^NAT^  ^OPT^ 

ABBOISFXDRD                      73701A8   CLARK            Acid      ADJ   10/66  2023          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHI  SYSTEM 2023 

ACRE  AVE  Wm  TRUST                2A10610   MILWAUKEE                  NATL  30     0.8 

TOTAL  PORJLATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 30 

ALBANY                         1230071   GREEU            Acid      ADJ   02/63  1068          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  1068 

ALGOIA                         A310280   KEWAUNEE                  NATL  3697     0.7 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WAIER  SYSTEM 3697 

ALLEMANDE  WIR  ASSN-MIDDLE           2680805   WAUKESHA                  NATL  26     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 26 

ALLEMANDE  WYR  ASSN-SOUIH            2680256   WAUKESHA                  NATL  35     0.7 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 35 

ALLDUEZ                        4050455   BROWN                    NATL  14851     2.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14851 

ALMA                           6060192   BUFFALO           Acid      ADJ   03/52  929          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 929 

AMERY                          6490328   POLK             Acid      ADJ   02/52  2834          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IB^ 2834 

ANnOO                         7340086   LANGLADE          Acid      ADJ   08/65  8692          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATT^K  SYSTO>1 8692 

APPLE  ORCHARD                    2460163   OZAUKEE                   NATL  100     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

APPLETON                        4450333   OLTIAGAMIE         NaSiF6    ADJ   10/50  62924          1.0 

GRAND  CHUTE  SD  #1               4450429   OUTAGAMIE                  OONS  2000 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'IEM 64924 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                  ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

ARCADIA                                                             6620319      -mEMPEALEAU                   Acid              ADJ      01/68  2235                        1.0 

lOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^I 2235 

ARLINGrr»J                                                         1110093      COLUMBIA                        Acid              ADJ      02/67  454                        1.0 

TOTAL  POPUMTION  SERVED  BY  SOURCE  WATER  SYSTEM 454 

ASHLAND                                                             8020373      ASHLAND                          NaF               MXJ      10/49  8%3                        1.0 

TOTAL  POPULAHOl  SERVED  BY  SOURCE  WATER  SYSTEM 8963 

ASHWAUBEMON                                                     4050456      BROWN                                                   NATL  15414            2.1 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 15414 

AIHENS                                                               7370149      MARAfflON                         NaF               ADJ          /72  1097                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1097 

AVDCA                                                                  1250074      IOWA                                Acid              ADJ      03/72  522                        1.0 

TOTAL  POPULAHCW  SERVED  BY  SOURCE  WATER  SYSTEM 522 

BAD  RIVER  RESERVATION                                   5500102      ASHLAND                          Acid              ADJ      06/75  525                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH^ 525 

BADGER  MHP                                                       2410568      KILWAUKEE                                           NATL  150            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

BAILEY'S  HARBOR  YACHT  CLUB                         4150507      DOOR                                                     NATL  25            1.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH>1 25 

BALSAM  LAKE                                                     6490330      POLK                                Acid              AUJ       11/66  892                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH^ 892 

BARABOO  1570085      SAUK  Acid  ADJ      05/49      8450  1.0 

WEST  BARABOO  1570112      SAUK  OONS  968 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9418 

BARNEVELD  1250075       IOWA  Acid  ADJ      04/65        603  1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTB^ 603 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN  ^ — — 

,^,^,,,       , ^ i^T COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and                                                         EPA                     ^uunit                                                                   ^^^^   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  ^D  ^^^^ ^^ LEVEL    LEVEL 

BAYSIDE  nor™  SHORE  EAST                             2A10552      MILWAUKEE                                            NATL  AOO            0.7 

TOTAL  FOPULATICN  SERVED  BY  SOURCE  WATE»  SYSTO^l ^^00 

BAYSIDE  VILUVa:  APTS                                    2A10611      KIliJAUKEE                                            NATL  130            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl-EW 130 

BAYSIDE  WOODS                                                  2A10576      MILWAUKEE                                            N/m.  25            0.9 

TOTAL  POPULATION  SEKVED  BY  SOURCE  WATEK  SYSIQ^ 25 

BAYSIDE-PELHAM  HEAm                                    2410551      MILWAUKEE                                            NATL  270            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 270 

BEAVER  DAM                                                        11^59      DODGE                              NaSiF6          ALU      03/51  lAllO                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSIQd l^HO 

BEUSIIM                                                             2A60107      OZAUKEE                                               NATL  868            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 868 

BELLEVILLE                                                        1130209      DANE                                Acid              ALU      08/51  1302                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1302 

RRI.TFV1IF  SD                                                     AO50A59      BRCWN                                                   NATl.  5A18            2.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5A18 

BELMDNT                                                             1330069      LAFAYETIE                       Acid              ADJ       12/66  877                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAJ'EH  SYSTEM 877 

BHDiT  15A0112      ROCK  Acid  AlU       0A/A9     3A3AA  1.0 

90UIH  BEIDIT  WS  (IL)  2010A50      WINNEBAGO  CONS  0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3A3AA 

BENTON                                                               1330070      l^AYEITE                       NaF                ADJ      OA/62  972                        1.0 

TOTAL  FOPUlAnON  SERVED  BY  SOURCE  WA1"ER  SYS^-EM 972 

Boyjij                                                               A2A0216      GREE2J  LAKE                     Acid              ALU       10/51  552A                        1.0 

TOTAL  POPULAHON  SERVED  BY  SOURCE  WATER  SYS-TEM 552A 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

SfElJ?,I,l''s?rTEMS  SERVED  %'  ^^^'  C^HEM   STATUS  FLUOR  ^^POP^  NATURAL  SY^T^EMS 

!^2 DATE LEVEL  LEVEL 

BIRON                          7720171   WOOD             Acid      ADJ   02/69  665          1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 665 

BLACK  EARTH                     1130211   DANE             Acid      ADJ   12/65  1217          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  ViATER   SYSITW 1217 

BLACK  RIVEK  FALLS                 627024A   JACKSON           Acid      ADJ   05/53  3734          l.o 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 373A 

BLAIR                          6620274   TREMPEALEAU        Acid      ADJ   06/51  1115          1.0 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 1115 

BLANCHARDVILLE                   1330071   LAFAYETIE         Acid      ADJ   11/62  962          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM %2 

BLOSSOM  HEATH  #1                  2410580   MILWAUKEE                 NATL  100     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

BLUE  MOUNDS                      1130023   DANE             Acid      ADJ    /78  422          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IH^ 422 

BLUE  RIVER                      1120087   GRANT            Acid      ADJ   05/63  453          1.0 

TOTAL  P0PULATT»1  SERVED  BY  SOURCE  WATER  SYSTEM ^ 453 

BLUEMOUND  VILLA  APTS  #2            4450432   OUTAGAMIE                 NATL  60     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

BONDUEL                        4590450   SHAWANO           Acid      ADJ   06/82  1281          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1281 

^OSOOBEL                        1220089   GRANT            Acid      ADJ   03/52  2687          1.0 

TOTAL  POPULATIC^J  SERVED  BY  SOURCE  WAIER  SYSmi 2687 

BRISTOL  HEIGHTS  MHP                2300106   KENOSHA                    NATL  45     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 45 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM.  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WiSCONSIN - 

WATER  SYSTEM  and iPA         ^0^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEM. 

CONSECUTIVE  SYSTEMS  SERVED              l^D         USED DATE  LEVEL  LEVEL 

BRISTOL  UD                      2300050   KENOSHA                   NATL  3819     1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE»  SYSTEM 3819 

BRCCHEAD                        1230072   GREEN            Acid      ADJ   12/6A  3268          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3268 

BROOKFIELD  #3-ARRCIWHEAD            2680251   WAUKESHA                  NATL  285     0.8 

TOTAL  POPUbmON  SEKVED  BY  SOURCE  WATER  SYSTEM 285 

BRDOKFIELD-BROOK  SQUARE            2680253   WAUKESHA                  NATL  3686     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3686 

BRDOKFIELD-DOMINIC  HEIGHIS          2680255   WAUKESHA                  NATL  3172     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATtK  SYSTEM 3172 

BROOKFIELD-LYNDALE                2680179   WAUKESHA                  NATL  500     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 500 

BBDOKFIELI>-KISSION  HEIGHTS          2680178   WAUKESHA                  NATL  1513     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAI'EK  SYSl^EM 1513 

BROCKLYN                        1230075   DANE             Acid      ADJ   10/63  627          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIHHl 627 

BUTLER                         2680191   WAUKESHA          Acid      ALU   05/68  1972          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIH«I 1972 

CAMBELLSFORT                     4200461   POND  DU  LAC                NATL  1836     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1836 

CAMBRIDGE                       1130074   DANE             NaF      ADJ   06/51  857          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 857 

CASCADE                        4600436   SHEBOYGAN                  NATL  665     1.0 

TOTAL  POPULA'nON  SERVED  BY  SOURCE  WATER  SYSTEM 665 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

GASSVILLE                       1220091   GRA^X^            Acid      ADJ   05/62  1290          l.Q 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1290 

CASTLE  ROCK  ELEM                  7010291   ADAMS            NaF      ADJ    /75  189          4.5 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIt»  SYSTEM 189 

CEDAR  FALLS                     6170300   DUNN             NaF      ADJ    /82  214          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 214 

CEDAR  GROVE                     4600437   SHEBOYGAN                 NATL  1486     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM I486 

CEDARBURG                       2460108   OZAUKEE           Acid      ADJ   01/57  9327          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 9327 

CENIRAL  WI  CIR-MElffiarA  MHI          1130235   DANE             Acid      ADJ   10/68  879          1.0 

TOTAL  POPULAITC*!  SERVED  BY  SOURCE  WAEER  SYSTEM 879 

CENIURIA                        6490332   POLK             Acid      ADJ   07/70  865          1.0 

lOIAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 865 

CHILTON                        4080222   CALUMET           Acid      ADJ   08/69  3133          1.0 

TOTAL  POPUUmCW  SERVED  BY  SOURCE  WAIER  SYSIHl 3133 

CIRCLE  ACRES                     4450417   OUTAGAMIE                 NATL  120     1.4 

TOTAL  POPULATION  SEEVED  BY  SOURCE  WAIER  SYSTEM 120 

CLINTON                          1540114   ROCK              Acid      ADJ   02/62  1923          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 1923 

CLINTONVILLE                     4690391   WAUPACA                   NATL  4638     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSI"EM 4638 

COCHRANE                        6060226   BUFFALO           Acid      ADJ    /81  579          1.0 

TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 579 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN! 

»,ATcn  cvcTPM  .nri    PPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

rnLI?rn?J/F  C5YSTEMS  SERVED                                   Id                                                                 USED                           START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  bEHVbU  ^u  p^jE LEVEL     LEVEL 

OOEie^S  MBILE  HOME  PARK  4690405      WAUPACA  NATL  100  1.0 

TOrAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

OOLBY  7370169      CLARK  Acid  ADJ       03/68  1675  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTH*I 1675 

GCa£MA  4700265      WAUSHARA  Acid  ADJ      08/56  405  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 405 

OOUWBUS  1110038      OOUMBIA  Acid  ADJ      08/50  4157  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTOi 4157 

CONCORD  PLACE  OONDO  ASSN  2460165      OZAUKEE  NATL  100  0.9 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 100 

OONOIBGATIONAL  HOME  2680185      WAUKESHA  NATL  124  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTO^ 124 

CORNELL  6090458      CHIPPEWA  Acid  ADJ      03/66  1668  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 1668 

OOUNIRY  CHARM  ESTATES  #3  2300613       KEUOSHA  NATL  50  0.8 

TOflAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYS1"EM 50 

OOUNIRY  CHARM  E^EAIES  /M  2300618      KENOSHA  NATL  50  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 50 

OOUNIRY  THIRACE  OONDO  HOMES  2460128      OZAUKEE  NATL  150  0.7 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

OOZY  ACRES  SUBDIVISION  2520192      RACINE  NAIL  120  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 120 

CREST  VIEW  S.D.  2520186      RACINE  NATL  3838  0.9 

TCTIAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 3838 
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POPUU\TION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED             ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

CROSS  PLAINS                     1130219   DANE             Acid      ADJ   12/74  2338          1.0 

TdLAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2338 

OJ^  CITY                       1220092   GRAOT            Acid      ADJ   05/53  2262          1.0 

TOTAL  POPULATim  SERVED  BY  SOURCE  WATER  SYSIH^ 2262 

OJOAHY                         2410169   MILWAUKEE         Acid      ADJ   11/66  19024          1.0 

TCflAL  POPULATI»J  SERVED  BY  SOURCE  WATER  SYSTEM 19024 

OARBOY                         4450117   OUEAGAMAMIE                NATL  1000     1.5 

TUEAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSYEM 1000 

DARLINGTON                      1330073   LAFAYETIE         Acid      ADJ   08/53  2353          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2353 

^  POREST                       1130221   DANE             Acid      ADJ   08/52  4318          1.0 

TOfEAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM ■  4318 

DEERFIELD                       1130223   DANE             Acid      ADJ   09/66  1584          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1584 

DBM3RRA                        1110136   COLUMBIA          NaF      ADJ    /82  127          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 127 

DELAVAN                        2650113   WALWORTH          Acid      ADJ   05/65  6048          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 6048 

DEPERE                         4050453   BROWN                    MIL  16150     2.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 16150 

DICKEYVILLE                     1220094   GRAhTI            Acid      ADJ   05/62  1076          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTOi 1076 

DODGEVILLE                      1250079   IOWA             Acid      ADJ   05/53  3809          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3809 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and  B^^  CoU^  CHEM         STATUS     ^^U  r?  c,f?vFD   ""^'naT  ^Op7'^^ 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SJW   SERVED        ^NAT^     ^OPT^ 

DCXS^AN  2680197      WAUKESHA  Acid  ADJ  /71  1355  1.0 

TCrrAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 1355 

DOWNSVILLE  6170231      DUNN  NaF  ADJ  /83        150  4.5 

lOrAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 150 

DREAMLAND  VILLAGE  2411761       MILWAUKEE  NATL  150  0.9 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTQ^ 150 

DURAND  6470107      PEPIN  Acid  ADJ      09/63  2054  1.0 

TDIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2054 

DURHAM  MEADOW'S  SUBDIVISION  2680213      WAUKESHA  NATL  800  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 

EAGLE  CHATEAU  APTS  2300118      KEJDSHA  NATL  216  0.9 

TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 216 

EAGLE  LAKE  MANOR  #4  2520183      RACINE  NATL  400  0.8 

TOTLAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTH^ 400 

EAGLE  RIVER  7640113      VILAS  Acid  ADJ       10/65  1414  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1414 

EAST  TROY  2650123      WALWORTH  Acid  ADJ      01/64  2619  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2619 

EAU  CLAIRE  6180230       EAU  CLAIRE  NaSiF6  ADJ       0J/tD4  54313  1.0 

WASHINCnCN  HEIOnS  S.D.  6180293      EAU  CLAIRE  OOJS  3500 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTEM 57813 

EDGAR  7370150      MARAfflON  Acid  ADJ       11/49  1324  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 1324 

EDGERTON  1540119      ROCK  Acid  ADJ       10/50  4302  1.0 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSrm 4302 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ   05/70  638          1.0 

SYSTEM 638 

Acid      ADJ   06/74  830          1.0 

SYSTEM 830 

Acid      ADJ   04/A8  4918          1.0 

SYSTB-l 4918 

Acid      ADJ   11/69  2495          1.0 

SYSTEM 2495 

Acid      ADJ    /82  1616          1.0 

SYSIH^ 1616 

Acid      ADJ   03/50  2907          1.0 

SYSTEM 2907 

Acid      ADJ   06/80  243          1.0 

SYSTEM 243 

NaF      ADJ    /83  156          4.5 

SYS-m^ 156 

NATL  175     1.0 

SYSTEM 175 

Acid      ADJ    /74  1306          1.0 

SYSIB"! 1306 

Acid      ADJ   09/62  898          1.0 

SYS'IH'l 898 

Acid      ADJ   li/61  2445          1.0 

SYSTEM 2445 


ELEVA 


ElK  MXJND 


ELKHORN 


ELLSWORTH 


ELRDY 


EVANSVILLE 


EXEIAND 


FAIRVIEW 


FAIRVIEW  VILLAGE  MHP 


FALL  CREHC 


FALL  RIVER 


FEMNIMORE 


6620270   IREMPEALEAU 
TOTAL  POPULAnCW  SEKVED  BY  SOURCE  WAIER 

6170264   DUNN 
TOTEAL  POPULATICW  SERVED  BY  SOURCE  WATER 

2650062   WALWORTH 
TOTEAL  POPULAnON  SERVED  BY  SOURCE  WAIER 

6480239   PIERCE 
TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER 

7290122   JUNEAU 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER 

1540047   ROCK 
TOTEAL  POPULATION  SERVED  BY  SOURCE  WATER 

8581015   SAWYER 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

4430587   OUTAGAMIE 
TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAffiR 

7500145   PORTAGE 
TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 

61802%   EAU  CTA[RE 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

1110098   GOLLWBIA 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

12200%   GRANT 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

\A/ISCONSIN 

/VATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

:0NSECUT1VE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO       DATE LEVEL     LEVEL 

FIFTH  AVHtJE  MHP                                            2410593      MILWAUKEE                                            NATL  100  1.2 

TOEAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 100 

FITCHBURG                                                          1130231      DANE                                Acid              AOa      06/68  13905  1.0 

TUIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13905 

FLOREJJCE  4190155      FLORENCE  Acid  ADJ      06/82       1957  1.0 

OCMiDNWEALTH  S.D.  4190156  OONS  97 

TDfEAL  POPULATim  SERVED  BY  SOURCE  WATER  SYSTEM 2054 

FOND  DU  LAC                                                     4200469      PCM)  DU  LAC                   Acid              ADJ      07/50  36707                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36707 

PONK'S  MHP                                                       2520201      RACINE                                                 NATL  480            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 480 

FOREST  JUNCnON                                              4080377      BROWN                                                   NATL  150            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 150 

FORT  AIKIN9»I                                                  1280103      JEFFERSOI                       Acid              ADJ       12/49  10054                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  10054 

FOX  LAKE                                                            1140145      DC»GE                               Acid              ADJ      07/67  1409                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITR  SYSTEM 1409 

FRANKLIN  MOBILE  ESTATES  #1                         2410604      MILWAUKEE                                            NATL  90            0.9 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATEK  SYS'IEM 90 

ERANKLIN  KBIUE  ESTATES  #2                         2410603      MILWAUKEE                                            NAIL  400            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 400 

FRANKLIN  MOBILE  ESTATES  #3                          2410602       MILWAUKEE                                              NATL  118             0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 118 

FRANKLIN-SECURITY  A£RE                                  2410560      MILWAUKEE                                              NATL  360             0.8 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'IER  SYSTEM 360 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                      EPA        COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

reANKLIN-SECURITY  ACRES  ADD         2410562   MILWAUKEE                 NAIL  AOO     0.7 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM AOO 

FRANFSVILLE-N.  CAPE               2520181   RACINE                    NATL  325     1.3 

TOTAL  POPULATICW  SEHVED  BY  SOURCE  WATER  SYSTEM 325 

FREMRIC                        6490337   POLK             Acid      ADJ   09/63  1101          1.0 

TOTEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 1101 

GALESVILLE                      6620271   TREMPEALEAU        Acid      ADJ   09/51  1285          1.0 

TOTAL  POPUlAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 1285 

GENOA  CITY                      2650058   WADWORIH          Acid      ADJ   11/68  1316          1.0 

TXyiAL  POPULATIOJ  SERVED  BY  SOURCE  WAUR  SYSTOd 1316 

GESMAMKJWN                      2670105   WASHINGTON         Acid      ADJ   01/76  11682          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  11682 

GILLETT                        4430490   OOMD            Acid      ADJ   11/66  1350          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA'ffiR  SYSTEH 1350 

GILMAN                         8610124   TAYliDR            Acid      ADJ   02/69  469          1.0 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WAIER  SYSKM 469 

GLEN  WIR  GO  #08                  2300134   KEMOSHA                   NATL  36     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

GLEMN  WIR  00  #06                  2300127   KEH)SHA                   NAIL  36     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITiR  SYSTEM 36 

GLENN  WIR  00  #09                  2300141   KENOSHA                   NAIL  36     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 36 

GLENN  Wm  CO  #10                  2300137   OZAUKEE                   NATL  36     1.1 

TOTAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 36 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

A/ATFR  'SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

Consecutive  SYSTEMS  SERVED  id  used  start  served       nat      opt 

fvjO  DATE LEVEL     LEVEL 

GLQJN  Wm  00  #11  2300136      KEMOSHA  NATL  52  0.8 

TOTEAL  POPULATIC*!  SERVED  BY  SOURCE  WAIER  SYSTEM 52 

GLEUN  WIR  00  #12  2300139      KEtiOSUA  NATL  36  0.7 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 36 

GLEUN  WIR  00  #13  2300120      KEMOSHA  NAIL  32  0.7 

TDflAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 32 

GLEUN  Wm  00  #17  2300123      KEMOSHA  NATL  36  0.7 

TOrCAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM >i 36 

ana  wm  00  #18  2300124     keijosiia  natl  36         0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 36 

GORDON                         8160499   DOUGLAS           NaF      ADJ    /81  57          4.5 

TOTEAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 57 

GRAFTON                        2460111   OZAUKEE           Acid      ADJ   08/69  8381          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8381 

GRANTSBURG                      8070310   BURNETT           Acid      ADJ   01/65  1194          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1194 

GREEN  BAY                       4050356   BROWN            Acid      ADJ   08/57  93942          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATE[<  SYSTEM 93942 

GREEN  BRIAR  APTS                  2460129   OZAUKEE                   NATL  240     1.3 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 240 

GREENFIELD-TOWN  VIEW  WIR  OOOP        2410573   MILWAUKEE                  NATL  360     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-TEM 360 

aiEENLEAF                       4050466   BROWN                     NATL  523     0.7 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 523 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


COUNTY 


CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

Acid      ADJ   06/72  1147          1.0 

SYSTEM 11A7 

NATL  546     1.4 

SYSTEM 546 

NATL  25     0.9 

SYSTEM 25 

NATL  576     0.8 

SYSTEM 576 

Acid      ADJ    /82  1006          1.0 

SYSTEM 1006 

Acid      ADJ   11/64  840          1.0 

SYSTEM 840 

Acid      ADJ   01/50  7604          1.0 

SYSTEM 7604 

Acid      ADJ   04/69  6288          1.0 

SYSTEM 6288 

Acid      ADJ    /51  2053          1.0 

SYSTEM 2053 

Acid      AUJ     /61  1270          1.0 

SYSrEM 1270 

NAIL  303     1.2 

SYSTEM 303 

NATL  325     1.8 

SYSIH^ 325 


GREENWDO)  6100328   CLARK 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER 
OlESHAM  4590454   SHAWANO 

TOEAL  POPULATION  SERVED  BY  SOURCE  WAIER 
GUERNSEY  MEADOWS  WIR  UHL  2680258   WAUKESHA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
2410575   MILWAUKEE 

imAL  POPULATIOJ  SEKVED  BY  SOURCE  WATER 
6560121   ST.  CROIX 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER 
1110065   OOUMBIA 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER 
HARTH»D  2670110   WASHINGTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 
HARTLAND  2680205   WAUKESHA 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER 
HAYWARD  8580532   SAWYER 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
HAZEL  GREEM  1220102  GRML 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 
2520196   RACINE 


HALES  HAPPINESS  SUBD 


HAMIM) 


HARMCNY  GROVE 


HIO^DRY  HAVEU  MDBILE  CT 


HOLLAND  S.D. 


TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WADER 

4050726      OLTTAGAMIE 
TOTAL  POPULAHON  SERVED  BY  SOURCE  WAIER 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and  E^  CoUF^^T  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  SWVT  SERVED   ^NAT^  ^OPT^ 

HORioON                        1140146   DODGE            NaF      ADJ   05/52  3743          1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WA'Ml  SYSTO^ 3743 

HORTONVILLE                     4450411   OJTAGAMIE         Acid      ADJ   12/68  2217          1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2217 

HOWARD                         4050468   BROWN                     NATL  9126     1.2 

TDa:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSHM 9126 

HCWELL  AVE  E^                   2410591   KIIWAUKEE                  NATL  200     0.8 

TXTEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB1 200 

HUDSON                         6560087   ST.  CROIX         Acid      ADJ   02/64  5938          1.0 

N0R3H  HUDSON                   6560133   ST.  CRDIX                  OONS  2673 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8611 

HUNTINCTON  PARK                  2460151   OZAUKEE                   NATL  25     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

INDEPElffiElJCE                     6620276   IREMPEALEAU        Acid      ADJ   06/73  1232          1.0 

TOTAL  POPULAn»l  SERVED  BY  SOURCE  WATER  SYSTEM 1232 

JANESVILLE                      1540127   ROCK             Acid      ADJ   02/49  52202          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 52202 

JEFFERSON                       1280104   JEFFERSCW         Acid      ADJ   08/63  5606          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEl^  SYS'JtM 5606 

JEMSENS  MDBILE  HOME  VILLAGE         2520190   RACINE                    NATL  130     1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTEM 130 

JOHNSON  (HEEX                    1280107   JEFFERSON         Acid      ADJ   01/62  1227          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIIM 1227 

JUDA                          1230099   GREEN            NaF      ADJ    /82  280         4.5 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAlliR  SYSTEM 280 


8b7 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and                                                       EPA 
CONSECUTIVE  SYSTEMS  SERVED                                 ID 

NO 

COUNTY 

JUNEAU 

1140058 

DODGE 

■1U1:AL  POPULAITOJ  SERVED  BY  SOURCE  WATER 

KANSASVITJK-EAGLE  LK  MANOR    #4                  2520183 

RACINE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

KAUKAUNA 

4450336 

OUTAGAMIE 

lUTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

KEWOSHA 

2300046 

KENOSHA 

SCMEKS 

2300158 

KENOSHA 

lUTAL  POPULATION  SERVED  BY  SOURCE  WSm 

KENOSHA  MDBILE  OOURTS 

2300115 

KENOSHA 

TOTAL  POPUIAnON  SERVED  BY  SOURCE  WATER 

KESHENA 

5500503 

MENOMINEE 

PLEASANT  PRAIRIE-CARDL  BEACH                  2300064 

KENOSHA 

PLEASANT  PRAIRIE-SOUIH  KENOSHA              2300063 

KENOSHA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

KEWASKLW 

2670112 

WASHINGTON 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

KEWAUNEE 

4310281 

KEWAUNEE 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER 

KIFiro 

1220103 

GRANT 

TOTAL  POPULATIOg  SERVED  BY  SOURCE  WAIER 

KILTYS  KOUMIRY  KOURT 

7370167 

MARAIHCW 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

KIMBERLY 

4450342 

OUTAGAMIE 

COMBINED  LDa<S 

4450409 

OUTAGAMIE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
USED                           START   SERVED          NAT        OPT 
DATE LEVEL     LEVEL 

Acid              ADJ          /82  2118                        1.0 

SYSTEM 2118 

NAIL  400            0.8 

SYSTO^ 400 

NATL  12258            1.9 

SYSTO^ 12258 

Acid              ADa       11/64  76173                        1.0 

COtiS  516 

SYSTEM 76689 

NATL  75            1.7 

SYSTEM 75 

Acid              ADJ       10/61  400                        1.0 

COWS  210 

CONS  154 

SYSTEM 764 

Acid      ADJ   11/62  2325          1.0 

SYSIH^ 2325 

NATL  2868     0.9 

SYSTEM 2868 

Acid      ADJ   07/70  500          1.0 

SYSTEM 500 

NATL  150     0.9 

SYSTEM 150 

NATL  5851     1.3 

GOJS  2499 

SYSTEM 8350 


868 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and EPA        CoOf^ITY  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              ID                         USED           DATE  LEVEL  LEVEL 

KN^p                           6170267   DUNN             NaF      ADJ    /83  60          A.  5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

LAC  OOURTE  OREILLES  RES             5500301   SAWYER            Acid      ADJ   06/71  689          1.0 

TDTEAL  POPULATION  SERVED  BY  SOURCE  ViAYER   SYSTEM 689 

LAC  DU  FLAMBEAU  RES                5500402   VILAS            Acid      ADJ   Ob/ 79  865          1.0 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 865 

LAOONIA  HIGH  SCHOOL               A2006A5   FXM)  DU  LAC        NaF      AEU    /7A  386          A. 5 

TOflAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM » 386 

LADYa«IITH                       8550131   RUSK             Acid      ADJ   01/66  3811          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 3811 

LAKE  GENEVA                     2650066   WALWORTH          Acid      ADJ   05/51  5728          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5728 

LAKE  MEADOWS  SUED                 2680228   WAUKESHA                  NATL  25     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

LAKE  mUS                                                       1280108   JEFFERSOJ         Acid      ADJ   07/62  3722          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3722 

LAKEVIEW  m  COURT                 A31028A   KEWAUNEE                  NATL  66     l.A 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 66 

LANCASTHl                       1220107   GRAhTP            Acid      AID   02/61  A2A8          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTIM A2A8 

UOiA                                                                7210108   fiOREST            Acid      ADJ   09/69  1A85          1.0 

TCTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB"! 1A85 

LEMDNT  UnLITY-LAC  DU  OOURS          2A60117   OZAUKEE                   NATL  800     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 800 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and                      EPA        COUNTY 
CONSECUTIVE  SYSTEMS  SERVED              ID 

NO 

LEMDMT  UnUTY-WHITMAN  PL           2460112   OZAUKEE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHl 

IJNIXJREM  ELEM 

6A803A3   PIERCE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER 

LIITLE  CHUIE 

4450338   OnV^GAMIE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WHm 

LITTLE  ELK  CKEEK 

6170277   DUNN 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAltR 

LDDI 

1110101   00U>1BIA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

LONE  ROCK 

1530061   RICHLAND 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

LOOKOUT  DRIVE  WIR  ASSN 

2681085   WAUKESHA 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER 

LOYAL 

6100329   CLARK 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH< 

LUCAS 

6170301   DUNN 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAl-ER 

LUCK 

6490338   POLK 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER 

LUXEMBURG 

4310282   KEWAUNEE 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAlIiR 

MADISON 

1130224   DANE 

MAPLE  BLUFF 

1130234   DANE 

SHOREWOOD  HILLS 

1130236   DANE 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

NATL  250     0.9 

SYSTEM 250 

NaF      ADJ    /74  147          4.5 

SYSi™ 147 

NATL  8916     1.6 

SYSTEM 8916 

NaF      ADJ    /83  95          4.5 

SYSltM 95 

Acid      ADJ   06/52  2056          1.0 

SYSTEM 2056 

Acid     ADJ   08/72  638         1.0 

SYSTEM 638 

NATL  28     0.9 

SYSTB^ 28 

Acid      ADJ   01/82  1322          1.0 

SYSTEM 1322 

NaF      ADJ    /82  100          4.5 

SYSTEM 100 

Acid      ADJ   12/69  1059          1.0 

SYSIliM 1059 

NATL  1153     0.7 

SYSTEM 1153 

Acid      ADJ   06/48  175664          1.0 

CONS  1318 

OOJS  1832 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN . - 

WATER  SYSTEM  and ^ CoU^^^  CHEM         STATUS     FLUOR       POP       NATURAL  SYS,  .M. 

CONSECUTIVE  SYSTEMS  SERVED  ^D  USED ^p^TE      LEVEL     LEVEL 

WAUNONAS.D.  1130742       DANE  OONS  1200 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATHR  SYSTEM 180014 

(.j^^TOwOc  4360364      MANITOWOC  NaSiF6  ADJ       11/68     32482  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'Ml  SYS^'EM 32482 

,,,^^R^^IHO(j  7370151      MARAOTON  Acid  AIXI  /78       1746  1.0 

TOEAL  TOPULATION  SERVED  BY  SOURCE  WAIER  SYSl^EW 1746 

MARENGO  VALLEY  ELEM  8020469      ASHUND  NaF  AOJ  /74         156  4.5 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 156 

MARINETTE  4380395      MARINETTE  Acid  ADJ      03/51     11888  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 11888 

MARION  46903%      WAUPACA  Acid  ADJ      05/66       1366  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1366 

MARLAN  MEADOWS  2680224      WAUKESHA  NATL  25  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 25 

MARSHALL  1130237      DANE  Acid  AM       01/66      2610  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAITER  SYSl^EM 2610 

MARSHFIELD  7720165      WOOD  NaSiF6  ACU       10/50     19318  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 19318 

MARY  ANN  DR  HCME  OWNERS  ASSN  2410606       MILWAUKEE  N/\TL  28  0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAlliR  SYSTEM 28 

MAUSTON  7290129      JUNEAU  Acid  AOJ  /82       3429  1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSIH^ 3429 

MAYVILLE  11A0057      DODGE  Acid  ALU       09/50      4394  1.0 

TOTAL  FOPULAHON  SERVED  BY  SOURCE  WAIER  SYSl'EM 4394 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

WISCONSIN 

cSifES?S"sT™s  SERVED  f^        ^^^'  CH|M   STATUS  FLUOR  ^  TOP^  N^TUa^L  SYST^EMS 

— !:12 DATE LEVEL  LEVEL 

MAZCMANIE                       1130239   DAbJE             Acid      ADJ   09/51  1324          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1324 

MCFARLAND                       1130241   DANE             Acid      ADJ   05/53  4354          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 435A 

MEADCW  LANE  SUBD                  2520188   RACINE                     NATL  30     1.1 

TOTAL  POPULATIOI  SERVED  BY  SOURCE  WATER  SYSTEM 30 

MEMASHA                        4710334   WINNEBAGO         NaSiF6    ADJ    /50  14778          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 14778 

MENASHA  S.D.                     4710358   WINNEBAGO                 NATL  13769     0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 13769 

MENCMINEE                       5500501   MENOMINEE         Acid      ADJ   06/85  1500          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1500 

MENCMDNEE  FALLS                  2680082   WAUKESHA          Acid      ADJ   09/51  27045          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 27045 

MENOMONIE                       6170268   DUNN             Acid      ADJ   06/73  13654          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 13654 

ME]QU3J  CARE  CIR  INC               2460123   OZAUKEE                   NATL  148     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYS7EM 148 

MBQUON  NORTH  SHORE  HEIGHTS          2460125   OZAUKEE                   NATL  75     0.8 

TOrmL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 75 

MBQUON  WIR  TRUST                  2460131   OZAUKEE                   NATL  32     1.1 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WATER  SYSTEM 32 

MERRILL                        7350123   LINCOLN           Acid      ADJ   01/62  9895          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9895 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN — 

, . — COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

WATER  SYSTEM  and       ^  _^  ,^^  ^^^  LUUNIY  ^  START   SERVED  NAT        OPT 

CONSECUTIVE  SYSTEMS  SERVED  D  uicu  ^^^^^     LEVEL 

NO , 

MiDDLEnDN                       11302A2   DANE             Acid      ALU   06/50  13108          1.0 

TOTAL  FOPULATION  SffiVED  BY  SOURCE  WATffi  SYSTEM 13108 

MIDWAY  EliM                     7350306   UNOOLN           NaF      AOJ     /7A  180          4.5 

TDIAL  POPULATION  SERVED  BY  SOURCE  WATffi  SYSTEM 180 

MILTON                         15A0130   RDCK             Acid      ADJ   10/53  A348          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WSm   SYSTEM 43A8 

MIUJALKEE  2A10100  MILWAUKEE  Acid      ADJ  07/53  618171          1.0 

BROWN  DEER  2A10556  MILWAUKEE  OONS       123% 

GREENDALE  2410571  MILWAUKEE  OONS       13610 

SHCREWDOD  2410607  MILWAUKEE  OONS       14207 

WAUWAIOSA  2410596  MIIiJAUKEE  OONS       50070 

WEST  ALLIS  2410595  MILWAUKEE  CONS       64028 

TOT:AL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 772480 

MINERAL  roiNT  1250084   ICWA  Acid      AOJ   01/54  2272  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2272 

MHCNG  8660303   WASHBURN  Acid      ADJ   12/72    578  1.0 

WIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 578 

MisHIOOT  4360430   MANITCWOC  NATL  1557     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAJIER  SYSTEM 1557 

^^tMXm  6060193   BUFFAm  NaF      ALU   02/62  2687  1.0 

TOTLAL  FOPUUfflON  SERVED  BY  SOURCE  WATEK  SYSII'M 2687 

MJNONA  1130245   DANE  Acid      .^DJ   10/56  8712  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8712 

M3NR0E  1230078   GREEU  Acid      AW   03/66  10458  1.0 

WYAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10458 

M3NncELm  1230083   GREEU  NaSiF6    ADJ   09/64   1072  1.0 

TOTIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 1072 
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POPUUTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  W/ITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

^5NrEcl"?rs?rTEMS  SERVED            %'                    ^^^'                         CH|M    STATUS  FLUOR  ^  TOP  ^  NATURAL  SVST^EMS 

— - '^0 DATE LEVEL  LEVEL 

MORRISONVILLE                    11302A6   DANE             Acid      ADJ   09/62  375          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 375 

MOSEL                          4600499   SHEBOYGAN         NaF      ADJ    /83  166          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSI^ 166 

MOUNT  HOREB                      1130247   DANE             Acid      ADJ   02/52  3826          1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 3826 

MUK^WNAOO                       2680209   WAUKESHA          Acid      ADJ   05/49  4243          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4243 

MUSOODA                        1220112   GRANT            Acid      ADJ   06/65  1417          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSlH^l 1417 

NEENAH                         4710348   WINNEBAGO         NaSiF6    ADJ   10/50  23992          1.0 

TUTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 23992 

NEILLSVILLE                     6100330   CLARK            Acid      ADJ   12/54  2828          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 2828 

NEKDOSA                        7720169   WOOD             Acid      ADJ   06/59  2782          1.0 

TOTAL  POPULAITOJ  SERVED  BY  SOURCE  WATER  SYSTEM 2782 

*^PIT                         5500502   MEMGMINEE         Acid      ADJ   01/51  1400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTliM 1400 

NESHKDRD  ELEM                    4390331   MARQUETIE         NaF      ADJ    /79  105          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 105 

NEUFELD  BUILDERS  APTS              2680186   WAUKESHA                  NATL  35     0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 35 

NEWGLARUS                      1230084   GREEN            Acid      ADJ   02/52  1823          1.0 

TOTAL  POPUIAFICW  SERVED  BY  SOURCE  WATER  SYSTEM 1823 
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POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  1 2/31/85) 

WISCONSIN - 

WATER  SYSTEM  and     E^         ^^^^^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYST^EM. 

CONSECUTIVE  SYSTEMS  SERVED              I^D             USED DATE  LEVEL  LEVEL 

NEW  HOLSTEIN                     4080270   CAUUMET           Acid      AEU   09/53  3415          1.0 

TOTAL  POPULATION  SEHVED  BY  SOURCE  WATER  SYSTEM 3415 

NEW  LCNDON                      4690398   OUTAGAMIE         Acid              ADJ   09/69  6777          1.0 

IDEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB«1 6777 

NEW  MEDICAL  REHABILITATION  Cffi        2520204   RACINE                     NATL  87     0.9 

TOTAL  POPULATION  SEEVED  BY  SOURCE  WATEK  SYSTEM 87 

NEW  RIOMM)                     6560126   ST.  CRODC         Acid      AEU   07/60  4792          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4792 

NajARK  ELEM                      1540303   ROCK             NaF      ADJ    /75  140          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM lAO 

IJEWBOLD  ELEM                     7440649   ONEIDA            NaF      ADJ     /75  175          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIHi  SYSTEM 175 

NIA:]ARA                        4380439   MARINETTE.         Acid      ADJ   01/51  2026          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2026 

NORTH  FOtS)  DU  LAC                 4200405   FXM)  DU  LAC        Acid      ADJ   03/73  4225          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IHl  SYSTEM 4225 

NOKIH  FREEDCM                    15700%   SAUK             Acid      ADJ   11/63  750          1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WA'IEl-i  SYSTEM 750 

NORTH  LAKELAND  ELEM               7640801   VILAS            Nal'       AIXJ     /75  228          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKim  SYSTH^ 228 

NORM  PEDERSEN  WELL  ASSN            2520722   RACINE                    NATL  100     0.9 

TOfEAL  POPULAITON  SERVED  BY  SOURCE  WAltR  SYS-TEM 100 

NORTH  SHORE  HEALTH  CARE  CIR          2410586   MILWAUKEE                  NAll.  200     0.8 

TOTAL  POPUIATION  SERVED  BY  SOURCE  WAIER  SYS-ll^ 200 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

CO^NfEluirsSEMS  SERVED  %'  ^^^'  CHEM    ^^^^^^  FLUOR  ^^POP^  NATURAL  SV^^^^^^^ 

. ^ DATE LEVEL  LEVEL 

NORTH  SHORE  WIR  OOM-FXK  POINT        2A10584   MILWAUKEE         NaSiF6    ADJ   07/63  71A4          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTH^l 71A4 

NORTH  SHORE  WIR  0CM-GLE2©ALE         2410168   MILWAUKEE         NaSiF6    ADJ   07/63  13610          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 13610 

NORTH  SHORE  WTR-WnnEFISH  BAY        2A10597   MILWAUKEE          NaSiF6    ADJ   07/63  14214          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 14214 

NOR-mVIEW                       4600724   SHEBOYGAN         NaF      ADJ    /80  137          4.5 

TOTTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYST0«1 137 

OAK  CREEK                       2410172   MILWAUKEE         Acid      ADJ   04/74  17977          1.0 

TOTAL  POPULAnC»J  SERVED  BY  SOURCE  WATER  SYSTEM 17977 

OAK  CREEK  VIEW  SUED  3              2410592   MILWAUKEE                 NATL  350     1.1 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 350 

OAK  RIDGE  CARE  CnR                 2520182   RACINE                     NATL  32     1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 32 

QAKDALE                        6420401   MONROE            NaF      ADJ    /81  78          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSl'EM 78 

QAKDALE  ESTATES  MHP               2300177   KENOSHA                   NATL  700     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 700 

OOMKMX:                      2680227   WAUKESHA          Acid      AllJ   12/53  10336          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  UATER   SYSITM 10336 

OCanO                         4430495   OOONID                    NATL  4387     1.5 

TOTAL  POPULAITCW  SERVED  BY  SOURCE  WATER  SYSTEM 4387 

OOONID  FAU^                     44304%   OCONTO            Acid      ADJ   02/67  2668          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2668 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN . 

WATER  SYSTEM  and ?PA  COl^^JTv  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEM. 

CONSECUTIVE  SYSTEMS  SERVED                                   IID                    USED DATE  LEVEL    LEVEL 

OuvQ^                                                               81601A6      DOUGLAS                                                NATL  2A6            1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 246 

O^                                                                   A710357      WINNEBAGO                       Acid              ADJ      05/59  2909                        1.0 

TOCAL  FOPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 2909 

OjflXjsSAOON                                                       8040169      BAYFIELD                         NaF               AOJ          /74  204                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 204 

ONEmA  RESERVATION                                        5500601       BRCWN                               Acid              ADJ       06/85  450                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A50 

OOSTOURG                                                           4600445      SHEBOYGAN                       Acid              ADJ          /83  1875                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1875 

ORBOON                                                               1130251      DANE                                Acid              AOJ      02/50  4347                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM A347 

OSCEDLA                                                             6490341       POIX                                Acid              ADJ       08/53  1917                        1.0 

TOTTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1917 

OSHKDSH                                                             4710457      WIN^EBAGO                       NaSiF6          ADJ      01/50  51721                        1.0 

TOfTAL  POPUIAnON  SERVED  BY  SOURCE  WAIER  SYSTEM 51721 

QXFORD  ELEM                                                     4390310      MARQUEnE                       NaF                ALU           /79  176                        4.5 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WATER  SYSTEM 176 

PADDOCK  LAKE                                                    2300146      KENOSHA                                                NATL  2248            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1H(  SYSTEM 2248 

PALMYRA                                                             1280112      JEFFERSON                       Acid              ADJ      03/67  1663                        1.0 

TOTAL  POPULATIC»J  SERVED  BY  SOURCE  WAIER  SYSTEM 1663 

PARC  VUE  APTS  (124m  ST)                             2680271      WAUKESHA                                              N/^  60            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM. 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

SrElir'SriEMS  SERVED  ^'  ^^^'  CHEM    STATUS  FUUOR  ^  TOP  ^  NATURAL  SVST^S 

NO  DATE LEVEL  LEVEL 

PARDEVILLE                      11100A9   COLUMBIA          Acid      ADJ   05/65  1635          1.0 

TOTAL  POPULATICW  SEKVED  BY  SOURCE  WATER  SYSTEM 1635 

PARK  FALLS                      8510130   PRICE            Acid      ADJ   10/63  3327          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 3327 

PARK  MANOR  APTS                  2410599   MILWAUKEE                 NATL  30     0.8 

TOTAL  POPULATim  SERVED  BY  SOURCE  WAIER  SYS'TEM 30 

PARK  PLACE  SUBDIVISIOJ             2460066   OZAUKEE                   NAIL  210     0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 210 

PARKVIEW  HEALTH  CIR               4710456   WINNEBAGO                 NATL  790     1.2 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 790 

PEEWAUKEE                       2680229   WAUKESHA          Acid      ADJ   01/54  4956          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 4956 

MSHTIGO                        4380442   MARINETTE         Acid      ADJ    /82  3003          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3003 

PHILLIPS                        8510131   PRICE            Acid      ADJ   11/50  1688          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1688 

PILGRIM  MEADOWS  #9                2680221   WAUKESHA                  NATL  35     0.7 

TOTAL  POPULAHC*!  SERVED  BY  SOURCE  WATT*  SYS-IEM 35 

PINE  LAND  ELEM                   7010293   ADAMS            NaE      .\DJ    /74  80          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTTiM 80 

PINE  RIVER  ELEM                  7350305   LINCOLN           NaF      ADJ    /75  107          4.5 

TOTAL  POPULATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 107 

PLAIN                          1570098   SAUK             Acid      ADJ   04/63  711          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 711 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and ^PA  ^U^  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEM. 

CONSECUTIVE  SYSTEMS  SERVED                                  ^D          USED DATE  LEVEL    LEVEL 

py^jl-                                                                 2670322      WASHINGIDN                     NaF                ADJ           /82  116                        4.5 

TOTAL  FOPUIAnON  SERVED  BY  SOURCE  W3m  SYSTEM 116 

PLATIEVILLE                                                      1220115      GRANT                              Acid              AEU       11/6A  %51                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 9651 

PLEASANT  PRAIRIE  MHP                                    2300117      KENOSHA                                               NATL  100            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

PLEASANT  PRAIRIE-INDUSTRIAL  PK                  2300168      KENOSHA                                                  NATL  910             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 910 

PLEASANT  PRAIRIE-TIMBER  RIDGE                    2300167       KEMOSHA                                                  NATL  280             1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'IER  SYSTB«1 280 

PLEASANT  PRAIRIE-WAKR  WORKS                     2300109      KEICSHA                                               NATL  280            1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 280 

PUM  ClTi  ELEM                                                6480349      PIERCE                            NaF                AEU          /74  212                        A.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA3ER  SYSTEM 212 

PLUM  an  HICH  Sa<X)L                                  6480350      PIERCE                             NaF                AOJ          /74  141                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1^1 

PLYMXriH                                                            4600446      SHEBOYGAN                       Acid              ADJ      03/66  6410                        1.0 

TOTLAL  POPUI.ATI0N  SERVED  BY  SOURCE  WATTO  SYSTEM 6^10 

FORT  EDWARDS                                                    7720113      WOOD                                Acid              AlU      07/54  2051                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS-IB^ 2051 

PORT  WASHINGION                                              2460054      OZAUKEE                           Acid              ADJ      09/50  8890                        1.0 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^ 8890 

PORTAGE                                                             1110039      COLUMBIA                         Acid              ALU       03/51  8049                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1H<  SYSTEM 8049 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and                      EPA        COUNTY 
CONSECUTIVE  SYSTEMS  SERVED              ID 

NO 

POIDSI 

1220117   GRANP 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAitK 

POYNhTlli 

1110037   COLUMBIA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER 

PRAIRIE  DU  SAC 

1570100   SAUK 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAMl 

PRAIRIE  VIEW  FTfM 

6480345   PIERCE 

TOa:AL  POPULATION  SERVED  BY  SOURCE  WAIER 

PRESGOriT 

6480243   PIERCE 

•lUIAL  POPULATION  SERVED  BY  SOURCE  WAIER 

PULASKI 

4050355   BROWN 

'lUML  POPULATION  SERVED  BY  SOURCE  WATER 

PIMPKIN  HOTJnW 

1130597   DANE 

'lUIAL  POPULMTON  SERVED  BY  SOURCE  WAIER 

QUIET  OCXMRY  HOMES  #1 

4360434   MANITOWOC 

TOTEAL  POPULATION  SERVED  BY  SOURCE  WAIER 

RACINE 

2520062   RACINE 

CALEDONDIA  U.D. 

2520027   RACINE 

NORIH  PARK 

2520185   RACINE 

SOUm  LAWN  S.D. 

2520197   RACINE 

SIURTEVANT 

2520195   RACINE 

WIND  POINI 

2520191   RACINE 

TOTAL  POPUIJmCW  SERVED  BY  SOURCE  WAIER 

RACINE  CAHDY  VISTA  SAN  DIST          2520180   RACINE 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER 

RAINBOW  LAKE  MANOR  TO  CT            2300166   KEH)SHA 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA'ITR 

CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

Acid      ADJ    /62  752          1.0 

SYSTEM 752 

Acid      ADJ   10/52  1529          1.0 

SYSTEM 1529 

Acid      ADJ   04/64  2245          1.0 

SYSIHvl 2245 

NaF      ADJ    /74  307          4.5 

SYSra^ 307 

Acid      ADJ   04/72  2987          1.0 

SYSIIM 2987 

Acid      ADJ   04/69  2041          1.0 

SYSTEM 2041 

NaF      ADJ    /80  87         4.5 

SYSTEM 87 

NATL  60     1.2 

SYSTEM 60 

NaSiF6    ADJ   03/50  81635          1.0 

CONS  1500 

CXMS  3900 

CONS  1540 

OONS  3885 

CONS  1695 

SYSTEM 94155 

NATL  1200     0.8 

SYSTEM 1200 

NATL  260     0.7 

SYSTEM 260 
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POPUUVTION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  an. iP^        c5Um^^  CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED              'D ^^^° DATE  LEVEL  LEVEL 

RANDOLPH                        1110125   OOUJMBIA          Acid      ADJ   01/66  1776          1.0 

aXJYAL  POPULATION  SESVED  BY  SOURCE  WATER  SYSTEM 1776 

RANGE  LINE  HILLS                  2460119   OZAUKEE                   NATL  45     1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  Vmm   SYSTEM A5 

RAVINE  FARMS  HW  OWNER'S  ASSN         2460124   OZAUKEE                   NATL  88     0.8 

TOrCAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 88 

RED  CLIFF  RESERVATION              5500802   BAYFIELD          Acid      ADJ    /84  421          1.0 

TOfEAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM  --t- 421 

REEDSBURG                       1570102   SAUK             Acid      ADJ   02/50  5356          1.0 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5356 

RHINELANDER                     7440126   ONEIDA            Acid      ADJ   03/66  7906          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 7906 

RICE  LAKE                       6030138   BARRON            Acid      ADJ   01/52  8027          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8027 

RICHFIELD                       2670268   WASHINGTON         NaF      ADJ    /82  424          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSim A24 

RICHLAND  CEinm                                             1530068   RICHLAND          Acid      ADJ   12/49  5162          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 5162 

RIDGE  VIEW  NURSING  CIR             4050469   BRCWN                     NAIL  30     1.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30 

RIO                            1110111   OOLUMBIA          Acid      ADJ   12/61  800          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 800 

RIP^                          4200476   PCM)  DU  LAC        Acid      ADJ   06/51  7241          1.0 

TXjm.  POPUlAnON  served  by  source  WATEl^  SYSTEM 7241 


I 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR  POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED          NAT        OPT 
NO DATE LEVEL    LEVEL 

6480246      PIERCE                            Acid              ADJ       12/62  9938                        1.0 

TOTEAL  POPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTEM 9938 

2460139      OZAUKEE                                               NATL  75            0.7 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 75 

2460136      OZAUKEE                                               NATL  25            0.8 

TOriAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 25 

4700539      WAUSHARA                                             NATL  25            0.9 

TOEAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 25 

4600481       SHEBOYGAN                       NaF               ADJ          /83  167                       4.5 

TOEAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 167 

7010292      ADAMS                              NaF               ADJ          /  74  125                       4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 125 

4450420      OUTAGAMIE                                            NATL  80            1.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

4200519  POND  DU  LAC                   NaF               ADJ          /74  226                       4.5 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 226 

4200520  FXM)  DU  LAC                   NaF               ADJ          /74  133                       4.5 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 133 

7370161      MARAnOJ                         Acid              ADJ      09/64  3313                        1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSJTiM 3313 

4430494      OOMD                                                 NATL  106            1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 106 

1570105      SAUK                                Acid              ADJ       12/66  2876                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 2876 


RIVER  FALLS 


RIVER  GARDEN  APTS 


RIVER  GLEN 


RIVER  HILLS  APTS 


RIVERVIBW 


ROCHE  A  CRT 


ROMANESK)  MHP 


ROSENDALE  ELEM 


ROSEliDALE  MIEDLE 


ROTHSCHILD 


RUSTIC  ACRES  MHP 


SAUK  CITY 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


SAIKVILLE 


SCHOEMKE  MHP  #1 


SOCEMKE  MHP  #2 


SCHOFIELD 


SOOrr  ELEM 


soorr  s.D. 


SHADY  NOOK  TR  FK  #1 


aiADY  NOOK  TR  PK  #2 


SHARON 


SHAWANO  LAKE  S.D. 


aiEBOYGAN 
KDHLER 
affiBOYGAN  FALLS 


SHELL  LAKE 


^^                      COUNTY           CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
ID                           USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

2460134   OZAUKEE           Acid      ADJ     /72  3619          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3619 

4590468   SHAWANO                   NATL  68     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 68 

4590452   SHAWANO                   NATL  100     1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

7370162   MARATHON          Acid      ADJ   05/64  2336          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2336 

7350304   LINCOLN           NaF      ADJ    /74  81          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 81 

4050071   BROWN                     NATL  610     2.5 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 610 

2300174  KENOSHA                   NATL  75     0.9 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 75 

2300175  KENOSHA                   NATL  75     1.0 
TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYST^EM 75 

2650145   WALWORTH          Acid      ADJ    /82  1288          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1288 

4590457   SHAWANO                   tvlAlL  1000     0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 1000 

4600354   SHEBOYGAN         NaSiE-6    ADJ   02/46  47644          1.0 

4600444   SHEBOYGAN                  OONS  1722 

4600455   SHEBOYGAN                  OONS  47644 

TOfTAL  POPULATTON  SERVED  BY  SOURCE  WAIER  SYS'l'EM 97010 

8660304   WASHBURN          Acid      ADJ   05/52  1311          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WA1EK  SYSTEM 1311 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS    FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

SIREN  8070311       BURNETT  Acid  ADJ      07/73  890  1.0 

TUTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 890 

SOLDIERS  GROVE  6120252      CRAWFX)RD  Acid  ADJ  /50  676  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 676 

SOKWERS  MHP  #1  A600459      SHEBOYGAN  NATL  120  0.9 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 120 

SOKWERS  MHP  #2  A600460      SHEBOYGAN  NAIL  100  0.8 

TOfTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SCM^ERS  MHP  #3  4600461       SHEBOYGAN  NATL  100  0.8 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SOUm  MILWAUKEE  2410144      MILWAUKEE  Acid  ADJ      06/52  20392  1.0 

TOTAL  POPUljmON  SERVED  BY  SOURCE  WATER  SYSI"EM 20392 

SOUIH  PCnRSON  WELL  ASSN  2520179      RACINE  NATL  100  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

SOinHERN  WIS  CNTR-DEVEL  DIS  2520199      RACINE  NATL  900  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 900 

SPARTA  6420297      MCMtOE  Acid  ADJ       10/51  7553  1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTH^l 7553 

SPEHER  7370108      MARATHON  Acid  ADJ      09/74  1824  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1824 

SPOONER  8660305      WASHBURN  Acid  ADJ       05/52  2700  1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2700 

SHONG  GREEN  1570109      SAUK  Acid  ADJ       12/51  1302  1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WAIER  SYSTEM 1302 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and  EPA  COUNTY  CHEM  STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

(go  DATE LbVbL     LbVbL 

SPRING  VALLEY                    6480249   PIERCE            Acid      ADJ   05/73  1000          1.0 

TDflAL  POPULATION  SEKVED  BY  SOURCE  WATER  SYSTEM 1000 

ST  BENEDICTS  ABBEY                2300382   KENOSHA                   NATL  40     1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 40 

ST  ELIZABEIH  NURSING  HOME           2680257   WAUKESHA                  NATL  30     0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 30 

ST.  (SOU.  FALLS                  6490343   POLK             Acid      ADJ   04/67  1619          1.0 

TCriAL  POPULATION  SERVED  BY  SOURCE  WA'IEU  SYSTEM -^ 1619 

ST.  CRDIX  RESERVATION              5500901   BURNETT           Acid      ADJ   06/84  200          1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 200 

ST.  JOHNS  ELEM                   6480262   PIERCE            NaF      ADJ     /74  90          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  90 

ST.  NAZIANZ                     4360433   MANITOWOC         Acid      ADJ     /81  714          1.0 

TOTAL  POPUI.AnON  SERVED  BY  SOURCE  WATER  SYSTEM 714 

STANLEY                        6090462   QCPPEWA          Acid      ADJ     /82  2154          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2154 

STEVENS  POINT                    7500141   PORTAGE           Acid      ADJ   08/72  23180          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 23180 

STDOCBRIDGE-MUNSEE  RESERVATION       5501001   SHAWANO           Acid      ADJ   Ob/84  400          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSIEM 400 

STONE  BANK                      2680716   WAUKESHA          NaF      ADJ    /82  221          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 221 

STCXJGHTON                       1130078   DANE             Acid      ADJ   09/49  8456          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 8456 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

STOUM                                                                 6620331      TREMPEALEAU                   Acid              ADJ      01/67  1060                        1.0 

lOIAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 1060 

STURGE30N  BAY                                                   A150526      DOOR                                Acid              ADJ      05/62  9270                        1.0 

"lOIAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 9270 

SUN  PRAIRIE                                                      1130258      DANE                                Acid              ADJ      03/50  1A008                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 14008 

SUNNYSIDE  ELEM                                                6480342      PIERCE                            NaF               ADJ          /74  164                       4.5 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 164 

SUPERIOl                                                           8160147      DOUGLAS                           Acid              ADJ          /83  27661                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 27661 

TAYCHEEDAH  OORRECnOIAL  INST                     4200478      FXM)  DU  LAC                                        NATL  275            0.7 

TOTAL  POPULAllOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 275 

TtMNYSON                                                            1220120      GRANT                                                   ADJ          /62  434                        1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTHd 434 

THERESA                                                             1140154      DODGE                              NaF               ADJ      07/68  794                        1.0 

TOTAL  POPULATTO)  SERVED  BY  SOURCE  WATER  SYSTEM 794 

THIENSVILLE-CENIIJRY  EST  #2                          2460144      OZAUKEE                                                 NATL  120             0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  UKim  SYSTEM 120 

THIENSVILLE-VILLAGE  HETGtfTS                       2460145      OZAUKEE                                               NAIL  131            0.7 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 131 

TTGERTOJ                                                             4590462       SHAWANO                           Acid              ADJ       06/70  889                         1.0 

TOTAL  POPULATTON  SERVED  BY  SOURCE  WATER  SYSTEM 889 

TOMAHAWK                                                             7350127       LANGLADE                         Acid              ADJ       06/51  3560                         1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYST^EM 3560 


886 


POPULMION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


TOWN  VIEW  WA3HI  OORP 


TREMPEALEAU 


TWIN  LAKES-VAN  WOCOS 


TWO  RIVEKS 


UNIOJ  GROVE 


UNITY 


VALDERS 


VAN  HANDELS  MHP  #2 


VBROiA 


VESPER 


WASHBURN 


WAIHILOO 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                  USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

2A10573      MILWAUKEE                                            NATL  403            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 403 

6620332      TREMPEALEAU                   NaF                ADJ       11/52  1094                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAT-ER  SYSTEM 1094 

2300153      KENOSHA                                               NATL  80            0.7 

TOTAL  POPUIATTCW  SERVED  BY  SOURCE  WATER  SYSTEM 80 

4360436  MANITOWOC                       NaSiF6          ADJ       05/53  13208                        1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 13208 

2520200      RACINE                                                 NATL  3632             1.1 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 3632 

7370368      MARATHMJ                         NaF                ADJ          /81  178                        4.5 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYST-EM 178 

4360437  MANITOWOC                       Acid              ADJ          /81  1029                        1.0 
TOTAL  POPULATiai  SERVED  BY  SOURCE  WATER  SYSTEM 1029 

4450422      OUTAGAMIE                                            NATL  100            0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

1130259      DANE                                Acid              ADJ       02/68  3823                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSITM 3823 

7720134      WOOD                                Acid              AlU       01/69  657                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTB^ 657 

8040132      BAYFIELD                         Acid              ADJ      01/67  2264                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2264 

1280115      JEFFERSOl                       Acid              ADJ       12/64  2606                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 2606 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


WATERTOWN 


WAUKESHA 


WALJNAKEE 


WAUPACA 


WAUPUN 


WAUSAU 


WEST  BEND 


WEST  SALEM 


WESTBY 


WESTFIELD  ELEM 


WESTCW  SD 


WEYAUWBGA 


EPA        COUNTY           CHEM    STATUS  FLUOR  POP   NATURAL  SYSTEMS 
ID                         USED           START  SERVED    NAT   OPT 
NO DATE LEVEL  LEVEL 

128004A   JEFFERSON         Acid      ADJ   12/50  18846          1.0 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 18846 

2680238   WAUKESHA          Acid      ADJ   02/71  52723          1.0 

TOfEAL  POPUIAnCN  SERVED  BY  SOURCE  WATER  SYSTEM 52723 

1130265   DAbE             Acid      ADJ   04/51  4752          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WA3ER  SYSTEM 4752 

4690402  WAUPACA           Acid      ADJ   04/70  4825          1.0 
TOTAL  POPULATIOl  SERVED  BY  SOURCE  WATER  SYSTEM 4825 

1140131   DC»GE            NaF      ADJ   11/70  8559          1.0 

TOTCAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 8559 

7370102   MARAHOJ          NaSiF6    ADJ   09/52  32446          1.0 

TOTAL  POPULATiai  SERVED  BY  SOURCE  WAIER  SYSTEM 32446 

2670120   WASHINGTON         Acid      ADJ   08/50  22372          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 22372 

6320334   LA  CRDSSE         Acid      ADJ   01/67  3668          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 3668 

6630267   VERNON            Acid      ADJ   08/64  1936          1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 1936 

4390309   MARQUEHE         NaF      AIXJ    /  79  385          4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 385 

7370163   MARAmON          Acid      ADJ   03/64  10777          1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 10777 

4690403  WAUPACA           Acid      ADJ   01/54  1651          1.0 
TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTOi 1651 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WISCONSIN 

WATER  SYSTEM  and  EPA  COUNTY  CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 

CONSECUTIVE  SYSTEMS  SERVED  ID  USED  START   SERVED  NAT        OPT 

NO  DATE LEVEL     LEVEL 

WHITEHALL                                                         6620275      -niEMPEALEAU                   Acid              ADJ      06/51  1599                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATEK  SYSTEM 1599 

WHITEWAnK                                                       2650056      WALWORTH                         Acid              ADJ      01/60  11990                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 11990 

WILD  WOOD  PARK  SUBD                                      2520189      RACINE                                                 NATL  80            0.7 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

WILLIAMS  BAY                                                    2650060      WALWCRTH                         Acid              ADJ       10/65  1868                        1.0 

TOTAL  P0PULAnC»4  SERVED  BY  SOURCE  WATER  SYSTOi 1868 

WILLIAMSBURG  2  15-20-25-35-W)                    2460067      OZAUKEE                                               NATL  80            0.8 

TOTAL  PCMJLATION  SERVED  BY  SOURCE  WATER  SYSTEM 80 

WILTON                                                               6420306      MDNROE                             NaF                ADJ      06/66  469                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 469 

WlhWER  BLATMl  APTS-EAST                             2680220      WAUKESHA                                              NATL  60            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

WI>WER  BLATnR  APTS-EAST                             2680222      WAUKESHA                                              NATL  60            0.8 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 60 

WINDSOR                                                             1130267      DANE                                Acid              ADJ      05/65  4264                        1.0 

TOTAL  POPULAITON  SERVED  BY  SOURCE  WAIER  SYSTEM 4264 

WINNEBA£X)  RESERVATION                                    5501101       WINNEBAGO                        Acid              AIXJ       Uo/b8  1587                         1.0 

TOa:AL  POPULAITON  SERVED  BY  SOURCE  WATER  SYSTB^ 1587 

WINNEBAGO  RESERVATION                                   5501105      WOOD                                Acid              ADJ       06/72  100                        1.0 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

WINNEBAGO  STAIE  HOSPITAL                             4710455      WINNEBAGO                                            NATL  930            1.3 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYS'l'EM 930 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WISCONSIN 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL    LEVEL 

1110113      OOUUMBIA                         Acid              ADJ       03/64  2737                        1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTEM 2737 

7720108      WOO)                                NaSiF6          ADJ      01/51  187A7                        1.0 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 18747 

7290137      JUNEAU                            Acid              ADJ      03/53  851                        1.0 

TOTAL  POPULATICW  SERVED  BY  SOURCE  WATER  SYSTEM 851 

6560138      ST.  CRODC                       Acid              ADJ          /77  919                        1.0 

TOTAL  POPULATIO)  SERVED  BY  SOURCE  WATER  SYSTEM 919 

4050464      BROWN                                                   NATL  1272            2.4 

TOTAL  POPULAnON  SERVED  BY  SOURCE  WAIER  SYSTH^ 1272 

6420311      MCMOE                            NaF               ADJ          /81  192                        4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 192 

1540306      ROCK                                NaF               ADJ          /74  119                       4.5 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM  119 


WISOCWSIN  CELLS 


WISOCWSIN  RAPIDS 


WMJEWOC 


WQODVILLE 


WRIGHTSTCWN 


WYEVILLE 


YAHARA  ELEM 
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POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 

WYOMING 

WATER  SYSTEM  and                                                         EPA                     COUNTY                           CHEM         STATUS     FLUOR       POP       NATURAL  SYSTEMS 
CONSECUTIVE  SYSTEMS  SERVED                                   ID                                                                 USED                           START   SERVED  NAT        OPT 
NO DATE LEVEL     LEVEL 

CHEYEMC  5600011      LARAMIE  NaSiF6  ADJ  /74  47283  1.0 

TOEAL  FOPULATIOJ  SERVED  BY  SOURCE  WA3ER  SYSTEM 47283 

CLEARKKT  5600013      SHERIDAN  NATL  191  2.5 

TOEAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 191 

PORT  WASHAKIE  5690003      FREJCNT  NaF  ADJ  /79  1073  1.0 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 1073 

FRANNIE  5600210      BIG  HORN  NATL  138  2.6 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WATER  SYSTEM 138 

GILLETra:  5600019      CAMPBELL  NATL  12134  1.9 

TOTAL  FOPULATIOJ  SERVED  BY  SOURCE  WAIER  SYSTD^ 12134 

HULETT  5600026      CROOK  NATL  291  1.8 

TOTAL  FOPULAnOJ  SERVED  BY  SOURCE  WATER  SYSTH>1 291 

KE>WERER  5600028      LINCOLN  NaSiF6  ADJ  /73  4573  1.1 

TDTEAL  POPULATION  SERVED  BY  SOURCE  WAIER  SYSTEM 4573 

LARAMIE  5600029      ALBANY  NaSiF6  ADJ      06/66  24410  1.1 

TOTAL  POPULATIOJ  SERVED  BY  SOURCE  WAIHl  SYSTEM 24410 

LDJCH  5600241      JOHNSOJ  NATL  100  2.4 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 100 

MANDERSCN  5600204      BIG  HORN  NATL  174  3.9 

TOTAL  POPULATTOJ  SERVED  BY  SOURCE  WATER  SYSTEM 174 

PAVILLION  5600039      EREMDNI  NATL  287  1.6 

TOTAL  POPULATION  SERVED  BY  SOURCE  WATER  SYSTEM 287 

POWELL  5600042      PARK  NATL  5310  0.9 

TOTAL  POPULATION  SERVED  BY  SOURCE  WAIH^  SYSTEM 5310 


891 


POPULATION  SERVED  FLUORIDATED  DRINKING  WATER  BY  SOURCE  SYSTEM, 
CONSECUTIVE  SYSTEM,  AND  COUNTY  WITHIN  STATE  (AS  OF  12/31/85) 


WYOMING 


WATER  SYSTEM  and 
CONSECUTIVE  SYSTEMS  SERVED 


EPA 
ID 
NO 


RAWLINS 

5600045 

•iui:al  population  sesved 

SHOSHONI 

5600053 

'lUIAL  POPULATION  SERVED 

SINCLAIR 

5600054 

TOTAL  POPULATIOJ  SERVED 

■niEIH)POLIS 

5600056 

EAST  THERDPOLIS 

5600226 

TOTAL  POPULATION  SERVED 

UWUN 

5600140 

TOTAL  POPULATION  SERVED 

WAMSUriER 

5600105 

TOTAL  POPULATICW  SERVED 

YODER 

5600169 

TOTAL  POPULATION  SERVED 

COUNTY          CHEM    STATUS  FLUOR   POP   NATURAL  SYSTEMS 
USED           START  SERVED    NAT   OPT 
DATE LEVEL  LEVEL 

CARBON  Acid      ADJ    /70  11547  1.1 

BY  SOURCE  WATER  SYSTEM 11547 

FREMDNT                   NATL         879     2.0 
BY  SOURCE  WAIER  SYSTEM 879 

CARBON  NaSiF6    ADJ   11/52    586  1.1 

BY  SOURCE  WAIHl  SYSTO^ 586 

HOT  SPRINGS        NaSiF6    ADJ   12/54  3852         1.0 
HOT  SPRINGS                OONS         359 

BY  SOURCE  WATER  SYSTO^ 4211 

WESTON  NATL  1193     1.3 

BY  SOURCE  WAIER  SYSTEM 1193 

SWEEIWATER  NATL         681     1.5 

BY  SOURCE  Wnm  SYSTEM 681 

GOSHEM  NATL         110      1.1 

BY  SOURCE  WATER  SYSTEM 110 
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